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HISTORICAL NOTE. 


The coirp^tion «f afi undertaking whicli has been on hand for 
some twenty years, has far exceeded the limits originally assigned 
to it, and must, I fear, have long ago exhausted the patience of 
the Linneau Society, invites, if it does p.ot almost demand, a few 
words of explanation as to its history. 

As long ago as 1878 I was invited to deliver before the Soya! 
Geographical Society a lecture which was in substance an attempt 
to review the knowledge existing at the time of the Earth's flora. 
When I came to the vast territory occupied in the Old World by 
the Chinese Empire, I could only quote the statement made four 
years earlier by the well-known botanist, the late Dr. Hance :— 

“ While M. Maximowiez’s excellent and very complete c Index" 
Flora Pekinepsis * provides a good catalogue of the flora of the 
Chinese metropolis and its vicinity, and Mr. Beuthain’s classical 
‘Flora Hongkongensis 5 has acquainted us with the principal con¬ 
stituents of that of the extreme South-east of the Empire, nothing 
whatever of a scientific character has yet, to nty knowledge, 
been written on the vegetation of the disfcricfca*intermediate to 
those two points, which are separated by 17° of latitude, or of 
the various ports of trade along the coast or on the Yangtse.” 

It seemed to me that a beginning might at any rate be made 
to remedy this conspicuous defect in our knowledge of the vege¬ 
tation of the Old World, and that a list of Chinese plants which 
had actually been collected would throw some light on the 
^ character of the Chinese Flora and would afford a starting-point 
for fresh research. 

I accordingly in December 1883 made the following appeal 
to the Government Grant Committee of the Eoyal Society:— 

“ To ask for appointment of a Comyiittgp to report on ou^ - 
presentjniowdedge of the Flora of China. It isjbelie\cd that 
0 LXSS.*30VRX.~ BOTANY, VOL. XXXVI. h 
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the national herbaria conta*i a considerable accumulation of 
material, -which it is desirable should be catalogued after the 
manner of the Botany of Grodman and Salvin’s ‘Biologia Centrali- 
Americana.’ Such a catalogue w T ould Smbody descriptions of all 
undescribed species of which material is available, and references 
to the w r idely scattered published notices of Chinese plants 
would be intercalated in their proper place. The report would 
therefore give a complete view from all reaSily accessible sources 
of our -present knowledge of the Chinese # Mora. ... Our 
present ignorance of the vegetation of China is an insuperable 
bar to any rational attempt at generalisation with regard to 
the distribution of the plants of the Palsea^tie region,” 

The application was acceded to : a Committee waif"appointed 
consisting of Mr. J. Ball, Mr. Carruthers, Mr. Thiseltoe-Dyer, 
and Prof. Oliver, and a grant of £200 was placed at its disposal. 

The first meeting of flue Committee was held at the Poyal 
Society on February 7,1884. The following passage is extracted 
from the Minutes :— 

“ It was stated that Mr. F. B. Forbes, F.L.S., had as early as 
1875, with the paid assistance of Mr. W. B. Hemsley and others, 
made considerable progress in cataloguing the Chinese plants 
preserved in the Herbaria of the Eoyal Botanic Gardens, Kew, 
v ^and of the British Museum, and that he was actively engaged in 
arranging his material.” 

Mr. Forbes attended, by invitation, the next meeting of the 
Committee on February 14 following. He offered very liberally 
to cooperate with it, and it was agreed to employ Mr. Hemsley 
to carry on the work. 

At subsequent meetings the form in wdiich the Catalogue 
should be drawn up -was settled, and in 1885 tbe Chairman, 
Mr. John Ball, addressed on its behalf the following letter to 
the President of the Linnean Society :— 

10 Southwell Gardens, London, S.W. 

M 13 May, 1885. 

Sir, 

A Committee consisting of Mr. Ball, Professor Oliver, 
Mr, Carruthers, and Mr. Thiselton-Dyer, was appointed last * 
year by the Government Grant Committee of the Kayal Society 
to draw up a Eeport on our present knowledge of the Flora 
—jjf China, 

The Committee has since been joined, at its invitation, by 
Mr. Forbes, F.L.S., who has most liberally offered his "foersonM 
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assistance, and placed at its disposal his valuable and extensive 
manuscript collections and notes ^ 

The Committee has further engaged the services of Mr. Hemsley, 
A.L.S., to cooperate in drawing up the Report, and he has pre¬ 
pared a specimen dealing with the Ranunculacese to its entire 
satisfaction. 

The Committee nojv finds itself in a position «£o press on the 
work with considerable despatch, and feels confident that, by 
affording for the first time a comprehensive view of the vege¬ 
tation of one^f the most interesting of existing botanical regions, 
it will supply invaluable aid for further research, as well to the 
student of jphysiograyhy, as to travellers, diplomatic agents and 
missionaries abroad. 

The Committee is anxious that the printing should proceed 
pari passu with the preparation of the ^Report, and would deem 
it an advantage that it should be issued to the public under the 
auspices of the Linnean Society. 

I, therefore, oil behalf*of the Committee, beg to offer the Report 
to the Council of the Linnean Society on the following con¬ 
ditions :— *. 

1. The Committee to have placed at its disposal an entire 
volume of the botanical series of the Journal of the Society. 

2. The Committee to pay the entire cost of setting the Report - 
in type, and of correcting the press. 

3. The Committee to be at liberty to print off at its own cost 
150 copies to remain at its disposal. 

4. The Linnean Society to bear the cost of press-work for 
copies issued to Pellows, and for stock for sale by tiie Society. 

5. Plates illustrating species of exceptional interest may be 
included in the Report, at the discretion of the Committee, on the 
same terms as those above stated with regard to the letterpress +, 

The Committee suggests that the Report may be issued in 
parts to the Bellows. 

I have the honour to be, Sir, 

Tour obedient Servant, 

* (Signed) Joim Ball. 

The President of the Linnean Society. 

* [Owing to unforeseen private engagements, he was unable to take any 
further active part in the preparation of the “ Enumeration.”] 

t [The expense of the map and drawing of the first three plates in Volume 2^ 
was defrayed by Mr. Forbes, afterwards the entire cost of the glates was borne 
b» the Liri&eau Society.] 
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To these proposals the Council agreed, and Parts 1 and 2 of 
the Enumeration were issued in 18S6. Copies of these and sub¬ 
sequent ones were freely distributed amongst English residents 
in China, with the result of inducing many to assist in the work 
of collecting specimens. Amongst the earlier was Dr. Henry, 
at the time an officer in the Chinese Imperial Maritime Customs. 
Down to the time of his leaving China in 4900, the collections 
made by this indefatigable botanist reached 15,700 numbers, 
each represented by numerous duplicates end amounting in 
all to vsome 150,000 sheets. Henry's collections #re realed the 
^existence of a flora of surprising and unexpected richness, and 
.raised problems of geographical distribution of the highest 
interest. 

The Committee had hoped that the Catalogue they fontem- 
plated might he contained in a single volume of the Society’s 
.Journal. But it speedily became clear that it would far exceed 
those limits. It was further evident that the whole undertaking 
would be more costly and laborious tuan was originally con¬ 
templated. In addition to three grants amounting in all to £700 
•obtained from the Government Grant Committee of the Eoyal 
■Society, further aid amounting to £175 was therefore obtained 
from the British Association, and progress reports were presented 
to that body in 1S87, 1SS8, and 1889. The total sum received 
.and expended by the Committee on the undertaking up to l&erT 
amounted to £875, 

In 1890 Mr. Herasley was appointed to the post of Principal 
Assistant in the Herbarium of the Eoyal Botanic Gardens, Kew, 
and his official duties precluded his devoting himself any longer 
to the work. The completion therefore only became possible by 
the cooperation, under Mr. Hemsley’s general supervision, of 
various botanists whose names stand at the heads of their several 
contributions. From this point onwards the cost of printing and 
publication lies been exclusively borne by the Linnean Society. 

During their lifetime (for both unhappily passed away during 
the progress of the work) the Committee met with the kindest 
sympathy and assistance from M. C. J. Msypmuwicz of the 
Academie Imperiale of fc$t. Petersburg, who had long been engaged 
on the elaboration of the collections made by Eussiaji travellers 
in China, and from M. Franchet of th^ Museum dTTistoire 
5S ^ T aturelle at Paris, i ho was occupied in describing and publishing 
the extremely rich collections made by the French missionaries 
in Yunnan. * • 
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The following letter affords an interesting testimony to the 
importance Maximowicz attached to tbe Enumeration ;— 

+ 

* m Petersburg Botanic Garden, 

15 September, 1885. 

Dear Sir, 

You have caused*me a most agreeable surprise by the 
gift of the first fasciculus of Messrs. Forbes and Hemsley’s 
most important enumeration of the flora of (?hina. I need not 
tell you that it will be a constant and most useful source of 
reference to me and that I am extremely grateful* for this 
laborious and well-executed undertaking which will save me an 
immense deal of wo^ji, when occupied with my own work on the 
neighbour-floras. The interest I take in it is still more lively 
through the important set of Dr. Henry's Hupeh plants, recently 
received from the Kew Herbarium, in which I find quite a 
n umber of the novelties. It appears, lit* wever, that the first orders 
were already printed when Dr. Henry’s collection reached Kew. 

What a pity it is ih*t our esteemed Dr. Hance did not live to 
see the commencement of a work which would have elicited his 
most lively interest and approval. 

Believe me, etc., 

(Signed) C. J. Maximowicz. 

The late Baron Eichthofen, the greatest authority on the 
physical geography of China, was no less appreciative of the 
value of the work :— 

Berlin W., K urfurstenstrasse, 117, 
January 20, 1889. 

My dear Mr, Tkiseltoh-Dver, 

It has been a very pleasant surprise to me? this morning, 
to receive from you the <€ Index Florae Sinensjs.” I thank you 
sincerely for this kind token of remembrance. 

It is of great value to have now a Flora of China embodying 
all tbe species known from that country. You have evidently 
succeeded at Kew to get up a very complete collection. At the 
same time, in looking over the localities mentioned in the book, 
it strikes me that large portions of China are still unexplored 
botanically. There remains a splendid field for a good collector 
in the Tsinking mountains, the province of Sz'~cbwan,and chiefiy 
its elevated regions west of Cheng-tu-fu, Work in those parts 
will be greatly facilitated by the solid foundation laid through 
the work of Forbes and Hemsley. • « 

Yours very truly, * 

^ (Signed) F. Eiciithofeh. 
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From tlie circumstances of the case the enumeration of the 
species, of which we now possess material or know of the 
existence in other herbaria, is admittedly unequal. Tbe number 
of those for instance contained in Part *1 would probably from 
present knowledge hare to be increased by a third. This has 
been as far as possible remedied by thelist drawn up by Miss M. 
Smith of the new^species published during the progress of the 
work and of those already described whose area has since been 
found to extend to China. 

The usefulness of the whole work has been ^enormously 
enhanced by the complete index of all names cited including 
synonyms. It contains some 1^,000 entries, a$d is due to the 
indefatigable industry of Mr. Daydon Jackson, the Society’s 
G-eneral Secretary. 

ISo useful purpose would he served by an attempt to specify 
all those who have supplied the material which has been used in 
preparing the Enumeration. Their names are given throughout 
under the species they contributed. Ftill particulars for the 
most part will be found about them in Bretschneider’s exhaustive 
“ History of European Botanical Discoveries in China,” published 
in 1898. 

A few exceptions must, however, be made. Dr. Hance who, 
to use the words of Bretschneider, “ has connected his name for 
all time witb the Flora of China,” died June 22,1886, as already * 
noticed, after the appearance of the first part. His Herbarium 
of Asiatic plants containing upwards of 22,000 species was 
acquired by the British Museum. 

Dr. Henryk important collections were, as also already 
noticed, not available for the first part and only to a small 
extent for the second. From that point they were continuously 
drawn upon as they successively reached this country. 

Dr. Henry also obtained for the Kew Herbarium Dr. Ernst 
Eaber’s important collection from Mt. Omei as well as Morse’s 
from Kwangsi and Duclonx’s from Yunnan. Faber’s own her¬ 
barium was afterwards destroyed by fire. His plants are taken 
up in the Enumeration from the fifth part onwards. 

The extraordinary richness of the flora of Western and Central 
China as revealed by Henry’s collections, induced Messrs. VeitcK 
to send out Mr. E. H. Wilson to make further botanical explora- 
*—^sons. He made two journeys—the first in 1899, when he arrived 
a*PS£emao to see- Henry, and„the second in 1908. Messrs. James 
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Yeiteh and Sons, with a liberality worthy of their distinguished 
firm, have presented to the Kew Herbarium a complete set of 
"Wilson’s plants. Some are taken up in the later parts of the 
Enumeration. * * * 

In 1875 Mr. Hemsley had drawn up a rough list of the Chinese 
plants in the Kew Herbarium for Mr. Eorbes. It contained 
3061 species, including ferns. The present Enumeration contains 
8271, of which 4230 are endemic or not known to occur outside 
the Chinese Empije. The most moderate estimate cannbt put the 
whole flora as containing less than 12,000 species. 

It only remains in bringing this note to a conclusion to add a 
few particulars as to*the bibliography, which have been supplied 
by Mr. Heinsley. 

With regard to the literature cited, it may be useful to explain 
two or three points which might not otherwise be quite clear. 
Throughout, the 44 Melanges Biologiques ” are cited for Maximo- 
wicz’s species, though in most instances they were originally 
published in the 44 Bulletin de V Aeademie Imperiale des Sciences 
de St. Petersbourg ” The references to Franchet’s 44 Plant© 
Davidian© ” are to the repaged issue of the £C Premiere Partie,” 
and not to the original pages in the 66 Nouvelles Archives du 
Museum.” On the other hand, the pages are given of the 
44 Annales Musei Botanici Lugduno-Batavifor Miquel’s “Pro- 
lusio^ Florae Japonic©,” of which there is a repaged edition. 
Maximowicz’s “Ad Florae Asise Orientalis cognitionem meliorem 
Fragmenta” is sometimes cited under this title, and sometimes 
the references are direct to the “ Bulletin de la Societe Imperiale 
des Haturalistes de Moscou,” but the pagination# is the same 
in both. Siebold and Zuccarini’s “Flor© Japonic© Famili© 
Naturales , . . originally appeared in the Munchener “ Ab- 
handlungen,” vol. iv. 1844-6, and the references are sometimes 
to the pages of the re-issue and sometimes to the consecutive 
numbers of the plants enumerated therein. Bunge’s 44 Enume- 
ratio PJantarum quas in China Boreali collegit ” was published 
in the “ Memoires presentees a PAeademie' de St. Petersbourg 
par divers Savans,” ii. 1835, but the references in the following 
44 Index 99 are to a repaged copy. Lastly, the original edition of 
Loureiro’s 44 Flora Cochinchinensis ” is the one cited where not 
otherwise stated. 

W. T. THISELTON-DYEB, - 


Kew, 

December, 1905. 
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* 

ALL THE PLANTS KNOWN 

FKOM 

CHINA PROPER, FORMOSA, HAINAN, THE COREA, 
THE 0 LUCHU ARCHIPELAGO, 

r 

AXI* 

* * 

THE ISLAND OF HONGKONG; 

TOGETHER TV'ETIT THEIR 

DISTRIBUTION AND SYNONYMY. 

* 

^CONTINUED FROM VOL. XXVI.) 


133. HYDRO CHARIDACE.E. 

(By C. H. Wright, A.L.S.) 

1. Hydrilla verticillata, Boyle, III. Bot. Himal. t*376 (1839); 
Brest, Bemerh. p. 112 (1S44); Gaspary , in Prinysh . Jahrh. i. 
(1838) p. 494 ; Maxim. FI. As. Or. Fragm. p. 59; Hook. f. FI. 
Brit. Ind . v. p. 659. 

Hydrilla verticillata, var. Roxburgliii, Gasp, in Prinysh . Jahrh. i. (1858) 
p. 494. 

Hydrilla verticillata, var. crispa, Gasp. L c. 

Hydrilla dentata, Gasp, in Bot . Zeit. xii. (1854) p. 50. 

Hydrilla japonica, Miq. in Ann. Mus. Bot. Luyd.-Bat. ii. p. 271. 
Serpicula verticillata, Roxb. PL Corom. ii. 1.164. 

Chihli : Peking Plain ( Bretschneider ex Maximowicz ; Moellen - 
dorf in hb. Hance , 20353 !) ; Kiangstj : Kiangnan (Staunton !); 
Htjpeh : Ichang (A. Henry , 4368 !) ; Kwa^gketog {Ford !), 
Liencbau River {Graves !). Mus. Brit.; Herb. Kew. 

Central Europe, Tropical Asia and Australia, Mascarene 
Islands. # 
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1. Lagarosiphon Roxburghii, Benth. inBenth. §' Ilooh.f. Gat . 
PL iii. p. 451; Hook.f I JF/. Brit. Lid. v. p. 059. 

Vallisneria alternifolia, i?o.r6. fliw/, PV/if/. p. VI; FL Ind. iii. p. 1 50; 
Wights in Hook. Bat. Misc. ii. (1831) p. oil, t. 11. 

Nechamandra Roxburghii, Blanch, in Ann. Sc. Nat. 3 mf> ser. xi. (1349) 
p. 78, excl. syn. Roxb.; Hance, in Joum. Linn. Soc., Bot. xiii. (187- ) 
p. 125. 

Nechamandra afternifolia, Thw. Enum. PI. ZJfjl. p. 332. 

Kwangtus'G: Whampoa (. Ranee , 1517,5411!). Mus. Brit.; 
Herb. Kew. # 

Tropical Asia. * 

• 

1. Vallisneria spiralis, Linn. Sp. PL cd. 1, p. 1015; 71c oh. 
Bot . Misc. iii. (1833) p. 87; Sup pi. tt. 23-24; Mato ini. FL 
As. Or. Fragm. p. 59; Ilooh.f. FI. Brit. Ind. v. p. 660. 

Chihli : Peking,Wanjlioushan(Brefsc7/?2e/^r,718!); Kiangsu : 
Kiangnan (Staunton !). Mus. Brit.; Herb. Kcw. 

The warmer regions of both hemispheres. 

1. Blyxa Roxburghii, Rich, in Mem. Inst. Fr . (1811) p. 77, 
t. 5; Benth. FL Hough, p. 347; FL Austral, vi. 25S. 

Blyxa octnndra, Planch, ex Thw. Enum. PL Zegl. p. 332. 

Diplosiphon oryzetorum, Dec he. in Jacquem. Fog. iv. p. 106, t. 107. 
Vallisneria octandra, Roxb. PL Corom. 1. 165. 

Kwangthnq : Swatow {Sampson !); Hongkong( Wilford, 2S5 ! 
Wright , 541! Hance , 1517 !). Mus.* Brit.; Herb. Kevv. 
Tropical Asia and Australia. 

r* 

1. Hydrocharis Morsus range, Linn. Sp. FL ed. 1, p. 1036 ; 
Lam. Encgcl. t. 820; SchnizL Icon. i. 59; Hook. f. FL Brit . 
Ltd. v. p. 662. 

Hydrocharis asiatiens, Miq. FL Ind. Bat iii. p. 239 ; Ann. Mus. Bot. 
htgd.-Bat. iii. p. 194; French, et Suvat. Enum. PI. Jap. ii. 19; Maxim. 
FI. As. Or. Fragm. p. 59 ; Dcheat lv, FL Shangh. p. CO. 

Chihli: Wanshonshan, Peking {Bretschieider in Herb* 
Fiance, 181371); Kiangsl: Shanghai {Carles, 384!) ; CiiEiaAM-: 
Ningpo Creek {Faber, 59 !) ; Htjpjsu : Ichang {A. Henry , 127 ! 
2251!). Mus. Brit.; Herb. Kew, • 

Europe, North Asia, North India, Japan, Australia,“ cultivated 
~^in Java.” * . 
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1. Ottelia alismoides, Pens. Syn. PI i. p. 400 ; Miq* in Ann* 
Mm . Bot. Lug d-Bat. ii.p. 272 & iii. p. 204 ; JBentli. PL Austral* 
Vi- p. 257 ; Hook.f. FI Brit . Bid . v. p. 662. 

Ottelia japonica, Miq. in Peril. Akad. Wetemch. n. ii. (1868) p, 89, * 
& Ann. Mus. dot. Lugd.-Bat. ii. p. 271. 

Ottelia indica, Planch, in Dalz. c$* Gibs. Bomb . FI. p. 278. 

Stratiotes alismoides, Linn. Sp. PI. ed. 1, p. 535. 

Damasoniimi indicunf, TV Hid. Sp. PL ii. p. 276; Bo.vb. FL Bid * ii. 
p. 216; PL Comm . ii. p. 45, t. 185. 

Kaangsu : KiafSang (Staunton !) ; Kiangst : itiukiang 
( Shearer !) ; Szechuek : Hokiang (Faber, 9G6 !); Hupeh : Ichang 
(A. Henry, 165 !) ; Kwangtukg ( Ford , 241!), Lantao Is. (Ford, 
61!); Hainan (A. itenry , 82911 *8662 !) ; Whampoa (Hance , 
6056 !); Eukwing (Krone, 1539 !). Mas. Brit ., Herb. ELew. 

Tropical Asia, North Australia. 

1. EnLahis Kcenigii, Pick, in Mem. iht . Par. ii. (1797) p. 78; 
Miq. FI. Ind. Bat. iii. p. 237 ; Hook.f. FL Brit. Lid . v. p, 663. 

En Indus aeoroides, i&wf. ex Chatin , P/. Aquat. p. 15, t. 6; 

Tokutaro Ito, in Ann. Bat. xiii. (1899) p. 405. 

Euhalus, Griff. Notul. iii. p. 175 ; Ic. tt. 249-250. 

Stratiotes aeoroides, Liiui.f. SuppL p. 268. 

Luchu Archipelago: between the islands of Iruiniiti and 
Uehibanari (ex Tokutaro Ito). 

Malaya, Ceylon, Arabia, and North Australia. 

1. Thalassia Hemprichii, Aschers. in JSeumayer , Anleit. Wiss. 
p. 361; j Durand Sf Schinz , Consp . FI. Afr. v. p. 5. * 

Selmutheca lleujpricliii, Fibrenb. in Alh. Akad. BerL i. (1832) p. 429 j 
Solms-Iaubach, in Selncevnf. Beitr . -F/. Aethiop. p. 194. 

Luchu Archipelago (Wright 1 ). Herb. KeuC 

lied Sea, Indian and Eaeitio Oceans. 

1. HalopMla ovata, Gaud, in Freyc. Voyage , Bot. p. 430, i. 40. 
f. 1; Hance , in Jouni . Linn. Soc xiii. (1872) p. 129 j 
Tokutaro Ito , j3of. xiii. (1899) p. 465. 

Halophila ovalis, Hook.f. FL Tasm. ii. p. 45. 

Caulinia ovalis, Jl. Br. Prodr. p. 339. 

Ho^gkojsg : Kowiung Bay (Uarland, 282!); Pratas Beef 
( Wilford , 453 !); Luchu Archipelago ( Wright , 827 !). Mas. 
Blit.; Herb. Kew, 

Tropical Asia, Australia. ♦ # 
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184. BURMAKSTACEJ3. 


• 134. BUBMANNIACEJE. 

(By C. H. Wright,*A.L.S.) 

1. Bnrmannia coelestis, Z). Lon , Pradr. FI. Nepal, p. 44; Hoyle, 
III. Lot. Himal. p. 373, t. 91. f. 1 ; Hance , in Jouni. Lot. xvi. 
(187S) p. Ill; HooJc.f. FI. Lrit. Ind. v. p? 665. 

Burmannia azurea, Griff. Notul. iii. p. 236, & Ic. t. 272. fig. 1; Becc. 
Malesia , i. p. 242, t. 15. figs. 1-3. • 

Gryptonema malaccensis, Turcz, in Bull. Soc . 2Va£. Jfose. xxi. (1848) i. 
p. 591; Kranzl. in Engl. But. Jahrb. vi. (1885) p. 55. 

Nepkroccelium malaccense, Tugcx. in Bull . £bc. iVatf. Afose. (1853) i. 
p. 287. 

Neplirocodum malaccense, C. Muell. in IValp. Ann. vi. p. 40; Becc. 
Maiesict , i. p. 242. 

Kiangsi (Staunton Kwangttjng: Boot of the White 
Cloud Hill, near Cantun ( Sampson , 677 1 1 lance, 7933 1 Lamont , 
1086 !), Macao ( Nelson !) • Luchu Arcboelago : Amami O&ima 
( Doderlein ex Eriinzlin ). Mus.Brit.; Herb. Kew. 

India and Malaya. 

2. Bnrmannia Dalzieli, Lendle , m Jouni. Lot. xl. (1902) p. 311, 
pl. 441B. 

Kwahgttog : near Canton ( Lalziel !). Mus. Brit. 

3. Bnrmannia disticha, Linn. Sp. PI ed. 1, p. 2S7 ; Eoxb. PI. 
Corom. iii. t.^242 ; Lenth. FI. Austral. vi. p. 897 ; Hook, f FI. 
Lrit. Ind. v. p. 664. 

Bnrmannia distacliya, It. Br. Prodr. p. 265. 

Burmannia spiea gemina Linnsei, Bunn. T/ies. Zegl. p. 50, t. 20. fig. 1. 
Kwangttog : Shing Hing Pass, West Biver ( Ford l); Hqku- 
kois’G ( Champion !). Herb. Kew. 

India, Australia. 

4. Bnrmannia nepalensis, Hook. f. FI. Brit . Ind. v. p. 666 . 
Hemsl. in Ann. Bot. v. (1891) p. 407 ; Tokutaro Ito , Burmanniacece 
of Japan, p. 14, t. 2. figs. 3-4. 

Cyanotis nepalensis, Mien, in Wall Cat. n. 9006. 

Gonyanthes nepalensis, Alien, in Trans . Linn. Soc. xviii. 11841) p. 537, 
t. 38. fig. 1. 

- Kwangiuxg: Lofau*han (Ford, 681). Herb. K,e\v. 

~ Korth India, Cochin China. 
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5. Burmannia Wallichii, Hook.fi FI. Brit . J/27 y. p. 666. 
Gonyantlies Wallicliii, Miers, in Trans . ira. tfoc.xviii. (1841) p. 537, 
t. 38. fig. 2 ; Benth. FI. Horn/Jc. p. 364. # 

Burmannia*sp,, Griff. Ic. t. 272. fig. 2. 

Hongkong : Mount Gough ( Wilfiord , 281!). Herb. Kew. 
‘India. 

135. OJ&CHIDACEiE : Epibendpeje. 

(By R. A. Roljfe, A.L.S.) 

1. Mierostylis congesta, Beichb. fi. in Walp. Ann. vi. p. 206; 

Hancefin Journ. Linn* So c., Bot.xiii. (1871) p. 127; Bid/, in Jo urn. 
Linn. Soc., Bot. xxiv. (18SS) p.*334; Uook.fi. FI. Brit Incl. v. 
p. 689. * * 

Dienig congesta, Lindl. Gen. $ Sj). Orch. p. 22; Benth. FI. Burgh. 
p. 352. 

[Formosa : Bankinsing Mountains and South Cape {A. Henry , 
S35 ! 1342 !) ; Hongkong (Hance \ Hctrland , 1057 ! Lamont !) 

Mus. Brit.; Herb. Kew. 

* 

North India, from Nepal eastward, Malaya, and Queensland. 

2. Mierostylis cylindrostachya, Beichb. fi. in Walp. Ann. vi. 
p. 207; Bicll. in Journ. Linn. tioc., Bot. xxiv. (1888) p. 333 ; 
Hook.fi. FI. Brit. Inch v. p. 689. 

Dienia cylindrostachya, Lindl. Gen. l$* Sp. Orch. p. 22. 

Szechuen : Tatsienlou ( Soulie , 633 !). 

Northern and Central India. 

3. Mierostylis monophyllos, Lindl. Gen. 4' Sp. Orch. p. 19; 
Bidh in Journ. Linn. SocBot. xxiv. (188S) p. 318. 

Alalaxis monophyllos, Sw. in Vet.-Ahad. Kya Handl . Stockh. xxi. (1800) 
p. 234; Branch. FI. David, i. p. 294. 

Chihxi : Pohuusban (David) ; Hupeh : 17?Tng (A. Henry , 
6869,6875 !); Szecbluen ; Mount Omei, at 9000 ft. (Faber, 958!). 
Herb. Kew. 

Widely diffused through the temperate regions of the northern 
hemisphere. 

1. Oberonia iridifolia, Lindl. (1) Gen . 4' Bp. Orch. p. 15,; 
Hook.fi. FI. Brit. Ind. v. p. 675. 

Malaxis iridifolia, Beichb. f. in Walp. Ann . vi. p. 208. 

HAiNAN^Tbrd', 575 !). Herb. Kew. 

India. 

The specimens are passing into the fruiting stage, hence therein 
remains a slight uncertainty as to their "identity with the Indian 
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plant. The habit, however, is very similar, and the lip distinctly 
toothed. 

2. Oberonia yunnanensis, Bolfe, n. sp. * 

Cattles brevi, 5-G-phylli. Folia laneeolato-Iinearia, paululo 
fidcata, acuta, f-lj poll, longa, 1—If lin. lata. Seapi graciles, 
4-0 poll, longi. Flores immerosi, minuti. Bractece subulato- 
filiformes, | lin. l©ng*e. Pedicelli |-1 lin. longi. Sep ala ovata, 
subobtusa, concava, g lin. longa. Betala oblongs, obtusa, g lin. 
longa. Lahellum f lin. longum, nd medium ki lobos oblongos 
sub^btusos paulio divergentes fisswn, basi latum; iobi integri. 
Columna brevissima. 

Yunnan : Manme mountains, south of Ffed Fiver, at 7000 ft. 
(.A . Henry , 9152 !). Flowers yellow. Herb. Kew. 

Allied to 0. pyrulifera, Lindl., a native of Kliasia and Slunni- 
pore, differing in its loinger stems, narrower leave*, and the 
divergent lobes of the lip*. 

1. Liparis chloroxantha, Hance , in Jo urn, Bot. xxi. (1883) 
p. 281; Bidl. m Jburn, Linn . Soc., Bot. xxii. (1886) p. 284. 

Hongkong- ( Fordl ). Mus. Brit.; Herb. Ivew. 

2. Liparis Henryi, Bolfe , in Few Bulletin (1896), p. 193. 

Formosa: South Cape (A. Henry , 2074!). Herb. Kew. 

Allied to Liparis acuminata , Hook, f., from the Kliasia Hills. 

The flowers are considerably smaller than in L . macrantha , 
liolfe, and the colour purple, with the front and margin of the 
lip whitish. „ 

3. Liparis latilabris, Bolfe, u. sp. 

Cattles diphylii. Folia suhcoriaeea, lanceolata, acuta, basi 
atteuuata, lO-lS'poll. longa, 7-12 lin. lata. IS cap 1 graciles, 9-45 
poll, longi; racerni 5-6 poll, longi, multiflori. Bractece angusto 
linearHanceoIatsB, acuminata?, 2|-3 lin. longa?. Pedicelli 4-5 
lin, longi. Sepala linearWaneeolala, acuta, 3-34 lin. longa. 
Petala anguste linearia, 3-3i lin. longa. Lahellum reuiformi- 
orhiculare, crenulatum, 4-5 lin. latum, basi bituberculatum. 
Columna 1-1| lin. longa. 

Yunnas : Mengtze, rocks in deep shade at 5500 ft. ( Hancock , 
255!). Herb. Hew. 

A very distinct species of the section Corii/olia* allied to 
plantaginea) Lindl., but with more numerous flowers of about 
half the size. * • 
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4. Liparis longipes, Lindl. in Wall . PL Am at. Bar. i. p. 31, 
t. 35; Lindl. Gen. 4' Sp. Orch . p. 30; Benth. FL Hough. p # . 352 ; 
Bidl. in Joiirn. Linn . Sbe., Bot. xxii. (1886) p. 293 (excl. syn. 

L. elegant) \ Hoolc.f. Ft Brit. hid. v. p. 703. 

Sturmia longipes, Beichb.f. in Bonplandia , iii. (1855) p. 250. 

Formosa: Bankinsing•Mountains (A. Henry, 1592!), South 
Cape (A. Henry , 1979!); Kwatotuitg : Lofgmshan (Faber \); 
Ho^gkojn'G ( Champion , 335! 523! Hqrland, 812! Bo wring ! 
Lament, 749 !). Mus. Brit.; Herb. Kew. * 

India, Malaya, Fiji, and Samoa. 

5. Liparis macrantha, Bolfe, m Ann. Bot. is. (1895) p. 156. 
Formosa : Tamsui (A. Henry , 1695 !). Herb. Kew. 

6. Liparis nervosa, Lindl. Gen. Sf Sp. Orch. p. 26 ; Benth. 
FL Honglc. p. 352 ; Branch, et Sac at. Fnum. PL Jap on. ii. p. 21; 
Bull, in Journ. Linn. Soc. xxii. p. 262.?' 

Ophrys nervosa, Thunh . FL Japon. p. 2 7. 

Epidendrum nervosum, Thunh. Ic. PL Japon. i. t. 10. 

Malaxis nervosa, Sw.in Vet-Ahad. Nya Handl. Stoehh. xxL (1800) p. 235, 
Sturmia nervosa, Beichb.f. in Bonplandia , iii. (1855) p. 250. 

Liparis formosana, Beichb. f. in Gard. Chron. (1880) i. p. 394. 

Liparis bituberculata, var. ? formosana, Bidl. in Journ. Linn. Soc., Bot. 
xxii. (1886) p. 263. 

Formosa: Tamsni ( Oldham , 555 1), South Cape (A. Henry , 
646!); Hoivgkoxg {Hance y 1193 !) ; Lijchti Archipelago 
( Wright , 342!). Mus. Brit.; Herb. Kew. 

Japan. 

There remains a slight doubt about Liparis formosanafR&drih. f., 
which was based on a cultivated plant introduced from Formosa 
by Maries. The author compares it with L. bituberculata , Lindl., 
hut describes the lip as acute, which certainly does not apply to 
Oldham’s specimen, which otherwise seems identical. The only 
Japanese specimen I have seen is marked “cultivated.” 

7. Liparis odorata, Lindl. Gen. 4' Sp. Orch. p. 26 ; Beichb . f. 
in Walp. Ann. vi. p. 217 ; Benth . FL Honglc. p. 352. 

Malaxis odorata, Willd. Sp. PL iv. p. 91. 

Malaxis lancifolia, Sm. in Bees , Cyclop, xxii. n. 7.' 

Empnsa paradoxa, Lindl. Bot. Beg. sub t. 825; Gen. 4 Sp. Orch . 

p ’ 17, . * 

Liparis paradoxa, Beichb.f. in Walp. Ann. vi. p. 218; Bidl. in Journ. 
Linn . Soc., Bot . xxii. (1886) p. 261; Hooh.f. Fl.JSrit. 2nd. v. p. 697. ' 

CxiEKfAis'G ( Fortune , 39!): Ningpn {Faber, 300 IJ; Formosa; 
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Bnnkinsing Mountains {A. Henry , 896!) ; Szeciiuen: Mount 
Oine^ (Faber, 9521 954!); Yunnan : Mengtze, mountains at 
6000-7000 ft. {Hancock, 217 !) ; 5000-5500 ft. [A. Henry , 
11105!); Hongkong- {Champion, 266*1). Mus. Brit.; Herb. 
Hew. 

India, Malaya, and Japan. 

The specific name oclorata is much older j^han paradocca, under 
which the species is generally known. Bidley says 44 L. odorata , 
Bentb., Flora Hongkong, p. 852, sine dnbio L^nervosa est,” but 
in this I cannot agree. 

8. Liparis pauciflora, Bolfe , in Kew Bulletin (3896), p. 193. 

Szechuen: S. 'W’ushan ( A ? Henry, 56ft, 5675 a!). Herb. 

Kew. ^ 

Allied to the Indian L. rosirata , lleichb. f., which also has an 
eeallose lip and short bracts, though the Indian species has larger 
and more numerous flowers. 

9. Liparis plicata, Branch . et Savat .• JEJnum . PL Jap on. ii. 
pp. 22, 509 ; Bomoku Zusetsu, xviii. p. 21; Bull. inJonrn. Linn. 
SocJBot. xxii. (18S6) p. 2S5. 

Formosa: Bankinsing Mountains ( A . Henry , 138! 1627!); 
Hongkong ( Champion , 521!). Herb. Kew. 

Japan. 

Kidley identifies the Hongkong plant (which he attributes to 

Fortune ? *’) with the Japanese one. 

10. Liparis,,yunnanensis, Bolfe, n. sp. 

Caules diphylli. Balia subcoriacea, elongato-lanceolata, acuta, 
basi attenuate*, 10-15 poll, longa, 10-16 3in. lata. Scctpi graciles, 
14 poll, longi; r&eemi 6 poll, longi, multifloii. j Bracte<s lineares, 
acuminata), 3-8 lin, longfe. Bedicelli 5-8 lin. longi. Bepala 
lineari-laneeolata, acuta, 5-6 lin. longa. Ptffa/a anguste linearia, 
5-6 lin. longa. Labellum obovato-orbiculare, minuthsime crenu- 
latum, 5 lin. latum, basi bituberculatum. Columna incurva, 
2^-3 lin. longa. 

Yunnan: Mengtze, mountains at 5000 ft., among rocks 
(A. Henry , 10485!). Flowers yellow 7 . Herb, Kew. 

This is allied to L . plantaginea , LindL, of the section Corii- 
folice, but has longer leaves, much narrower bracts, an$ narrower 
sepals; the unopened buds are also only half as stout. From 
^X. latilahris , Kolfe, it diners iu having fewer flowers, of twice 
the size. ^ • 
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1. CorallorMza innata, B. Br. in Ait. Sort. Kew. ed/2, v. 
p. 209; Maxim . FI. Fekin . Prim. FI. Amur. p. 477. 

Opbrys corallorMza, 6)?. PZ. ed. 1, p. 945. * 

Cymbidium'Corallorhiza, Biv. in Vet.-AkacL Handl . JSfya Saudi. Btockli. 
■xxi. (1800) p. 238. 

Ohidhi : Peking (ex Maximoioicz). 

Europe, 1ST. Asia, and N. America. 

Maximowicz enumerates this with a query iir the above work, 
but without giving any clue to Ms authority. He, however, 
confirms the locality in a letter to Mr. Eorbes dated*Dee. 16, 
1894. 

1. OreorcMs folios®,, Lindt, hi JTourn. Linn. Soc. iii. (1859) 
p. 27 ; Sook.f. Ft. Bnt. Ind. v. p. 709. 

t{ Oonfllorhiza with leaves,” Lined, ex Hoyle , III. Bot . Himal. p. 3(32. 

Szechtten : without locality ( Pratt , 19, 55 !). Herb. Kew. 

Temperate Himalaya. ? 

1. Dendrobium aduneum, Wall, in Bot. Bey. xxviii., Misc. 
p. 58; xxxii. t. 15; Bot. May. t. 67S4; Hook. f. FI. Brit. 
Ind. v. p. 730. 

Kwangtttng: Lofaushan {Ford, 91 0* Herb. Kew. 

North India, from Bbotan to Assam. 

2. Dendrobium aggregating Boxb. FI. Ind. iii. p. 477; Lindl. 
Bot. Bey. t. 1695 ; Bot. May. t. 3643; Hook. f. FI. Brit. Ind. 
v. p. 749. 

Kwangttog : Lofaushan, at 800 ft. {Ford !). Herb. Kew. 

North-eastern India and Malayan Peninsula. 

3. Dendrobium atropurpureum, Miq. FI. Ind. Baiav. iii. p. 644; 

Hook.f. FI. Brit. Ind. v. p, 724. * 

Oxystophyllum atropurpureum, Blame , Bumpkin, iv. p. 41, 1 . 193, fig. 4, 
1.198, fig. C. 

Oxystophyllum carnosum, Blame, Bijdr . p. 336, fig. 38; Lindl Gen. # 
Bp. Orch. p. 72. 

Aporum concinnum, lindl. in Wall. Cat. n. 2019. 

Hainan : Taihui ( Ford , 570 !). Flowers dark claret. Herb. 
Kew. 

Burma, Malaya Peninsula and Archipelago. 

4. Dendfobium aurantiacum, Beichb.f. in G-ard. Chron. (1887) 
ii. p. 98; Hook.f. FI. Brit. Ind. v. p. 751. 

Dendrobium chryseum, Bolfe, in Card. Chron. (1888) i. p. 233: Hook, A 
FI. Brit Ind. v.p. 748. - * 

DIOT, JOUBN.—BOTANY^VOD. XXXVI. O 
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Szechuen: without locality ( Pratt, , 26 !). Herb. Kew. 

Eastern Himalaya. 

“When describing Dendrobium cl try sewn I inadvertently over¬ 
looked Reichenbaeh’s D. aurantiaciwh. ? 

T Dendrobium auriferum , LindL, belongs to Sarcochilus.~\ 

5. Dendrobium (§ Formosa) bellatulum, Bolfe, n. sp. 

Flan t a circa*3 poll, alta, insignis, nigr<*-hirsuta. Fseudobidbi 
fusiformi-oblougi, 3-4-phylli. Folia oblonga v. elliptieo-oblonga, 
insequaliter et brevissime biloba, 1-1| poll. 4onga, 5-9 lin. lata. 
Flores 1-3, subterminales, pulchelli, albidi. Bractece elliptico- 
* oblong®, acuta?, 4-5 lin. long®. Fedicelli 9-12 lin. longi. 
Sepalum postieum elliptico*oblongum, Subobtusum, 9-10 lin. 
longum; lateralia triangularia, subaeuta, 10-12 lin. longa. 
Petala elliptieo-obovata, obtusa v. minute apiculata, fO-12 lin. 
longa. Labellnm 13-L5 lin. longum, pandurato-trilobuin; lobi 
laterales rotundati; lobum intermedium latissime obcordato- 
bilobmn, 5-6 lin. latum; discus medio obtuse 5-carinatus, carinis 
tuberculoso-verrucosis. Golwnna clavato-oblonga, 3 lin. longa; 
alse oblong®, obtusse. Mentum late saccatum, subobtusum, 
4-5 lin. longum. 

Yunnan : Mengtze, S.E. mountain-forests, at 5000 ft., on 
trees (A. Henry , 11109 !). Elowers whitish. Herb. Kew. 

A beautiful little plant, much like a miniature edition of 
D.formosum , Koxb. 

6. Dendrobium Ceraia, LindL Gen . $ $J>- Orel. p. 89. 

Ceraia simplicissima, Lour . FL Cockinch . p. 518. 

China: without locality (ex Loureiro ). 

Cochin China. 

7. Dendrobium chrysanthum, Wall in LindL Gen . Sf Sp, 
Orch . p. 80; Lot. Fey. t. 1299 ; Hook.f. FL Brit. Ind. v. p.747. 

Yunnan : on hot sandy rocks at Mengtze; very rare ( Hancock , 
119 !); grassy banks, rocks, &e., at 5000 ft. (A. Henry, 11094!). 
Herb. Kew. 

Tropical Himalaya and Khasia. 


8. Dendrobium clavatum, Wall. Cat. n. 2004; LindL in Facet . 
FL Gard . ii. p. 104; Lot. May. t. 6993 ; Hook . f. FL Brit. Ind\ 
v. p. 746. 

<=» Yunnan ; on rScks in sandy gulches facing south, at Mengtze • 
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{Hancock, 118!); mountain gulches, 6000-7000 ft. ( Hancock , 
584!). Herb. Kew. 

Tropical Himalaya and Khasia. 

C * 

9. Dendrobium Gribsoni, Facet. Mag, Bot, v. p. 169, with 
plate?; HooJe.f. FI, Brit, Ind, v. p. 746. 

Yunnan: Mengtze, SJB. mountains (A. Henry, 106131). 
Herb. Kew. # * 

Northern India. 

The specimen is* in fruit, but so far as it goes is # not dis¬ 
tinguishable from the Indian plant. 

10. Dendrobium hainaneiise, Bolfe, in Kew Bulletin (1896), 
p. 193. 

Hainan: Lingmen (A. Henry \ Ford , 272!); Hongting 
{Ford, 473 !). Herb. Kew. 

A species belonging to Lindley’s seetien Onychium , and closely 
allied to the Philippine B. aciculare , Lind!., which, however, has 
longer internodes, more slender and straighter leaves, a shorter 
mentum, and a shorter and narrower lip. 

11. Dendrobium (§ Eudendrobium) Hancockii, Bolfe, n. sp. 

Caiiles graciles, paree ramosi, i- 1 ped. alti, 1|~3 lin. lati. Folia 

linearia, obtusa, ineequaliter bidentata, 2-8 poll, longa, 2-3 lin. 
lata. Bcicemi axillares, breves, biflori v. uniflori. Bractem ovatse, 
acutae, 1 lin. longse. Fedicelli 6 lin. longi. Bepala et petala 
subsequalia, oblonga, subobtusa, v. apiculata, 10-11 lin. longa. 
Labellum trilobum, breviter et late unguiculatuni, 9 lin. longum, 

8 lin. latum, facie velutino-pubesceus; lobi laterales rotundati, 
obtusi; lobum intermedium reniformi-orbiculare, gubobtusum, 
5-6 lin. latum. Golumna lata, 2 lin. longa. Mentum breviter 
saceatum, obtusnm, l|-2 lin. longum. 

Yttotak: Mengtze, on rocks at 6000-7000 ft. {Hancock, 
*581!). Flowers yellow, strongly fragrant of honey. Herb. 
Kew. 

A very distinct species, most nearly allied to B, velutinum, 
Kolfe (from Upper Burma), in floral details, but very different 
in its slender, branching habit. 

[ Bendrobium hercoglossum , Keichb. f. (Gard. Chron. (1886) ii. 
p.487; Ilamb. Gartenz. xlii. p. 487), is stated by Sir Joseph 
Hooker, iu the 4 Flora of British India,’ vol. v. p. 730, to be 
Chinese. The statement is based on a specimen in the Kew 
Herbarium labelled 44 Canton, Mr* Ford,” but on referring to • 

62 
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Mr. Ford’s letter relating to it we find that it is “ a Dendrobium 
which is cultivated about Canton.” As Reiehenbach originally 
stated that it was discovered in Malacca by Forsterman, we do 
not enumerate it here.] * 

12. DendrobiumLinawianum, Reiclib. in Walp. Ann . vi. p. 2S4; 

Warn, Sf Will . Orch . Album , iii. t. 141; VeitcJi , Man. Orch. 
pt. iii. p. 53. • • 

Dendrobium moniliforme, Lindl. Rot . Reg . xvi. t. 1314, excl. syn. 
(non $w>.); Paxt. Mag . Ro£, iii. p. 77, cum ic*; Rot. Mag. t. 4153; 
Maund, Rotanist, iv. 1.194 ; Ann. Rot. de Gand , iii. (1^47) t. 137. 

Chiita : without locality. Herb. Eew. 

The precise habitat o£ thi^ species remains unknown. It was 
introduced from China by the Horticultural Society of London, 
in 1824, and for a long time was confused with DSndrobmm 
moniliforme , Sw. 

13. Dendrobium Loddigesii, Rolfe, in Gard, Citron. (1887) ii. 
p. 155. also p. 786; Veitch , Man. Orch . iii. p. 55. 

Dendrobium pulchellum, Zodd. Rot. Cab . xx. t. 1935 (non lioxb.); 
Maundy Rotanist , i. t. 5; Rot. Mag. t. 5037. 

Kwa^goti^g : 150 miles north-west of Canton, on rocks 
(Ford !) ; Hainan (A. Henry , 8136 1). Herb. Kew. 

For many years this species was confounded with the Indian 
Dendrobium pulchellum, Roxb. (D. Dalhousieanum, Wall.). 

14. Dendrobium moniliforme, Sto. in Kongl. Vet.-Akad. Nya 
Handl . Stockh. xxi. (1800) p. 246; Lindl . Gen* r p. Orch . p. 84. 

Epidendrufh moniliforme, Linn. Sp. PL ed. 1, p. 954. 

Epidendrum monile, Tlrnnb. FI Jap. p. 30. 

Dendrobium catenatum, Lindl. Gen . # Sp. Orch . p. 84; z< 7 . ifrv/. 
xxx., Misc. p. 6 t >5 Reichb.f. in Walp. Ann, vi. p. 300. 

Dendrobium japonicum, Lindl. Gen . § Sp. Orch . p. 89. 

Onychium japonicum, Rlume , Rijdr. p. 328. 

Chika : without locality (Reeves ex Lindley ); Cokea : Peel 
Island ( Oldham , 832!). Herb. Kew. 

Japan. 

15. Dendrobium uobile, Lindl. Gen. § Sp. Orch. p. 79; Serf. 
Orch. t. 3 ; Rot. Reg . xxx., Misc. p. 48; Hook. /. FI. Brit . JA & 
v. p. 740. 

Httbeh : Ichang (A. Henry , 2365!); SzEcmiEN: Chinghing 
(A. Henry y 3656 Herb. Kew. 

' N.E. India, from Sikldm eastward. 
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fi; Sent from Chungking to Hankow as a 6 medicine 9 export. 
The dried stems are also an article of export. It is Shih-hu : 
Hut'on i Yct-tfou of the Chinese.”— Dr . A. Henry . * 

Yar. formosanum, ReicJib.f. in GctrcL Chron. (1883) i. p. 432. 

Fobmosa (B . S. Williams , cult.). 

The species was originally described from Chinese material 
sent home by Mr. Ee«ves. A living plant, which was bought in 
the market at Macao, was brought home by him, and presented 
to Messrs. Loddigee, of Hackney. The variety I have nht seen. 

16. Dendrogram yunnanense, Finely in Bull . Soc. Bot Fr. xliv. 
(1897) p. 419, t. 13, fig. A-H. • 

Yunnan : Lami, near the Eiver ^amna or Laniouho (Prince 
Henri clmOrleans , ex Finet ). 

17. Dendrobium zonatum, Rolfe , n. sp. 

Pseudobulbi graciles, 7-12 poll, longi; foliati. Folia oblongo- 
lanceolata, subacut-a, 2^-3 poll, longa, 3-6 lin. lata. Racemi 
laterales, breves, 2-4-flori, vaginis membranaceis obtecti. 
Bractece late oblongm, obtusae, coneavae, membranacese, medio 
brunneo-zonatae, 2|-3^ lin. longse. Pedicelli graciles, 7-8 lin. 
longi. Sepala 9-10 lin. longa; postieum lanceolato-oblongum, 
subobtusum; lateralia triaugulari-lanceolata, subacuta. Fetala 
elliptico-oblonga, subacuta, 9-10 lin. longa. Labellum 7-8 lin. 
longum, pandurato-oblongum, basi latum, apiee breviter acumin¬ 
atum ; discus medio pubescens. Cohrnna brevissima. Mentum 
late saceatum, 2 lin. longum. 

Yunnan ; Fengchenlin, mountain-forest at 7000 ft., on trees 
(A. Henry , 10668 !). Flowers white. Herb. Xew.* 

Allied to D. candidim , Wall., but readily distinguished by the 
different bracts, which are remarkable on account of a broad 
brown zone about the middle. 

1. Bulbophyllum odoratissimum, Lindl. Gen . Sf Bp. Orclu 
p. 55 : Wall , Gat . n. 1987; Hook.f. Ft Brit . Ind . v. p. 758. 

Yunnan : Mengtze, on mountains at 6000-7000 ft. ( Hancock^ 
586!). Herb. Kew. 

Northern India, from Nepal eastward to Tenasserim. 

m 

2. Bulbophyllum radiatum, Lindl . Gen . Sf Bp. Orch. p. 55; 

Wall. Gat . n. 1986; Benth FL Honyh p % 353; Hook . f m FL 
Brit Ind . v. p. 758. * m 
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eTttpeh: Ichang (A. Henry, 4548!); Hongkong (Champion, 
281! Wright , 515 ! Ford !). Mus. Brit.; Herb. Kew. 

Bifrma. 

. A 

3. Bulbophyllum Watsonianum, Reichb.fi\ in Flora, Ixxi. (1888) 
p. 155. 

Ena ambrosia, Hance , in Journ. Bot. xxi. (1883) p. 232. 

Hongkong ( F&rdl ), Mus. Brit.; Herb.*Kew. 

This species flowered at Kew a few years ago from the above 
source. "Its identity with Fria ambrosia, Hance, has only now 
been discovered; it is certainly not an Fria . r 

4. Bulbophyllum (§ Sestochilos) yunnanense, Rolfe, n. sp. 

Rhizoma repens, validum. Fseudobulbi oblougi, monopbylli, 

|-1| poll, longi. Folia petiolata, elliptico-oblonga, subobtusa, 
lf-5 poll, longa, |-1| poll, lata; petiolus |-1 poll, longus. 
Scapi breves, lb-2 4 poll.longi, 1-2-flori. Bractece ovato-oblongse, 
apieulatse, 4 lin. longse. Fedicelli 1-1J poll, longi. Sepala 
ovata, subobtusa, 5 lin. longa, lateralia basi cum columns pedi 
in mentum saccatum obtusum extensum. Petala ovata, sub¬ 
obtusa, 4 lin. longa, 7-nervia. Labellum unguiculatnm, ovato- 
oblongum, subobtusum, recurvum, 4 lin. longum; unguis 1| lin. 
longus. Columna lata, 1| lin. longa. Mentum 4 lin. longum. 

Yunnan : Mengfcze, rocks on Great Black mountains, at 
6000 ft. (Hancock, 587!); Kortb mountains at 7000 ft. 
(A. Henry, 11870!). Herb. Kew. 

Hear the Indian B . affine, Lindl., but the flowers have broader, 
more obtuse segments. 

** 

1. Cirrbopetajum bicolor, Rolfe. 

Bulbophyllum bicolor, Lindl. Gen. $ Sp. Orch. p. 49. 

China: without locality (Reeves ex Bindley ): Hongkong 
(Ford, 88 !). Herb. Kew. 

This species was originally described from a drawing. 

2. Cirrhopetalum chinense, Lindl. Bot . Reg. xxviii. Misc. 
p. 37 ; xxix. t. 49. 

Bulbophyllum chinense, Reichb. f. in Walp. Ann. vi. p. 260. 

China : without locality. Herb. Kew. 

The precise locality of this species is not recorded. It was 
introduced to cultivation by Messrs. Loddiges, of Hackney, who 
dowered it in 1842. * * 
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3. Cirrhopetalum delitescens, Rolfe, in Gard . Ghron . (1882) 
ii. p. 161. 

Bulbopliyllum delitescens, Ranee , in Jounu Bot. xiv. (1876) p. 44. r 

Hongkong‘( fibre?! Lamontl ). Mus. Brit.; Herb. Kew. 

1. Cirrhopetalum Fordii, Bolfe, in Kew Bulletin (1896), p. 193. 

Kwangtung (Ford, 359 !)’ Herb, Kew. 

This species has the general appearance of Q. gamosepalmn , 
Griff., which, however, has strongly ciliate petals and dorsal 
sepal. * 

5. Cirrhopetalum Henryi, Bolfe , n. sp. 

Bhizoma repens, yalidum. Pseudobulbi 2,}-3 poll, distantes, 
ovoideo-oblongi, £-1 poll, longi, monophylli. Folia oblonga, 
obtusa, foasi in petiolum brevem attenuata, 4-6 poll, longa, 
10-16 lin. lata, Scapi graciles, 5-8 poll, longi, yaginis 2 lirifeari- 
lanceolatis obtecti. Flores umbellati. Bractece lineari-lanceolatae, 
acuta?, 2J-3 lin. longae. Pedicelli 4-6 lin. longi. Sepalmi 
posticutn ellipticum, apiculatum, subintegrum, 5-nervium, 2^-3 
lin. longmn; lateralia basi libera, dein fere oinnino connata, 
apice breviter bidentata, 9-11 lin. longa, 4 lin. lata. Petala 
ovata, apiculata, denticulata, 1 i lin. longa. Labellum 2 lin. 
longum, recurvum, deltoideo-oblongum, obtusnm, integrum, 
eanaliculatum. Colmnna 1 lin. longa ; dentes snbulati, ineurvi, 
| lin. longi. 

Yunxan 1 : Mengtze, mountain rocks, at 5000 ft. (A. Henry, 
11264!). Flowers salmon-coloured. Herb. Kew. 

6. Cirrhopetalum retusiusculum, Hemsl.in Gard . Ghron . (1882) 

ii. p. 365 ; Hoolc.f \ FI Brit . Ind. v. p. 776. • 

Bulbophyllum retusiusculum, J Reichb.f. in Gard . Citron . (1869) p, 1182; 
Tram. Linn. Soc. xxx. (1874) p. 138. 

Yra^Ajar: Mengtze, south-east mountain forests, at 7000 ft., 
on trees (A. Henry , 11106 a !). Herb. Kew. 

Tenasserim. 

7. Cirrhopetalnm tigridum, Bolfe. 

Bulbophyllum tigridum, Hance in Journ . Bot. xxi. (1883) p, 232, 

KwangtuisG ; Lofaushan, at 3000 ft. alt* {Faber, 151 !). 
Herb. Kew. 

A 

8. Cirrhopetalum Wallichii, LindL in Wall . PL As * Bar. i. 
p. 53, t. 67; Gen. Sp. Orck. 59 ; Hoolc. FI. Brit . Ind . v. 
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f- 

YxrxjsrAK : south-east mountain forests, 40 miles from Mengtze, 
at 7000 ft., on trees (A. Henry, 11106 !). Herb. Kew. 
Temperate Himalaya. 

* .% 

1. Eria caespitosa, Rolfe, in Kew Bulletin (1896), p. 194. 
Hainan. Flowered at Kew in August 1894, the plant baring 

been received from tbe Hongkong Botanic Grarden, with other 
Hainan orchids. e * * 

An anomalous little species, differing from every other in its 
tufted habit and absence of pseudobulbs. The flowers are white, 
with a pair of maroon stripes at the base of thfe petals and 
lateral sepals, the dorsal sepal having four. The front lobe of 
the lip is yellow, and the angles of the side-lobes maroon-purple. 
It approaches nearest to the section Bull)odium. e 

2. Eria Corneri, 1leiclib.f in Gar cl. Chron . (1878) ii. p. 106. 
Formosa (Corner) ; K\va 2 s t gtttng- : Lofaushan (Ford, 149!). 

Herb. Kew. 

I have not seen Formosan specimens, but according to 
Keicbenbacli it was introduced to cultivation from this island by 
Mr. Arthur Corner, and flowered with Mr. Charles Leach, of 
King’s Koad, Clapham Park. 

3. Eria (§ Dendrolirium) formosana, Rolfe, in ICew Bulletin 
(1896), p. 194. 

Formosa : South Cape (A. Henry, 1978!). Herb. Kew. 

4. Eria (§ Dendrolirium) hainanensis, Rolfe, n. sp. 

Rhizoma crassum. BseudobuTbi elliptico-oblongi, subeompressi, 

1|-2| poll, longi, 1-1J poll. lati. Folia oblongo-lanceolata, acuta, 
5-9 poll, longa, |-1| poll. lata. Scapi validi, 1-1| ped. alti, cum 
pedicellis efc floribus crasse tomeutosis ; racemi breves, multifiori. 
Braciece ovatse v. ovato-laneeolatse, aeutse, 6-9 lin. longm. 
Bedicelli 12-15 lin. longi. Sepalum posticum oblongo-lanceo- 
latura, obtusum, 6-7 lin. longum; lateralia falcato-Janceolata, 
obtusa, 6-7 lin. longa, basi obliqua. Petala lioeari-lanceolata, 
subacuta, 5-6 lin. longa. Babellum recurvum, trilobum, 6-7 lin. 
longum; lobi laterales erecti, semioblongi, angusti, subobtusi; lobus 
intermedius obovatus, subobtusus v. apicnlatus, undulatus, bast 
angustus ; discus tricarinatus, carinis antiee verrucosis. Columna 
lata, 1^ lin. longa. Mentum saccato-oblongum, 2 lin! longum. 

Haxetait: Hongta, on trees (Ford, 474 ! 574!). Herb. Kew. 
n Nearly allied to*K. arnata , Lindb, from Java, 2W. armeniaca , 
Lindl., from**the Philippines, and JE. fomentosa, IIook v f., from 
India. 
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5. Eria luchtiensis, Yatabe, in Tobjo Bot. Mag. vii. (1S92) 
p. 181, t. 6. 

Lucnr Archipelago : at Nishi-omoteshima ( TashiroX ). lierb. 
Kew. *' 

Allied to the Indian F. myosvrensis , Lindl. 

0. Eria rosea, Lindl . Bot. Reg. xii. t. 97S ; et in Journ. Linn. 

/S be., Bot. iii. (1859) JT. 50; Benth. FI. Honglc. ]f. 353. 

Hongkong- ( Wilford, 381! Champion, 275!). Mus. Erit.: 
Herb. Kew. 

This species flowered in the garden of the Horticultural 
Society, at Chiswick, in 1824. It is said to have been introduced 
from China, by Mr. J. H. Parks, its Hongkong habitat seems 
to be the only one certainly known. 

7. Eria pannea, Lindl. Bot. Reg. 1S42, Ilisc. p. 74; et in 
Journ. Linn. Soc ., Bot. iii. (1859) p. 50 ; Hook. f. FI. Brit. Inch 
x. p. SQ4. 

Haixax (Ford, 571!). Herb. Kew. 

India. 

8. Eria sinica, Lindl. in Journ . Linn. Soc., Bot . iii. (1859) p. 48. 
Conchidium sinicum, Lindl. in Hook. Kew Journ. vii. (1855) p. 34. 

Eria pudlla, Benth. FI. Hough, p. 358 (non Lindl.). 

Hongkong- ( Champion , 278! Hance , 435 !). Mus. Erit.; 
Herb. Kew. 

Quite distinct from the Khasian species, with which Eentham 
confounds it. 

1. Phreatia elegans, Lindl. Gen. <$> Sp. Orch. p! 63 ; Journ. 
Linn. Soc., Boi . iii. (1S59) p. 61; Hook. f. FI. Brit. Ind. v. 

p. 810. 

Thelasis elegans, Blume, Mus . Lngd.-Bat. ii. p. 187. 

Yotstast : Mengtze, S.E. mountain forests, at 5000 ft., on 
trees (A. Henry, 11093 !). Elowers white. Herb. Kew. 

K. India, Ceylon, and Java. 

2. Phreatia formosana, Rolfe , in Ann. of Boi. ix. (1895) p. 156. 
Formosa : South Cape (A. Henry , 1349 !). Herb. Kew. 

A 

1. Pachystoma chinense, Reichb. f. in Bonplcmdia , iii. (1855) 
p. 251; Benth. FI. Honglc. p. 356. * 9 4 

Apaturia chinensis, Lindl. Gen. §* Sp. Orch. p. 131. m 
Form’osa : Tangkang ( A . Henry, 384 !); KwAsrGTra’O: 

m 
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near Macao ( VacheU ); Hongkong (Champion, 280! Wright , 
521! Tate ! Urquhart , 14S ! Hance , 260 ! Lamont , 759!). Mus. 
Brit. • Herb. Kew. 

1. Spathoglottis pubescens, 6r^. 5^. OeL p. 320; 

Bourn. Linn* Soc itof. hi. (1859) p. 22 ; Kurz, in Journ . o/* Bctf. 
si. (1873) p. 193; Hook.f\ FI. Brit. Inch v. p. S14. 

Spathoglottis Fortunei, Lindl. Bat. Reg. xxxi. tfl9; Rentk. FI Hongh . 
p. 355. ^ 

Pachy stoma Fortunei, Reichb.f. in Walp. Ann. vi. p. 404. 

Yunnan (Anderson): on mountain grassy moor* at 6500 £t. 
alt.; at Mengtze, very rare ( Hancock , 84 !), 5000 ft. (A Henry , 
11096 !); Ho^gjkong (Fortme, 79 ! Champion , 279! Hance , 
383! 862! Wilford , 285! Wright, 518! Lamont , 75S!). r Mus. 
Brit.; Herb. Kew. 

Khasia and Naga Hites to the mountains of Arracan and 
Burma. 

There seems no character to separate the Hongkong plant. 
The villose lip is found in some Indian specimens. 

1. Phaius grandifolius, Lour. FI. Cochinch. p. 729; Lindl. 
Gen. 4 m Bp. Or eh. p. 126 ; Bentlu FI. Hongh. p. 355; Be nth. FI. 
Austral, vi. p. 304; Griseb. FI. Brit . W. Ind. p. 622. 

Limodorum Tancarvillese, Banks , ex HHerit. Sert. Awjl. p. 28. 
Limodorum Tankervillise, Dry and., Ait. Hort. Kew. ed. 1, p. 302,1.12. 
Limodorum Incarvillei, Sw. ex Pers. Syn. ii. p. 520. 

Bletia Tankervillise, R. Br. in Ait . Hort. Kew . ed. 2, v. p. 205; Bot. 
Mag. t. 1924. • 

Pachyne gpeetabilis, Salisb. in Trans. Hort. Soc. i. (1812) p. 299. 
Phaius Tanl&rvillii, Blume, Mus. Bot. Lugd.-Bat. ii. p. 177. 

Calanthe specio^i, Vieill. in Ann. Sc. Xat. s£r 4, xvi. (1861) p. 44. 
Formosa: Tamsui (Oldham, 5561); Hongkong ( Champion, 
283 ! Urquhart , 151! Wilford\ 419 ! Wright , 519 ! Hance , 723 ! 
Lamont !). Mus. Brit.; Herb. Kew. 

New Caledonia, Rarotonga, and North Australia, both in 
Queensland and New South Wales; also naturalized in Jamaica 
and Cuba in the West Indies. 

1. Thunia Marshalliana, Reichb. f. in Linncea, xli. (1877) 
p. 65; Gartenfl. xxxi. p. 321, t. 1098; Warn. 4' Will. Orch. 
Alb . iii. t. 130. 

Yuottah: Mengtze, wet mountains at 5000 ft, (A. Henry , 
Y10911). Herb. Kew. * # 

Burma. * 
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1. Bietia hyacinthina, E. Br. in Ait . Sort. Kew. ed. 2, v. 
p. 206; Hindi . Gen . 8f Sp. Orch. p. 122; Blame , ColL Or oh. 
Archip. ih Jap. p. 17, t. 6, fig. 1. 

Limodoruni ‘striatum, Thunb. FI. Jap. p. 28. 

Epidendrum tuberosum, Lour. FI. Cochinch. p. 528, excl. syn. 
Epideudrum striatum, Thunb. in Trans. Linn. Soc. ii. (1794) p. 327 ; 
Thunb. Ic. Jap. i. t. 9. 

Cymbidium striatum, *Sfee. in Nov. Act. Soc. Sc. Upsdl. vi. (1799) p. 77. 
Cymbidium byacintbinum, Sm. Exot. Bot. i. p. 117, t. 60 ,* Bot. Mag. 

1.1492. ’ 

Gyas hnmilis* Salisb. in Trans. Sort. Soc. i. (1812) p. 300. 

Bletilla striata, Reichb.f. in Bot . Zeit. xxxvi. (1878) p. 75. 

Chekiang : Ningpo (Cooper !) ; ^iangsi : Kiukiaug ( Shearer ! 
Carles , 242!); Hupeh: Ichang, INanto, and mountains to 
northwafd (A. Henry , 492 ! 1909!); Szechue^ : Min River 
and Mt. Omei, at 4500 ft. alt. ( Faber , 940 !); Yunnan’ : 
Mengtze, 6000 ft. (A. Henry , 11104 & 11104 Cl); Kwang- 
tung (Ford, 377 !). Mus. Brit.; Herb. Kew. 

Japan and Eastern Tibet. 

Var. Gebina, Blame , Coll. Orch. Archip. Ini. et Jap. p. 17, t. 6. 
fig- 2. 

Bietia Gebina, Lindl. in Journ. Fort. Soc. ii. (1847) p. 307; Lindl. Bot. 
Beg. xxxiii. t. 60. 

Bletilla Gebinse, Reichb.f. in FI. des Sevres, ser. 1, yiii. (1851-53) p. 246. 
Bletilla striata, var. Gebinse, Reichb.f. in Bot. Zeit. xxxvi. (1878) p. 75. 
Yunnan : grassy slopes at 5000-6500 ft., Mengtze (Hancock, 
98!). Flowers yellowish wdiite; 4700-6000 ft. (A. Henry , 
11104 A & B !) ; Kwangsi (Bourne !). Herb. Kew. 

Japan. * 

1. Hepkelaphyllum chinense, Rolfe, in Kew Bulletin (1896), 
p. 194. 

Kwangtung : in rupibus ad Tingusban, West River, Prov. 
Canton ( Hance , 17733 !). Mus. Brit. 

2. Hephelapliyllum cristatmn, Rolfe, in Kew Bulletin (1896), 
p. 194. 

Hongkong (Ford, 48 & 254!). Herb. Kew. 

An interesting outlying species of this small Indo-Malayan 
genus, known only from the Victoria Peak, where it grows 
among grasses. It is allied to N. cordifolim %, Lindl., but has a m 
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niucli more developed crest. According to Mr. Ford, the serials 
and petals are green with purplish streaks near the base, the lip 
white, passing into purple and then green near the base, the 
column pinkish, and the leaves and dower-stems nlottled with 
dull purple on an olive-green ground. A plant in the Kew 
collection flowered in May, 1898. 

• • 

Hancockia, Bolfe. 

* (G-enus novum affine Hephelaphyllo.) 

Bepala subsequalia, libera, subeonniventia, omnia angusta. 
Petalci sepalis subsimilia. Labelhm ad basin columns breviter 
adnatum, erectum, longe calearatum, elliptico-oblongum, sub- 
trilobum, lobis lateralibus subinvolutis; discus tricar in attis. 
Golumna erecta, longiuscula, 2-alata, apoda, vertice in clinandriuai 
angustum producta. Anthera operculata, apice subobtusa, 
loculis 2, bene distinctis; pollinia S, cerea, in quoque loculo 4, 
compressa, parallela, 2-seriata, appendiculse lineari sursum 
adnata.— Herbct terrestris, repens, epseudobulbosa. Folia 
solitaria, ovata, submembranacea, breviter petiolata. Scapus 
brevis, in vagina seariosa inclusus, uniflorus. Flores mediocres. 

1. Hancockia uniflora, Bolfe, sp. uniea. 

Bhizoma repens, gracilis. Folia ovata, acuta, 1^-lf poll, 
longa, 7-9 lin. lata ; petioli 4-8 lin. lati. Scapi 2 poll, longi. 
Bepala et peiala lineari-lanceolata, 9-10 lin. longa. Labelhm 
8 lin. longum, 5 lin. latum; calcar tubulosum, 8 lin. longum. 
Golumna 6 lin. longa. 

Yunnan : ^ Mengtze, S.E. mountain forests, at 5000 ft., on 
ground (A, Henry, 11112 !). Flowers pink. Herb. Hew. 

Allied to Kephelaphyllum, but differing in its short, 1-llowered 
scapes, connivent sepals and petals, and long slender spur. It 
is dedicated to VY. Hancock, Esq., F.L.S., who has sent to Kew 
several collections of dried plants from China. 

1. Tainia cordifolia, Hook, f. in Ho ole. Ic . PL six. t. 1861. 

Formosa: Kelung (Ford, 56 I). Mus. Brit.; Herb. Kew. 

2. Tainia hongkongensis, Bolfe, in Kew Bulletin ( 1896), p, 195. 

Ania angustifolia, Benth . FL Hough* p. 356 (non Lindl ,!). 

Hongkong- (Witford^ 384! Wright, 522! Hance ! Fordl ). 

' Mus. Brit. ;^Herb. Kew. * 
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Very easily distinguished from the Indian Ania angustifolia , 
Lindl., with which Bentham confounded it, by its entire, not 
trilobed lip. 

3. Tainia macrantha, Hook. f in Hook. Ic. PL six. t. 1S60. 

Kwangttjstg : Lofaushan, at 3100 ft. (Ford, 153!). Herb. 
Kew. 

c r 

1. Agrostophyllum formosamim, Rolfe, in Ann. Bot. ix. (1S95) 
p. 157. 

Formosa * South Cape ( A . Henri /, 1350 !). Herb. Kew. 

1. Anthogonium gracile, Limit, jn Wall. Cat. n. 739S; Gen. cj* 
Sp. Orch. p. 426; Journ.Linn.Soc., Bot. iii. (1859) p. 22; Hoofc.f. 
FI. Brit. Ind. v. p. 822 ; Ally. Gartens . (1856) p. 21S. 

Anthogonium Griffithii, Reichb. f. in Bonplandia , ii. (1854) p. 90; 
Walp. Ann. vi. p. 471. 

Anthogonium sp., Griff. Notul iii. p. 383 ; Ic. PL Asiat. t. 345, fig. 2. 

Yunnan : Mengtze, among grass at 5000 ft. (Hancock, 366!), 
Flowers rose-coloured ; grassy mountains at 5500 ft. (^4. Henry, 
11099!), Flowers pink. Herb. Kew. 

North India and Burma. 

1. Ccelogyne (§Pleione) hulbocodioides, Branch. PL David, ii. 
p. 122 (excl. pi. Delavay). 

Kweichatt ( Faurie ex Franchet ). 

Eastern Tibet. 

Delavay’s Yunnan plant, formerly included hereby M. Franchet, 
belongs to the next species. 

I have only seen specimens from Eastern* Tibet, but 
M. Franchet, in a letter, says that no doubt the JEweichau plant 
is identical. 

2. Ccelogyne (§ Pleione) Delavayi, Rolfe, in Km Bulletin 
(1896), p. 195. 

Yxtnkan (Delavay !). Herb. Kew. 

Distinguished from the preceding, with which M. Franchet 
formerly identified it, by its larger flowers, broader, less acute 
sepals and petals, and distinctly toothed lamellae. The specimens 
were communicated by M. Franchet, with the remark that he 
now questioned his former determination, because of the 
characters just pointed out. Another difference is that in 
Q , hulbocodioides the petals are only half as broad as the sepals . m 
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3. Ccelogyne corymbosa, Lindh Fol. Orcli., Coelog. p. 7; Beielib * 
f. in^ Gard. Citron . (1876) ii. p. 8; Bolfe, op. cit. 1887, ii. p. 73, 
fig. 15 ; Mag. t. 6955 ; HooJe.f. in FI. Brit. Ini. v. p. 831. 

Yunnan: Mengting, S. of Eed Eiver, at 8006ft., on trees 
(A. Henry, 11114 !). Herb. Kew. 

Temperate Himalaya. 

4. Ccelogyne Slata, Lindh Gen . cj* Sjp. p. 40 ; Kurz, in 
Journ. JBot. xi. (1873) p. 193 ; Bot. Mag. t. 5001; Bool', f FI. 
Brii. Ini. v. p. 838. 

Yunnas: Momien {Anderson !). Herb. Kew. • 

Tropical Himalaya and Upper Burma. 

5. Coelogyne fimbriata, Lindh in Bot. Beg. xi. t. 868: ich Fol. 

Orch., Ocel. p. 12; Benth . FI. Hongk. p. 354; Hook, f FI. 
Brit, hid . p. 836. % 

Hongkong ( Champion, 527! Wilford, 101! Hance, 401! 
Lament , 755!); Kwangtung : near Canton (Faber l). Mus. 
Brit. ; Herb. Kew. 

Kbasia Hills. 

6. Ccelogyne (§ Pleione) grandiflora, Bolfe, n. sp. 

Bhizoma validum. Psendobulbi ovoidei v. ovoideo-oblongi, 

lf-l§ poll, longi. Folia immatura tantum visa. Scapi ereeti, 
4-5 poll, longi, basi vaginis imbricatis obtecti, uniflori. Bractece 
laneeolato-oblongie, obtusae, 1|-11 lin. long®. Sepala et petala 
subsimilia, lanceolato-oblonga, obtusa, 2| poll, longa, 5-6 lin. lata. 
Labellum obscure trilobum, late elliptico-oblongum, 2\ poll, 
longum. If # poll. latum, valde fimbriatum, disco medio fere ad 
apicem 5-carinatum, earinis fimbriatis. Columna clavata, 1^ poll, 
longa, alata, aplce 4 lin. lata. 

Yunnan: Mengtze, northern mountain forests, at 8500 ft. 
(A. Henry, 11116). Blowers white. Herb. Kew. 

A handsome species, apparently most nearly allied to the 
Himalayan C. preecox, Lindl. 

7. Ccelogyne (§ Pleione) Henryi, Bolfe, in Kexo Bulletin (1896), 

p. 195. * 

Hupeh : South Patung (X Henry, 6068,6068 a!) ; Szechuen 
(A. Henry, 8826 !). Mus. Brit.; Herb. Kew. • 

Larger in all its parts than the other Chinese species of the 
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section Bleione, and the leaves well developed when the flowers 
appear. 

• 

8. Ccelogyne (§Pleione) pogonoides, Rolfe, in Kew Bulletin 
(1896), p. 196. 

Pogonia (§ Eupogonia), sp., jRanee, in Journ. Bot. xxiii. (1S85) p. 247. 

Akwhei: wet rocks near *\Yuliu, at 3000 ft. alt. (Bullock y 
hb. Hance ?, 22038!}; Hupeh : Patung, in*high mountains 
( A, . Henry, 1473, 3785 1). Mus. Brit.; Herb. Kew. 

This species differs from CL bulbocodioides , \\ hich it otherwise 
much re&emhies, in having the petals as broad as the sepals, the 
keels of the lip distinctly crenate, and the leaves partially 
developed at the time of flowering. Hauce, in the place above 
cited, calls it a Pogonia , which it is not, though the resemblance 
is perhaps sufficient to justify the specific name. Mr. Bullock 
records the colour of the flowers as height scarlet, and Dr. A. 
Henry as pink. The latter states that it is known as l 'Ben mu ” 
drug, the bulbs being used in medicine. 

9. Coelogyne (§ Pleione) yunnanensis, Rolfe , n. sp. 

Rhizoma validum. Pseudobulbi parvi, approximate Kolia non 

vidi. Scapi graeiles, erecti, 4-5 poll, longi, basi vaginis oblongis 
obtecti, uniflori. Bractece tubuloso-oblongse, obtusse, 10-12 lin. 
longse. Sepala etpetala subsimilia, oblongo-lanceolata, subacuta, 
1| poll, longa, 4 lin. lata. Labellum obovato-orbiculare, sub- 
integrum v. obscure trilobum, obtusum, 14 lin. longum et latum, 
apice fimbriatum ; disco medio fere ad apicem acute 5-lamellatum, 
lamehis subintegris. Qolumna clavata, alata, 9-10 lin. longa 
apice 3 lin. lata. m 

Tuiststan: Mengtze, grassy mountains to north, at 5500 ft. 
(A. Henry , 11118!), Flowers pink ; Mountain pastures, 6000- 
7000 ft. (Hancock, 173!), Flowers red to purple. Herb. Kew. 

Allied to C . Delavayi, Eolfe, but different both in the shape 
of the pseudobulbs and details of the flowers. A. Henry, 11115, 
from south of Eed Eiver, at 9000 ft., on rocks, is very similar in 
the scape and bract, but the pseudobulbs are narrowly oblong. 
The flowers appear to have been over when specimens were 
collected, and the species remains doubtful. 

1. Pholidota cantonensis, Rolfe, in Kew Bulletin (1896), p. 196. 

Kwatottog: North Eiver, Canton, (Mrd, 139!). Herb.^ 
Kew. • • 
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2. Pholidota chinensis, Lindl. in Jouni , Hort . Soc. ii. (1S47) 
p. 80S ; Bentk . A7. Honglc. p. 354. 

Ccelogyne cliinensis, Reichb. f. in Walp. Ann . vi. p. 237. 

Ooelogyne Pliolas, Reichb. f. in Walp. Ann. vi. p. 237. ~ 

Pholidota Pholas, Reichb. f. in Walp. Ann. vi. p. 237 (in note). 

Hongkong ( Champion, 276 ! Wright, 516! Fortune ! Seemann, 
Ranee , 971!) Hainan (I?. C. Henry, 136 !). Mus. Brit.; 
Herb. Kew. 

3. Pholidota Lugardi, Rolfe , in Keio Bulletin (1893), p. 6. 

Yunnan: Mengtze, on a bank at 5000 ft. {A. Henry, 11126 !). 

Herb. Kew. 

Upper Burma. * 

The Mengtze specimen is in fruit, but is so similar in general 
character to the original specimen from Burma as to leave 
scarcely a doubt as te their identity. The withered flowers 
persist on the capsules, and proved quite perfect when soaked in 
hot water and spread out. 

4. Pholidota yunnanensis, Rolfe, n. sp. 

Rhizoma validum, lignosum. Pseudobulbi oblongi v. ovoideo- 
oblongi, |-1| poll, lougi, diphylli, |-1 poll, distantes. Folia 
lanceolata, suhobtusa, coriacea, 3-5 poll, longa, 4-8 lin. lata. 
Scapi arcuati, graciles, 3-4 poll, longi, basi vaginis oblongis 
imbricatis obtecti; racemi flexuosi, multiflori. BracUce elliptieo- 
oblongse, subobtusse, convoluto-concavse, 3-4 lin. longse. Pedicelli 
2f-4 lin. longi. Sepala late ovato-oblonga, obtusa, concava, 
2 lin. longa. Petala subsimilia. Lalellum obovatum, 2| liu. 
longum; basi globoso-saccatum, 1 lin. longum; limbus obscure 
4-lobus, 2 lin. latus. Columna clavata, 1 lin. longa. 

Yunnan : Mengtze, on rocks at 6000-7000 ft. (Hancock, 585 !), 
Flowers cream-coloured; Eocky mountains at 6500 ft., on 
exposed rocks (A. Henry , 11144 !). Herb. Kew. 

Allied to the Indian Pholidota articulata , Lindl., but the 
leaves much narrower, pseudobulbs less distant, and the lip very 
different in structure. 

1. Calanthe angusta, Lindl. Fol. Or eh., Galanihe, p. 7 ; 
Hook, f FI. Brit . Bid. v. p. S49. 

Yunnan: marshy hill-slopes at Mengtze (Hancock, 38!). 
Eare or very local Flowers pure white. Herb. Kew. 

Khasia Hills and Mumaipore. 
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2. Calanthe arcuata, Rolfe, in Kew Bulletin (1896), p. 196. 
Hupeh : Hsingshan (A. Henry , 6514!). Herb. Kew. 

Allied to tlie Himalayan C. bre Dicornu, LinclL, but re # adily 
distinguished by tbe structure of the lip, the 2 nore slender spur, 
and other differences. The name is given in allusion to the 
character of the spur. According to Dr. Henry, the flowers 
are yellow and purple. 

* 8. Calantlie buccinifera, llolfe, in Journ. Linn, Soc., Bot . xxix. 
(1892) p. 318. 

Hupeh: IS. Patung (A. Henry, 7161!), S. Patung, at 
6000 ft. elevation (A. Henry, 6064!) ; Szechuex : Mt. Omei, 
at 5000 ft. elevation, in dense jangle (Faber, 953!); without 
locality (Pratt, 72,102, 683 !). Mus. Brit.; Herb. Kew. 
Elowers pink, according to Dr. Henry. 

4. Calantlie ecarinata, Rolfe, in Journ . Linn * Soc,, Bot. xxix. 
(1892) p. 318. 

Szechuex : without locality (Pratt, 765!). Herb. Kew. 

5. Calantlie ensifolia, Rolfe, in Kew Bulletm (1S96), p. 197. 
Hupeh: Chienshih(A. Henry, 6005!); Szechuex : Mt. Omei, 

at 4500 ft. (Faber, 945 I). Herb. Kew. 

Kemarkable for its long narrow leaves, which much resemble 
those of O. Davidi, Eranch., but the lip is very different in shape. 
Dr. Henry describes tbe flowers as yellow. 

6. Calanthe formosana, Rolfe, in Ann. Bot. ix. (1895) p. 157. 
Eobmosa: South Cape (A. Henry, 1347!). Herb. Kew. 

7. Calantlie gracilis, Lindl. Gen. <$• Sp. Orck. p* 251; Bot . 
Mag. t. 4714; Hooh.f. FI. Brit. Ind. v. p. 855. 

Limatodes gracilis, Lindl. Fol. Orck., Limatod. p. 1; Hook. Kew Journ. 
Bot . vii. (1855) p. 36; Benth. FI. Hongk. p. 359. 

Hongkong (Champion, 520!). Mus. Brit.; Herb. Kew. 
Khasia Hills. 

8. Calanthe Hancockii, Rolfe, in Keio Bulletin (1896), p. 197. 
Yunhah : under shady blocks of rock at 6600 ft., Mengtze 

(Hancock, 78!). Elowers yellow. Very rare. Herb. Kew. 
Allied to G. striata, B. Br., but with much smaller lip. 

9. Calanthe Henryi, Rolfe, in Kew Bulletin (1896), p. 197. 
Hupeh : Changyang (A. Henry, 5253 A, ,5253 D, 5958 A!). 

Herb. Kew. # 

T.IOTT. JOUBN.—BOTAHY, VOL. XXXVI. * D 
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Allied to the Himalayan Calanthe plantaginea , Lindl., but 
■with a more lax raceme and a shorter spur. Dr. Henry records 
the Sowers as whitish with a little yellow. 

10. Calanthe herbacea, Lindl. FoL OrchCal. p. 10; Hook.f . 
FL Brit. Ind. y. p. 852 ; Rook* f. in Ann . Roy . Rot. Card. Calc . 
v. p. 30, t. 44; King 4' FantL, op, cit . viii. p. 172, t. 233. 

Calanthe elytxo^lossa, Reichb.f. ex Ilook.f. FL Brit. Ind. v. p. 853, 

Ytj^Tsax: Mengtze, S.E. mountain forests, at 5000 ft. (A. 
Henry , Ill30!). Plowers yellowish. Herb. Kew. 

Sikkim Himalaya. • 

There remains a slight doubt about this determination, but 1 
fail to distinguish the Yunmn plant from the tw o cited above, 
which themselves are considered distinct in the ‘Elora of British 
India, 5 where, however, they are separated by the interpolation 
of four other quite distinct species, and are not compared together. 

11. Calanthe lamellosa, Rolfe, in Kew Bulletin (1896), p. 197.. 

Hupeh: Chienshih (A. Henry , 5958!). Mus. Brit.; Herb. 

ICew. 

Allied to the Himalayan C. brevicornu , Lindl., hut readily 
distinguished by its narrower, more elevated membranaceous 
plates to the lip. Dr, Henry records the flowers as white with 
a little red and yellow. 

12. Calanthe puhexula, Lindl. Gen. Sf Sp. Orch . p. 252; FoL 
Orch.) Gal. p. 2; Hooh.f. FL Brit . Ind. v. p. 848. 

Szechueh : Mount Omei, in dense jungle at 5000 ft. {Faber, 
953!). Herb. Kew. 

Subtropical Himalaya from Simla eastward. 

13. Calanthe tricarinata, Lindl. Gen. 4' Bp. Orch . p. 252 ; FoL 
Orch., Gal . p. 2; Hooh.f. FL Brit. Ind . v. p. 847. 

Yuhhah : Mengtze, mountain forests, at 7000 ft. (A. Henry 
11297!). Herb. Kew. 

Temperate Himalaya, from Kashmir to Nepal. 

I fail to distinguish this from the Himalayan plaut. The 
oldest bud was just on the point of expanding when gathered. 

14. Calanthe veratrifolia, R. Rr . in Rot. Hey . vii, sub t. 573 
Rot . May. t. 2615 ; Hook, f FL Brit. Ind. v. p. 851; Krdnzl . 
in Fngl. Rot. Jab$. vi. (1885) p. 54. 

Poemosa : South fcajie (A. Henry, 1327!); Honq-kokg 
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(Ford, 89! an eulta ?) ; Luchtj Archipelago : Amarai Osima 
(Boderlein ex Krtmzlin ). Herb. Kew. 

Mr. Ford’s specimen, is unlocalized, and therefore it is not 
quite clear whether it is indigenous or cultivated. 

South India, Ceylon, Malay Islands, and Tropical Australia. 

15. Calanthe yunnanensis, Rolfe , n. sp. 

Folia 2 v. 8, elliptico- v. oblanceolato-oblonga, acuta, basi in 
petiolum vaginatum attenuata, 8-14 poll, longa, li-2f poll. lata, 
basi vaginis latis imbrieatis obtecta. Bcapi 1-2 poll, alti, erecti; 
racemi 5-8 pbll. longi, 7-12-flori. Bractece ovato-laneeolatse, 
acuminatse, 3-6 lin. longae. Pedicelli 8-12 lin. longi. Bepala 
ovato-lanceolata, acuminata, 9-11 lin. longa. Petala oblongo- 
laneeolata, apiculato-aeuminata, 8-10 lin. longa. Labellum basi 
columnse adnatum, breviter unguiculatum, trilobum, 8-9 lin. 
longum,6 lin. latum; lobi laterales reniformi-orbiculares, truncati; 
lobusintermedius transverse oblongus, emarginatus, subundulatus, 
basi yalide trilamellatus, lamellis crenulatis ; calcar oblongum, 
subobtusum, 1-1| lin. longum. Qolumna lata, 3-4 lin. longa. 

Yunstaf : Mengtze, mountain forests at 8000-9000 ft. 
(Hancock, 589!), Flowers creamy green, with lilac lip; fragrant 
of grated cocoa-nut; mountain forests at 8000 ft. (A. Henry , 
11107!). Herb. Kew. 

Allied to the Indian Calanthe brevicornu , LindL, but having 
larger flowers, with broader segments. 

16. Calanthe sp. 

YuKiTjasr: Mengtze, E. mountain forests, at 7000 ft. (A. Henry, 
n. 11359 !). Herb. Kew. * 

In fruit only, and therefore indeterminable. 

1 . Arundina chinensis, Blume, Bijdr . p. 402 ; LindL Q-en . 
Bp. Orch . p. 125 ; Hook. <$f Am. Bot . Beech . Voy. p. 217; Benth. 
FI. Hony7c. p. 355 ; Hook.f FI. Brit. Bid. v. p. 857. 

Cymbidium Meyenii, Schauer , in Nov . Act . Nat. Cur. xix. Suppl. i, 
(1843) p. 433. 

Arundina Meyenii, Reichb. f. in Linneea, xxv. (1852) p. 227. 

Arundina Pliilippii, Reichb . /. in Linneea, xxv. (1852) p. 227; Beem. 
Bot . Voy. Herald , p. 419. 

Arundina pulehella, Teijsm . et Binn. in Nederl . Kruidk. Arch . iii. (1855) 

p. 400. f 

Arundina pulchra, Miq. Journ. Bot . Neerl. i. (1861) p. 90. 

D S 
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China : without locality ( Fortune , 21, 73 !); Pokiest ( Carles, 
687 f), Amoy {Swinhoe !), Foochow {Hurst ex A . Henry, 2078 !); 
Eobmosa : Siko Hill, Tarasui (A. Henry, 1386!, 1386 ^ !); 
Szechuen (A. Henry, S915!); Yunnan: on mountain grassy 
slopes at 5700-6000 ft. (HcmcocJc, 83!), 5500 ft. (A. Henry, 
9988 !); Hongkong {Champion, 22*! Seemann , 2402 ! Wright, 
517! Wilford, «74i ! Lamont, 756! Urquhart \) \ Kwangpung: 
Macao and the islands adjacent {Vachell, 82! Nelson !). Mus. 
Brit.; Herb. Kew. 

North India, from Sikkim to Khasia. 

1 # 

[ Fpidendrum tuberosum, Lour. El. Cochin eh. p. 523, mentioned 
as being cultivated in Cbiija, is a species of Phams, probably 
P. grandifolius, Lour.] 

[ Broughtonia chinensis , Lindl. ex Benth. in Hook. Loud. 
Journ. Bot. i. (1842) jj. 192 ; Lceliopsis chinensis, Lindl. in Paxt. 
El. G-ard. iii. p. 156 ; Benth. in Hook. Kew Journ. Bot. vii. (1855) 
p. 38; is Fpidendrum non-chinense, Beicbb. f. in Walp. Ann. 
vi. p. 324, a Central American species which through error was 
assigned a Chinese habitat.] 

OBCHIDACEiE: Yandeje. 

1. Eulophia Faberi, Bolfe, in Kew Bulletin (1896), p. 198. 
Hupeh : Lukan gorge, Yangtse-kiang {Faber, 55, 946 !), 

Ichang (A . Henry, 494, 3589 !); Yunnan : Bed Biver Yalley, 
Manpan, on grassy hills at 2000 ft. {A. Henry, 10612!). Blowers 
red. Herb. Kew. 

This species resembles F. eampestris, Wall., from the plains 
of India and Afghanistan. The flowers, however, are rather 
larger and less numerous, the details of the lip somewhat 
different, and the spur longer. 

2. Eulophia Hava, Hoolc.f FI Brit. Ind . vi. p. 7. 

Cyrtopera flava, Lindl Gen. fy Sp. Orch . p. 189 ; Boyle , lllustr. p. 370, 

t. 88. fig. 1; Benth. FI. Homjh p. 357; Beichb.f. in Gard. Chron. (1870) 
p. 1407. 

Hongkong {Wright, 520!). Herb. Kew. 

India, from near Garhwal to Nepal, also Travancore. 

3. Eulophia formosana, Bolfe. 

Cyrtopera formosana, Bolfe, in Kew Bulletin (1896), p. 198, 

Eobmosa : Softth Qape {A. Henry, 1974!). Herb. Kew. 
Allied to the Indian €. Ucarinaia, Lindl. 
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4. Eulophia ? sinensis, Miq. Journ. Bot . NeerL i. (1861) p. 91. 

KwAKGTTTJS'a: Fukwing ( Krone ex Miquel ). 

Only known to me from the original description. 

5. Eulophia nuda, LindL Gen . 4' £5jp. OrcX. p. ISO"; Eooh.fi 
EL Brit . 2W. vi. p. 5. 

Tuxxai : Mengtze, grassy mountains at 5000 ft. (A. Henry, 
11141!). Flowers pink. Herb. Kew. # 

ISTorth and South India and Ceylon. 

# 

6. Eulophia yunnanensis, Bolfie , n. sp. 

Scapi ereeti, 1-11 ped. alti, basi vaginis oblongo-laneeolatis 
a cutis subimbricatis tecti; racemi 6-9-flori. Bractece lanceolatse, 
aeutse, |-1^ poll, longse. Pedicelli 8-10 lin. longi. Sepala 
oblongo-lanceolata, subacuta, 10-11 lin. longa. Petala sub- 
similia. Labellum oblongum, subobtusum, obscure trilobum, 
9 lin. longum, 4-5 lin. latum, ecalcaratum; lobi laterales 
minuti, obtusi; discus bicarinatus. Oolumna clavata, 6 lin. 
longa, subapoda. 

Yuotan: Mengtze, rocky mountains at 600CT£t. (A. Henry, 
11125 !). Flowers yellow. Herb. Kew. 

This apparently belongs to the section Gyrtopera , but the*foot 
of the column is nearly obsolete, by which character, together 
with the spurless lip, it is readily distinguished from other 
Asiatic species. 

[ Cymbidium eburneum , LindL, is erroneously recorded from 
China, in ¥alp. Ann. i. p. 784.] 

1. Cymbidium ensifolium, Bio. in Nov . Act. Sac. Sc. Upsal . Yi. 
(1799) p. 77; LindL Gen . $ Bp. Orch . p. 162 ; Bot. 3lag. t. 1751; 
Bot. Reg. t. 1976 (var. estriatum, LindL) ; Benth. FL Eongh. 
p. 357 ; j Debeaux, FI. de Shcmgh. p. 62 ; Kriinzl. in Fngl. Bot. 
Jahrb. vi. (1885) p. 54 {excl. syn . C. sinense). 

Epidendrum ensifolium, Linn. Sp. PL ed. 1, p. 954; Smith , Spicileg. 
p. 22, t. 24; Lour. FL Cochinch. p. 524; Andr. Bot. Rep. v. t. 344. 

Limodorum ensatum, Thunb. FI. Jap. p. 29. 

Epidendrum sinense, Red. Lil . ii. t. 113 (non Andr). 

Cymbidium micans, Schauer, in Nov. Act. Nat . Car. xix. SwppL i. 
(1843) p. 483. 

Cymbidium xiphiifolium, LindL Bot. Reg. vii. t.‘ 529; Gen . <§* Sp. Orch. 
p. 162 ; Reichb. f. in Bonplandia , iii. (1855) p, 250; Benth. FL Eongh „ 
p. 357. ^ * 

Ohika: without locality {Osbecty Kwa^gtctnu ; Macao 
( lleyen l), Lienchau, Canton ( Lamont !) ; HojrGKOisrG-* {Champion), 



30 


135 . OHCHIDACE2E J YANJDEiE. 


525! Lcmont !); Luchu Archipelago : Amami Osima (JDdder- 
lein ex Krdnzlin ). Mus. Brit.; Herb. Ivew. 

Cambodia, Gochincbina, and Japan. 

Cymbidium xiphiifolium is only a form of C. ertsifolium with 
unstriped sepals and petals, with which it is connected by inter¬ 
mediate forms. It is absolutely identical in other respects. 
Bat 0 . sinense, % Willd., which has also been united with it by 
several authors, has far broader leaves, various floral differences, 
quite different geographical distribution, and is certainly distinct. 
There is no evidence of the occurrence of 0 1 ensifolfim proper in 
India. 

2. Cymbidium Paberi, Bolfe , in Xew Bulletin (1896), p. 198. 

Chekiang : Tientai Mt., 2000 ft. {Faber, 91!); Szechuen : 

S. Wushan (A. Henry, 5515 1). Herb. Hew. 

This has the habit of the Himalayan 0. eyperi folium. Wall., 
but the flowers are quite distinct from it and from every other 
species known to me. Dr. Henry records the flowers as yellow. 

3. Cymbidium floribundum, Lindl. Gen . Sp. Orel . p. 162 
(in note). Described from a drawing formerly in the Horti¬ 
cultural Society’s Library. 

China: without precise locality; Yunnan: Mengtze, moun¬ 
tain gullies, at 6000 ft. ( Hancock , 580!). Flowers chocolate 
and lilac. Herb. Kew. 

This species, hitherto only known from an unlocalized Chinese 
drawing, has now been rediscovered in Yunnan. It is allied to 
C, sinense , Willd., but has a shorter, dense raceme, of more 
numerous flowers. 

4. Cymbidium grandiflorum, Griff. JSfotul. iii. p. 312 : lc. PL 
Asiat , t. 321; Hook.f FI. Brit . Ind. vi. p. 12. 

Cymbidium Ilookerianum, Beiehb. f. in Gard. Chron . (1866) p. 7; 
Batem. in Bot May. t. 5574. 

Cymbidium giganteum, Lindl. in Journ. Linn. Boo., Bot iii. (1859) 
p. 29, in part. 

Cymbidium sp., Griff. Itin. Notes , p. 145. 

Yunnan : Mengtze (Hancock, 583!); wooded cliff at 5000 ft., 
on a tree (A. Henry, 11097!). Herb. Kew. 

Eastern Himalaya. 

. 5. Cymbidium Leachianum, Beiehb. f in Gard . Chron. (1878) 
ii. p. 106. c 

Formosa ( Corner ex ite^clmibach). 

Only known to me from the original description. 
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6. Cymbidium longifolium, D. Don , Prodr. FI. Nepal, p. 36 ; 
Lindl. Gen. 4' Sp. Orch. p. 168; Hook, f. FI. Brit. Inti. Pi. 
p. 13. 

Cymbidi a m-ery tlmmiw, Lindl. in Joum . Linn. Bog iii. (1859) p. 30. 

SzECHTJEisr: without locality {Pratt !); Yxtnis’an : Mengtze, 
mountains to the south-west, at 5000 It. (A. Henry , 11000, 
11371!), on cliffs in forest, at 6000 ft. (A. Henry , 11371 !). 
Herb. Kew. 

Subtropical Himalaya, from Kumaon eastwards. # 

% 

7. Cymbidium pendulum, Sw. in Nov . Act. Soc. Sc. Tip sal. vi. 
(1799) p. 78; Lindl. Gen. £ Sp. O^ch. p. 165. 

Epidendrum pendulum, Roxb. PI. Coromand. i. p. 35, t. 44. 

Cymbidium aloifolium, Lodd. Bot. Cab. x. t. 967, excl. syn.; Hook.f. 
FI. Brit. Lid. vi. p. 10, excl. syn.: Epidendrum aloifolium , Linn., non Sw. 

China : without locality ( Potts !). (Jult. sp. in Herb. Lindl., 
at Kew. 

India from Nepal eastward to Assam, and southward to 
Tenasserim and the Andaman Islands. 

This species has been much confused with C. aloifolium , Sw., 
which is limited to South-western India and Ceylon, aud 
readily distinguished by the longer, acute front lobe of the lip. 
The Chinese habitat remains doubtful. Messrs. Loddiges 
received it from China in 1790, and Potts also sent it to the 
Horticultural Society, where it flowered in 1821, a specimen 
being preserved in Lindley’s Hebarium. Besides which there 
are Chinese drawings in the collection at Kew. It may, however, 
be only a cultivated plant in China, as there are no dried specimens 
at Kew, and the collection of Chinese drawings contains some 
undoubted garden plants. 

8. Cymbidium sinense, Willd . Sp. PI. iv. p. Ill; Lodd. Bot. 
Cab. i. t. 37 ; Lindl. Gen. Sf Sp. Orch. p. 162 ; Lindl . in Joum. 
Linn. SocBot. iii. (1859) p. 30. 

Epidendrum sinense, Andr. Bot. Rep. iii. t. 216; Bot. Mag. t. 888. 

Cymbidium fragrans, Salisb. in Tram. Hort. Soo. i. (1812) p, 298. 

Cymbidium ensifolium, Hook.f. FI. Brit . hid. vi. p. 13, in part. 

China *. without locality ( Slater , ex Andrews). 

Khasia Hills and Ceylon. 

This species has been confused with <7* ensifolium , Sw., by 
various authors, but is easily distinguished by its much broadea?* 
leaves, and larger, more numerous and differently coloured 
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flowers. I have not seen wild Chinese specimens, but there is 
a fing coloured drawing from that country in the collection of 
drawings at Hew. It appears to be common in the Khasia 
Hills. The Ceylon plant has slightly narrower leaves. 

9. Cymbidium sp. 

Poemosa: South Cape (A. Henry , 1352 1). Herb. Kew. 
Allied to 0. pendtilum, Sw., but with leaves less than half as 
broad. fl?he specimen is in fruit, and the two remaining flowers 
have lost their lips. # 


1. Geodorum dilatatum, R. Br . in Ait . HorU Kew . ed. 2, v. 
p. 207 ; Lodd. Bot* Cab . t. 1797 ; Bot . Bey* t. 675 ; Lindl . Gen . 
df Orch. p. 175 ; 1Fol. Orch ., p. 1; Hoole. f. FL Brit . 
Ind. vi. p. 17. 

Geodomm fucatum, Lindl. Bot. Rey. t. 1087 ; Fol. Orch, Good. p. 2. 
Yunnan : Hsinkai, Bed Biver, in shady woods {A. Henry, 
11103 !), Blowers white; Hongkong- (Ford !). Herb. Kew. 
India and Ceylon. 

There has been some confusion between this and the allied 
species, and Bindley considered the above-cited names to 
represent two distinct species, though I fail to separate them. 
It is quite possible that plants belonging to the allied G. pur- 
puremi , B. Br., may be included in some of the above references. 

2. Geodorum formosanum, Rolfe, in Ann* Bot. ix. (1895) 
p. 157. 

Poemosa*: Bankinsing (A* Henry , 1137!); South Cape 
(A. Henry , 1375 1). Herb. Kew. 

3. Geodorum semicristatum, Lindl. FoL Orch ., Good. p. 2. 
Tropidia grandis, Hancc , in Journ. Linn. SoeBot. xiii. (1872) p. 128 \ 

Journ. Bot. xi. (1873) p. 153. 

Poemosa : Ape’s Hill, Takow (Playfair, n. 96 !) ; Hongkong 
(Hance, 133431). Mus. Brit.; Herb. Kew. 

Philippines. 

1. Plocoglottis ? sp. 

Szechuen : Mount Omei, at 4000 ft. (Faber, 947!). Herb. 
- Kew. • • 

Apparently belongs to # this genus, but all the flowers are 
badly eaten. 
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1. Luisia Hancockii, Holfe, in Kew Bulletin (1896) p. 199. 

Liiisia teres, Maxim, in Bull. Soc. Nat. Mosc. (1879) p. 60 |non 

Blnme). 

Chekiaitg f western bills, Ningpo, growing on a wax-tree 
( Stillingia sehifera ) beside tbe river—very rare (Hancock, 22 !); 
on bare rocks (Hickin !), Back Ban o£ the natives. Mus. Brit.; 
Herb. Kew. « 

In habit similar to L. teres, Blurne, but more slender, the 
flowers smaller, and the lip differently shaped. f 

2. Luisia l&orsei, Bolfe , n. sp. 

Herba circa \ ped. alta. Oaulis validus. Folia rigida, teretia, 
2-4 poll, longa; vaginae corrugatse# Bacemi breves, paueifiori. 
Bractece late ovatce, subacute, divaricatae, rigidae, 1 poll, longae. 
BecUcelli circa 4 lin. longi. Sepala et petala subsequalia, oblonga, 
subobtusa, 3 lin. longa. Labellum 3| lin* longum ; hypochilium 
late triangnlare, 2| lin. latum; epiekilium late rhomboideo- 
ovaturn, retusum, 2£ lin. latum. Columna brevissima. Capsula 
clavata, 1 poll, longa. 

Kwahgsi : Lungchao (Morse, 101, herb. A . Henri / /). Herb. 
Kew. 

Nearest allied to X. teretifolia , G-aud. (at least as to the Indian 
plant so named), but the leaves are shorter and stouter, and the 
flowers much larger. 

3. Luisia teres, Blame, Bumphia, iv. p. 50, in nota; Blume, 
Mus . Bot. Lugd.-Bat.i. p. 64; Lind!. Fol. Orch ., Luisia, p. 2; 
Branch . et Savat . Bmm . FI. Jap . ii. p. 28. 

Epidendrum teres, Thanh. FI. Jap. p. 30; Thunh. Ic. PI. Jap. i. t. 7. 
Cymbidium triste, Lindl. Gen. (.$• Bp. Orch. p. 167, parte, non 
Willd. 

Szechuen : without locality (Pratt 1). Herb. Kew. 

Japan. 

Beadily distinguished by the bifurcate lip with acute lobes. 

4. Luisia teretifolia, G-aud . in Frege. Voy., Bot . p. 427, 
Atlas, \ Blume, Bumphia , iv. p. 50, t. 194, fig. 3, 1.197, 
fig. D ; Lindl . Fol. Orch., Luisia, p. 2 ; Hook.f* FL Brit. Incl. 
vi. p, 22. 

Hainan (A. Henry, 8686 1). Herb. Kew. 

India and Malaya, Marianne Islands, and perhaps New 
Caledonia. 

The specimen is [in young fruit, but *the ixp seems identical « 
with that of the Indian plant. The*"New Caledonian locality 
remains doubtful, as the specimen has lost all its flowers. 
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5. Luisia sp. 

Formosa : South Cape (A. Henry, 695!). Herb. Kew. 
Possibly L. tereiifolia, Gaud., but impossible to determine 
certainly without flowers. 

[Luisia sp., Benth. FI. Bony 1c. p. 358, from rocks on Mount 
Victoria, Hongkong ( Champion , 526 !), is without flowers, but is 
evidently Sarcdnthus teretifolius, Lindl.] 

1. Dfploprora Champion! Hook, f FI. Brit. Ind. vi. p. 26 ; 
Book. Ic. Bl. t. 2120. # 

Cottonia Championi, Lindl. in Book. Few Journ. Bot. rii. (1855) p. 35; 
Journ. Linn. Soc., Bot. iii. (185%) p* 39; Benth. FI. Hongk, p. 357. 

Luisia bicaudata, Tine. Fnum. PI. Zeyl. p. 302. 

Vanda bicaudata, Tim., 1. c. p. 429. 

Sarcantbus rostratus, Iteichh. f. in Seem. Bot. Herald , p. 419, P non 
Lindl. * 

Formosa: Pankinsing mountains {A* Henry , SOS, 1606!); 
Honokonu (Champion , 227! Bar-land, 438!). Mus. Brit.; 
Herb. Kew. 

Bhotau, Khasia, Tenasserim, and Ceylon. 

The Sarcantlms above cited is doubtfully included by Bentham, 
but there is no specimen so named in Hanee’s herbarium. 

1, Phalaenopsis Aphrodite, lleichb . f. in Bamb. Gartenz. 1862, 
p. 35 ; Xen. Oreh. ii. p. 6. 

Phalsenopsis amabilis, Lindl. Bot. Beg. 1838, t. 34; Bot. Mag. t. 4297, 
non Blume. 

Formosa: South Cape (A. Benry , 1705 !). Herb. Kew. 
Philippines. 

1. Doritis Wightii, Benth. in Benth. at Book. /. Gen. PL iii* 
p. 574; Book./. FL Brit. Ind . yi. p. 32. 

Phalsenopsis Wightii, Beichb.f. in Bot. Zeit . xx. (1862) p. 214, 

Aerides latifolium, TJnv. Fnum. PL Zeyl. p. 429. 

Hainan : Hongtai, on trees (Ford, 475 !). Herb. Kew. 

India and Ceylon. 

1. Sarcochilus aurifertts, Bolfe. 

Bendrobium auriferum, Lindl. Gen. # Sy. Orch. p. 83; Bot . Beg, 
xx., Misc, p. 59. 

China : without locality (Beeves !). Herb. Kew. 

Based on a drawing^formerly in the possession of the Horti¬ 
cultural Society. According to a copy in Bindley’s Herbarium 
it is evidently a Sarcochilus of the section Bendrocolla , though 
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I am unable to identify it with any dried specimen, or indeed to 
find any other evidence about it. 

2. Sarcochilus hainanensis, Rolfe , in Keio Hand-list, Orch. 
p. 201; Bot . Mag . t. 7489 ; Rolfe, in Kew Bulletin (1896), p. 199. 

Hainan ( Ford , 572 !). .Flowered also at Kew in July 1894, 
the plant having been received from the Hongkong Botanic 
‘Garden, with other Hainan Orchids. Herb. Kew. 

Allied to S. Arachnites , Keichb. f., but the side-lobes of the lip 
are more truncate and the front lobe distinctly triangular. The 
flowers are light yellow, except- the front lobe of the lip, which 
is white, and a few buff markings which occur in the throat and 
on the sides of the lip. 

3. Sarcochilus luniferus, Benth. ex Hooh.f. Bot . Mag . t. 7044; 

Hook f. FI. Brit. Ind. vi. p. 37. • 

Thrixsperinuni luniferum, Reichb. f in Gard. Chron. (1868) p. 786. 

Yunnan : Mengtze, south-east mountain forests, at 5000 ft., 
on trees (A. Henry , 11129!). Herb. Kew. 

1. Aerides odoratum, Lour. HI. Cochinch . p. 525; Bot . Mag. 
t. 4139; Hooh.f FI. Brit. Ind. vi. p.47. 

China : without locality (ex Loureiro). 

Loureiro gives China as a habitat of this species, but I 
have seen no specimen from there. 

India, Malaya, and Cochin China. 

1. Kenanthera coccinea, Lour . FI. Cochinch . p. 521; LindL 
Gen . Sf Bp. Orch. p. 217; Bot. Reg. 1.1131; Bot. Mag. t. 2997-8 ; 
Taxi. Mag. Bot. iv, p. 49, with plate ; Hooh.f. FI. Brit. hid. vi. 
p. 48. 

China : without locality {Millett !); Hainan : 20 miles north 
of Hoihow, on rocks (A. Henrg !). Herb. Kew. 

Tenasserim and Cochin China. 

1. Vanda concolor, Blume , Rumphia, iv. p. 49, in nota; LindL 
in Paxt. FI. Gard . ii. p. 20; LindL FoL Orch., Vanda , p. 3; 
Sallies', in OrcJddophile, 1887, p. 144, cum ic. 

Vanda Koxburghii, var. unicolor, Hook. Bot. Mag. t. 3416. 

Vanda furva, Lindl. Bot. Reg. xsx., Misc. p. 39, ex parte. 

China : without locality ( Loddiges !); Yunnan ; on lofty 
trees in a hot rocky glen at Mengtze (JHmitoch , 117!); woods 
at 4000-4700 ft. (A. Henry , 11092!). • Mus. Brit.; Jlerb. Kew. 

The precise locality of this plant is not known, but there are 
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several Chinese drawings of it in the Kew collection. It has 
been, contused with the Indian F. Roccbarghii, K. Br., and the 
Moluccan V.furva , Lindl. 

2. Vanda hainanensis, Rolfe, in Kew Bulletin (1896), p. 199. 

Hainan (B. Q. Henry, 37 !). Herb. Kew. 

A very interesting species, belonging to the section Anota , 
which only contains two others, namely, the Indian F. densijlora, 
Lindl., and the Philippine F. violacea, Lindl. According to the 
Bev. B. C. Henry, the flowers are white and purple, and 
fragrant. 

1. Saccolabinm hainanense, Rolfe, in Kew Bulletin (1895), 
p. 28L 

Hainan (B. C. Henry !). Herb. Kew. 

Flowered at Kew in March, 1895. 

1. Acampe multiflora, Lindl. Fol. Orch ., Acampe, p. 1; Reiclib . 

. in Walp. Ann . vi. p. 872 ; Benth. FI. Rong7c. p. 358. 

Vanda multiflora, Lindl. Collect. Bot. t. 38. 

China: without locality (Beeves l); Hongkong ( Champion , 
528! LamonL 761! Hance, 1331!). Mus. Brit.; Herb. Kew. 

Allied to the Indian A. longifolia , Lindl. 

1. Sarcanthus cerinus, Rolfe. 

Cleisostoma cerinum, Ranee, in Journ . Bot. xx. (1882) p. 359. 

Kwangttjng : Lofaushan ( Faber !). Mus. Brit. 

The spur has the longitudinal plate of Sarcanthus, as is also 
the case w$h the two following species. 

2. Sarcanthus elongatus, Rolfe, n. sp. 

Gaules 1 ped. longi v. ultra. Folia teretia, gracilia, 3|-5| poll, 
longa. Racemi pauce ramosi, 8-9 poll, longi, muitiflori. Bractecc 
subulato-laneeolatse, acuta?, divaricate, |-1 lin. longse. Fedicelli 
3 lin. longi. Sejpalum posticum ovatum, subobtusum, 1 lin. 
longum ; lateralia oblique ovato-oblonga, subacuta, 1J lin. longa. 
Retala lineari-oblonga, subacuta, 1| lin. longa. Labelhm tri- 
lobum; lobi laterales triangulares, subobtusi; lobus intermedius 
triangulari-ovatus, acutus, 11 lin. longus; discus subcarnosus ; 
calcar late saccatnm, obovoideum, Ik lin. longum. Columna 
| lin. longa. 

Hainan (Ford,% 73 l). Flowers lilac. Herb. Kew. 

Allied tA S. JUiformis * Lindl., but markedly different in tbe 
details of the lip. 
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3. Sarcanthus Fordii, Bolfe. 

Cleisostoma Fordii, Hance, in Journ. of Bot. xiv. (1876) p. 45. 
Hongkong ( Ford !). Mus. Brit. 

4. Sarcanthus formosanus, Bolfe, in Kew Hand-list , Orch. 

p. 201. 

Cleisostoma formosana, Hance, in Journ. Bot. xxii. (1884) p. 364. 
Formosa (Oldham , 557!); Bear Tamsui (Fiord l) \ Kelung 
(Ford, 93!). Mus. Brit.; Herb. Kew. 

« 

5. Sarcanthus hongkongensis, Bolfe, in Keio Hand-list , Orch . 
p. 201 (name*only); Kew Bulletin (1898), p. 198. 

Hongkong (Fordty. Herb. Kew. 

Allied to the Indian S.filiformid\ Lindl. The flowers are pale 
lilac, with the column, the side-lobes of the lip, and base of the 
front lobe bright purple. 

6. Sarcanthus paniculatus, Lindl. in Bauer III. Orch. PI ., 
Genera, t. 9; Lindl. Gen. Sj>. Orch. p. 233. 

Aerides paniculatum, Ker, in Bot. Beg. iii. t. 220. 

Vanda paniculata, B. Br. in Bot. Beg. vi. sub t. 506 et Not is ad calcem 
vol. [p. 3]. 

China: without locality (Banks ex Lindley). Cultivated 
specimens in Herb. Kew. 

Introduced by Sir Joseph Banks, and flowered in his collection 
about the year 1817. Living plants have since been received 
at Kew from China, but we are still ignorant of its precise 
habitat. 

7. Sarcanthus rostratus, Lindl . Collect. Bot. p. 39, fig. B ; 
Bot. Bey. t. 981. 

Vanda recurva, Hook. Bxot. FI. iii. 1.187. 

Vanda xostrata, Lodd. Bot. Cab . 1 . 1008. 

China: without locality, ex Lindley. Cultivated specimens 
in Herb. Kew. 

Beeeived from China by the Horticultural Society of London 
in 1821. It is quite distinct from the Indian SarcanfJms 
oxyphyllus, Wall., with which Lindley (Bot. Beg. xxx. Misc. p. 58) 
confounded it. 

8. Sarcanthus succisus, Lindl. Bot. Beg. xii. t. 1014. 

China: without locality (Barks ex Lindley ). 

Brought from China for the Horticultural Society of London 
by Mr. John Damper Parks, in 1824. f have not seen a* 
specimen. * • 
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9. Sarcanthus teretifolius, Lindl. Gen . 4’ Orch. p. 284; 
JBot. Mag. t. 3571; Hance , in Journ. Linn. Soc., JBot. xiii. (1872) 
p. 127; Belg. Hort. x. p. 129, t. 9, %. 8. 

Vanda teretifolia, Lindl. Collect. Bot. t. 6; Bot. Beg. viii. t. 67G. 

Luisia sp. ? Lindl . Fol. OrchLuisia, p. 1; Benth. J7. Hough. p. 358. 

China : without locality (Brooks); Hongkong (Hance, 
S33! lament, 764 A! Ford, 5681). Mus. Brit.; Herb. Kew. 

Introduced from China by W. Brooks, and flowered in the 
collection of Mr. Cattlev, at Barnet, about the year 1820. 

There can be no doubt that the Luisia above cited belongs 
here, as Hance suspected. Champion’s specimen's flowerless* 
but the roots are produced all the way up the stem, as in this, 
3Jot as in Luisia teres, Bin me*; while the habit of the plant and 
the texture and strise of the leaf-sheaths are equally sufficient to 
settle the matter, in spite of the general resemblance of the two 
plants. Champion’s aiJd Hance’s specimens were gathered at 
the same spot, while the Luisia is not known from Hongkong. 

1. Cleisostoma virginale, Hance, in Jo urn. Bot. xv. (1877) p. 88. 

Appendicula sp. ; Hance, in Journ . Linn. Soc., Bot. xiii. (1872) p. 128 
(species secimda), 

Hongkong (Boicringl Fordl). Mus. Brit.; Herb. Kew. 

1. Ornithochilus fuscus, Wall, ex Lindl . Gen. Sf Sp. Orch. 
p. 242 ; Hook.f FI. Brit . Ind. vi. p. 76. 

Ornithochilus eublepkarou, Hance , in Journ . Bot. xxii. (18S4) p. 364. 

Aerides difforme, Wall, ex Lindl . Gen. <§• Sp. Orch. 1884, p. 242. 

Aerides Ilystrix. Lindl. in Journ. Linn. Soc., Bot. iii. (1859) p. 42 (non 
Gen. $ S 2 ?. Qt'clt.). 

Kwangttjng: Lofaushan (Ford, 92!). Mus. Brit. Herb. 
Kew. 

Tropical Himalaya and Tennasserim. 

I can detect no difference between the Chinese and Indian 
plants. 

1. Angrsecmn falcatum, Lindl. Gen. $ Sp. Orch. p. 237 (in 
syn.) ; Benth. et Hook. f. Gen. Plant, iii. p. 583. 

Orchis falcata, Thumb. FI. Jap. p. 26. 

Limodorum falcatum, Thunb. Ic. PL Japon. dec. 1, t, 6; Bot. Beg. 
t. 283 ; Bot. Mag. t. 2097. 

(Eceoclades falcata^ Lindl. Gen. 4' Orch. p. 237; S. Moore, in 
~~~ Journ. Bot , xv. (1878) p. 138 ; Franck . et Samt , Fnum. PL Japon. ii. p. 28 

esd. syn. Aetides japonieum). 
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Aerides Thunbergii, Miq. Ann. Mus. Bot. Lngd.-B'ui. ii. p. 205. 

Chekiang-: Hangchau (Mo u le !): Kingpo (Fverardl) ; King- 
kongjao, near Hingpo ( MedJvurst !). Herb. Kew. 

Also found in Japan. 

There Has been some confusion with this species in the books,, 
but the abore synonymy I believe is correct. 

1. Appendicula bifaria, Lindl. ex Benth. in Ejw Journ. Boh 
vii. (1855) p. 35; Benth . FL Hough. p. 358; Reichb.f. in Walp. 
Amu vi, p. 893; Hook.f FL Brit. Ltd. vi. p. 82. 

Hoxgkkong- ^Champion , 282 ! Ford ! Bov:ring !). Mus. Brit.; 
Herb. Hew. 

India, Tenasserim, and Singapore/ 

1. Thelasis hongkongensis, Rolfe , in Kew Bulletin (1896),. 
p. 199. * 

Thelasis pygmrea, Hance, in Journ. Linn. Soc. } Bot. xiii. (1872) p. 127, 
non Lindl. 

Hongkong- ( Rctnce , 1287! Ford, 13!). Mus. Brit.; Herb. 
Kew. 

This is nearly allied to the Philippine T. triptera , Beichb. f., 
which, however, has larger flowers, and the sheathing bracts of 
the scape loose and twice as broad. The Indian T. pygmcea , 
Lindl., to which it has been doubtfully referred, is still more 
distinct. 


OBCHIDACEiE: Neottiejs. 

1. Galeola Faberi, jRolfe, hi Few Bulletin (1S96), p. 200. 
Szechuen : Mount Omei, 7000 ft. alt. {Faberi). Herb. Kew. 
A very distinct species allied to the Himalayan G. Lindleyana, 
Keiehb. f., but with far narrower segments, a much shorter ovary* 
and quite different aspect generally. 

1. Vanilla sp. 

Formosa: Bankinsing (A. Henry, 479 !). Herb. Kew. 

1. Tropidia angulosa, Bhtme , Coll. Orclu Archip. Ind. p. 122; 
Hooh.f. FI. Brit. Ind. vi. p. 92. 

Cnemidia angulosa, Lindl. Gen. Sp. Orch. p. 463. 

Decaisnea angulosa, Lindl. in Wall. Cat. n. 7388. 

Tropidia Govindooi, Blume, Coll. Orch. ArcMp. Iftd. p. 122. 
Govindooia nervosa, Wight , Ic. vi. t. 2090* * 
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Tiopidia semilibera, Blmne , Coll. Orch. Archip. Ind. p. 122. 

Cnemidia semilibera, Lindl. Gen. c§* Sp. Orch . p. 463. 

Formosa : Ape’s Hill, Takow, in dark situations (A. Henry , 
1905). Flowers white. Herb. Kew. 

India and Philippines. 

2. Tropidia formosana, Bolfe> in Ann. ofJBot . ix. (1895) p. 158. 
Formosa: Baukinsing (A. Henry , 15731). Herb. Kew. 

3. Tropidia hongkongensis, Bolfe. 

Tropidia cureuligoides, Benth. FI. JECongk. p. 359, excl, s yn, f non 
Lindl. * 

Hongkong ( Champion , 522 I). Herb. Kew. 

Bentham unites both thii# and the Philippine T. septemnercis, 
ILe\ch]).i.(Ptychochilus septemnervis,Meyen\ with the Himalayan 
T. curculigoides , Lindl., and in a note further confounds it with 
species from Malaya' and Ceylon. The inflorescence is not in 
good condition, but the leaves are distinctly narrower than m 
both the Himalayan and Philippine plants. 

[: Tropidia grandis , Hance, is Geodorum seniicristatiim, Lindl.] 

1. Neottia camtschatica, Spreng. Syst . Veg. iii. p. 707 ; Bedel). 
FI. Boss. iv. p. 82. 

Ophrys camtschatea, Linn. Sp. PL ed. 1, p. 948. 

Epipactis camtschatea, Sw. in Vet.-Acad. By a Handl. Stockh. xxi. 
(1800) p. 232. 

Serapias camtschatea, Steud. Nomencl. Bot . ed. 1, p. 766. 

Neottia lcamtschatica, Lindl. Gen. <$* Sp. Orch. p. 458, 

Neottia camtschatea, Beichb. Ic. FI. Germ, xiii-xiv. p. 146, t. 478. 
flg.1,2. # 

KajhSITH : Tangut ( Frzewalski !). Herb. Kew. 

Siberia. 

2. Neottia mierantha, Lindl . Gen . 4' Bp* Orch . p. 458; Led eh. 
FL Boss . iv. p. 82. 

Hupeh (A. Henry , 6S77 1 6877 a !). Herb. Kew. 

Siberia. 

A rather anomalous species. 

1. Listera grandiflora, Bolfe , in Kew Bulletin (1896), p. 200. 
Hupeh: Fang (A. Henry , 6876!); Szechuen: Mount Omei, 
in dark damp place at 8000-9000 ft. (Faber, n. 948!). Herb! 
*Kev\. • 

A mos£ distinct species, the largest-flowered one in the genus. 
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2. Listera puberula, Maxim . £» X>mZZ. Acad. Petersb. xxix. 
\1S84) p. 204 ; Mel. Biol. si. p. 843. % 

Kaxstth : Tan gut (Przeicalski !). Herb. Kew. 

1. Spiranthes australis, Lindl. Bot. Beg. x. sub t. 823; 

Gen . >8/;. Orch . p. 464 ; • Swinhoe , PZ. Formosa, p. 4; 

HooJc.f . FI. Brit. Bid. vi. p. 102; Franck. PI. Bgivid. i. p. 205 ; 
Palibin , Fort. Petr op . xiv. (1805) p. 140. 

Aristotelea spiralis, Zmtr. P/. Cochinch, p. 522. r 

Neottia sinensis, Pers. Syn. PL ii. p. 511. 

Neottia australis, B. Br. Prodr. p. 319. 

Spiranthes pudica, Lindl. Collect. Bot. t. 30. 

Neottia australis /3 chinensis, Edwards* in Bot. Beg. t. 602. 

Spiranthes amoena, Bunge , Ennm. Pl. Chin. Bor. p. 63. 

Spiranthes australis, var. pudica, Lindl. Gen. $ &p. Orch. p. 465 ; Benth. 
vi Kook. Keiv Joarn. Bot. vii. (1855) p. 3.8; Benth. FL Hough, p. 300; 
Miq. in Journ. Bot. Fieri, i. (1801) p. 91. 

Gyrostackys australis, Bhane, Coll. Orch. Arch ip. Ind. p. 128, t. 37, 
tig. 3, t. 38, fig. 3. 

Chilhi (Putjata Sf Borodowsky , ex Palibin ) ; Cokea 
( Wilford , 923!); Kaxsuh (Przeicalski l) ; Szechuex {Pratt, 
626 !) ; Yukzsajst {Hancock, 516 !); Hongkong ( Champion , 26S! 
Wilford , 397 ! Urquhart ! Wright , 526 !) ; Fobmosa ( Oldham , 
562 ! Swinhoe !) ; Luciiu Aechipelago {Beecheg ! Wright , 
335-3381). Also various other collectors. Mus. Brit.; Herb. 
Kew. 

This is probably the most widely distributed Orchid known, as 
it extends from Jekaterinenhurg, on the southern part of the 
TJral Mountains, and Afghanistan on the west, to Ceylon and 
South India, Japan, Java, Australia, and New Zealand. 

2. Spiranthes exigua, Bolfe, in Few Bulletin (1S96), p. 200. 
Hupeh (A. Henry , 6585!). Herb. Kew. 

A curious little leafiess plant, not nearly allied to any other 
Old World species. The minute hastate lobes of the lip are 
easily overlooked, unless very carefully searched for; and the 
rostellum is curiously recurved at the apex. A single specimen, 
is at present known. 

1. Physurus chinensis, Bolfe , in Kew Bulletin (1896), p, 200. 
Kwaxgtung ; Lienekow Fiver ( Ford , 134, 240!). Herb. 
Kew. 
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135. OECHIDACEJE : NEOTT1EJE. 


It is also cultivated at tlie Hongkong Botanic Garden and 
at Kew. 

1. Anoectoclxilus Boxburghii. Lin ell. Gen. Sf Sp. Orch . p. 490 ; 
Blume , Coll. Orcli . Archip. Ind. p. 50, t. 12 B, fig. 2 ; Hook . f. 
FI Brit. Ind. vi. p. 95; Hance, hi Journ. Bot. xxv. (1887) p. 18. 

Alice ctochilus sp., Hance, in Journ. Bot. xx. (1882) p. 39. 

Chekiang : Ningpo {Hancock !) ; Formosa. : Banki using 
Mountains (A. Henry, 1626!); Kwangxttng: North-west 
Biver {Ford, 253!), Lofaushan Mts. {Fordfy Mus. Brit.; 
Herb. Kew. 

Tropical Himalaya. * 

2, Ancectochilus Tashiroi, Maxim, in Bull. Acad. Si. Petersb. 
xxxi. (3887) p. 103 ; jMS7. Biol xii. p. 546. 

Luchtj Akchipelago (Tashiro misit Tanaka). 

Only known to me from the original description. 

1. Vrydagzynea nuda, Blume , Coll Orcli. Archip . Ind. p. 74, 
t. 20, fig, 3 ; Hance , in Journ. Bot. xxiii. (1S85) p. 247. 
Hongkong {Ford ! ex hb. Hance , 22306 !). Mus. Brit. 

Java. 

This agrees remarkably well with Blume’s figure, though I do 
not feel quite certain of the determination. 

1. Zeuxine formosana, Bolfe, in Ann. Bot . ix. (1895) p. 158. 
Formosa: South Cape {A. Henry , 644 !). Herb. Kew. 

2. Zeu&ine sulcata, Lindl. Gen. Sp. Orcli. p. 485; Journ . 
Linn . Soc., Bot. i. (1S57) p. 186; Benth. FI. llonejk. p. 360 ; 
Hook.f. FI. Brit. Ind. vi. p. 106; 

Zeuxine emarginata, Lindl. Gen. Sjn Orcli. p. 485; Benth. in Kew 
Journ. Bot. vii. (1855) p. 38. 

Zeuxine Tripleura, Lindl. in Journ. Linn . Son., Bot, i. (1857) p. 186; 
Hance , in Journ, Linn. Soc., Bot. xiii. (1872) p. 128. 

Triplelira pallida, Lindl. Gen. Sp. Oreh, p. 452. 

Fobmosa: near Tamsui {Walters !), Ape’s Hill, Taiwan 
{Playfair, 364!); Hupeh: Fang {A. Henry , 6589!); Hong¬ 
kong (Champion , 524! Wilford , 284! Hancel). Mus. Brit.; 
Herb. Kew. 

Afghanistan, •widely dispersed in India, ' to Cochinchiua, 
South Japan, Java, aud«the Philippines. 
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1. Cheirostylis chinensis, Bolfe, in Ann. Bot. ix. (1895) p. 158. 

Formosa: South of island (A. Hance , 390!), summit of 

Ape’s Hill, T,akow (A. Henry , 320!). Herb. Kew. 

2. Cheirostylis flabellata, Wight, 1c- PI- In cl. Or- v. p. 16, 

t. 1727 ; Lincll- in Journ. Finn. Soc., Bot- i. (1857) p. 187, ex el. 
syn. Griff.; Hook.f. FI. Brit- Bid- vi. p. 105. * 

Goodjera flabellata, A. Pick- in Ann. Sc. Nat. s&\ 2, xv. (1841) p. 79, 
1 . 12 . ' 

HoHGKONa it (Fb'?Y?, 1301). Herb. Kew. 

North and South India. 

3. Cheirostylis ymmanensis. Bolfe, in New Bulletin (1898), 

p. 201. 

Ytohah : sbadv rocky places at Mengtze (Hancock, 25 !), 
Flowers white; very rare; Woods at 4600 ft-., in shade, on 
stones (A. Henry, 10423!). Herb. Kew. 

Habit of G- flabellata, Wight, but with much larger flowers 
and petals much longer than the sepals. 

1. Odontochilus Elwesii, C. B. Clarice, in Hook- f. FI- Brit. 
Ind. vi. p. 100 ; Hook. Ic. PI. t. 2167. 

SzECHUEisr: Mount Omei, 5000 ft. {Faber, 939!). Herb. Kew. 

Sikkim, Assam, Upper Burma. 

The Chinese plant has slightly larger flowers, but the whole 
plant is similar in other respects to the Indian one. 

2. Odontochilus yunnanensis, Bolfe, u. sp. 

Bhizomci repens. Gaalis erectus, 4-8 poll, longus. Folia 
petiolata, elliptieo-oblonga, acuta, 2-3 poll, longa, 9-l*S lin. lata; 
petiolus 9-10 lin. longus, basi in vaginam spathaeeam amplexi- 
eaulem expansus. Bacemus 2-4 poll, longus, multiflorus. Bractem 
laneeolafcse, acutss, 6-8 lin. longa?. Pedicelli 4-5 lin. longi. 
Sepahwi posticum ovato-oblon gum, subobtusum, 3 lin. longum; 
lateralia patentia, elliptieo-oblonga, obtusa, 4 lin. longa. Petala 
oblique semiovata, subobtusa, cum sepalo postico in galearn 
eonniventia. Zabellum 7 lin. longum, basi angustum, apiee in 
laminam bilobam dilatatum ; lobi oblongi, subdivaricati; unguis 
utrinque appendiculis linearibus 3-4 instructus, basi in sacculum 
globosum 1| lin. latum dilatatus. Column#, 2 lin. longa. 

Ytjhhah : Mengtze, mountain forests, at 50J)0 ft. (A- Henry , 
111101). Flowers yellow. Herb. Hew. * 

Allied to O. Olarkei , Hook, f., a native of Sikkim, biff} differing 
in numerous details. 
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1. Myrmechis chinensis, Itolfe , n. sp. 

Caules graeiles, repentes, ascendentes. Folia orbicuiaria, 
obtusa v. apiculata, l§-2 lin. lata ; petiolus 1 lin. longus, basiin 
vaginam tubulosam brevem dilatatus. Scapus terminal's, 1-1 d 
poll, longus, sparse pilosus, apice 2-3-florus. Broctece oblongo- 
lanceolate, aeutse v. apiculatse, 1| lin. longse. Fedicelli 1^-2 lin. 
longi. Sepala et petala ovato-oblonga, apiculata, 2 lin. longa. 
Labellmi basi saccatum, limbus oblongus, obtusus, 2 lin. longus, 
apice vix dilatatus ; calli oblongi, obtusi. Columna generis. 

Hupeh (A . Henry , 6841!). Herb. Kew. 

Allied to M. japonic a, Eolfe (if. gracilis , French. et 8avat. 
Enum. PI. Jap. ii. p. 39 (non Blume); Bhamphidia japonica, 
Beiebb. f. in Bot. Zeit. xxvi. (1878) p. 39), but the leaves and 
flowers considerably ^mailer, and the lip not dilated at the 
apex. 


1. Hsemaria discolor, Lindl. Gen. § Sp. Orch. p. 490 j Benth. 
FL Hongk. p. 361; Hook. f. FI. j Brit. Ind. vi. p. 101, in part. 

Goodyera discolor, Her, in Bot . Bey . iv. t. 271; Bot. Mag. t. 20*55 ; 
Zodd. Bot. Cab. ii. 1.143. 

Ludisia discolor, A. Rich, in Diet. Clas. Fat. vii. p.437 ; Blume , Orch. 
Arehip. Ind. p. 113, t. 42, fig. D. 

Ludisia Furetii, Blume, Orch, Arehip. Ind . p. 114, t. 34, fig. 3. 

Ludisia odorata, Blume , Orch. Arehip . Ltd. p. 114, t. 34, fig. 2. 
Kwjutgtcjng (Furef); Hongkong (Champion , 274! Wright, 
527! Hance , 1168! Lamont , 771!). Mus. Brit.; Herb. Kew. 
Cochiiifhina. 

This is Goodyera discolor , which has been cultivated in 
gardens ever since 1818, and was at first reported to have 
come from Brazil. The leaves are uniformly deep dull purplish 
green above and reddish purple beneath. Eecently one or more 
Malayan species with silvery veined leaves have been cited as 
synonymous, though they appear to represent distinct but 
closely allied species. Hcemaria argyroneura , Miq. Choix Pl. 
1.16, cited in the Flora of British India, vi. p. 101, is, however, 
Macodes argyroneura , Eolfe, in Kew Bulletin (1896), p. 47. 


1. Goodyera |oliosa, Benth. esc Hook, J-. in FI. Brit. Ind . vi. 
p. 113, excl. syn. G-riff. 

Georch® foliosa, lindl. Gen. $ Sp, Orch, p, 496, 
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Goodyera spp. nn. 10, 11, Griff. Xotul. m. pp. 394, 396; lc.*PL 
Asiat. t. 346, fig. 1. 

Kwangtukg : Lofaushan (Ford, 328!). Herb. Kew. 

Sikkim to Burma and Perak. 

2. Goodyera formosana, JRolfe , in Ann . Bot. ix. (1895) p. 159, 
Formosa : Bankinsing Mountains (A. Henry , 409 I). Herb. 

Kew. # 

3. Goodyera Henryi, JRolfe, in Hew Bulletin (1896), p. 201. 
Hijpeh : I<;hang (A. Henry , 6878 !). Herb. Kew. 

Allied to the Indian G.foliosa , Lindl. 

4. Goodyera nebularum, Bolfe . 

Oystorcliis ? nebularum, Hance , m Journ. Bot. xxi. (1883) p. 232. 
KwAtfGTUKG: in sum mis montibus Lofaushan, Canton {Faber ; 
lib. Hance , 22147 !), Mus. Brit. 

This proves on examination to be a Goodyera. 

5. Goodyera procera, Hook . JEkoi. F/orar, i. t. 39 ; LindL Gen. 
Sf Sp. Orch. p. 493; Benth. FI. Honyk. p. 360; Hook . /*. F7. 
Brit. Ind . vi. p. 111. 

Neottia procera, Kcr, in Bot. Reg. Tiii. t. 639. 

Formosa: Tamsui ( Oldham , 558!), Bankinsing (A. Henry , 
165, 1826!); Kwa^gtung*. Macao ( Vachell , 79!); Hokgkostg 
(Champion, 267 l Wilfoi'd, 375! Hance, 533! jCaflnon#!); Luchu 
Archipelago (TTVzyA£, 339!). Mus. Brit.; Herb. Kew, 

India and Java. 

6. Goodyera repens, R . Hr. Ait. Hort. Hew. ed. 2, y. p. 19S; 
LindL Gen. § Sp. Orch. p. 492; Hyman , Conspect . F/. Europ . 
p. 6S9; Boiss. FL Orient . y. p. 90; Ledeb. FL Ross . iv. p. 86 ; 
Franck . et Savat. Fnrnn. JPL Jap. ii. p. 38 (&&rf. syzs.) et p. 520 ; 
IToo/j. /*. JY. HreY. yi. p. Ill; Macoun, Cat , PZ. Canad. ii. 
p. 9; A. Gbyzy, A*. U . States, ed. 5, p. 503; Chapm . J7. 

£7. States , p. 463. 

Kiangsu ; Tangut (Przewalski !); Hupeh : Hsingshan 
(A. Henry , 6513!). Herb. Kew. 

A Yer j widely diffused species, ranging from Britain and 
Portugal to the Himalayas, Japan, and North-eastern Asia, and 
from Canada along the Eastern United States to the mountains 
of North Carolina. * 
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f. Goodyera Sehlechten&aliana, Reichb. f in Linncea , xxii. 
(1849) p. 861; Franck. <?£ Saved. Enum . PZ. ii. p. 38; So m oh a 

Zusetsu , xviii. t. 79. 

Goodyera seeiraditiora, Grty. Fatal . iii. p. 394; /<?. P/. Asiat. iii. 
t. 346, fig. 1 ; Lindl. in Journ. Linn. Soc., Rot. i. (1857) p. 182 ; Ilooh.f. 
FI. Brit . Pzd vi. p. 113. 

Goodyera japoniea, Blame, Coll. Orch.-Archip. Ind. et Jap. p. 38, t. 9, 

%.i,t.i],%.a 

Goodyera similis, Blume , CoZZ. Archip . Ind. et Jap. p, 89, t. 9, 

fig. 2, t. U, fig. D. 

Chekiakg- ( Fortune !): woods on top of hills at 3000 ft. 
{Hichin !), Ningpo Mts., under bamboos {Faber, 1$9 !); Hupeh: 
Nanto and mountains to northward (J. Henri/, 2605!), without 
precise locality {A. Henry , 6133, 7580!). Herb. Kew. 

Northern India, Japan. 

The above all appeaiyfco me to belong to one variable species, 
which sometimes has the leaves variegated, at others uniformly 
green. 


8. Goodyera velutina, Maxim, in Begets Gartenfiora , xvi. 
(1867) p. 38, t. 533, fig. 1; FI. des Serres, t 1779; Franck, et 
Savat. Enum. PL Jap. ii. p. 3S. 

HrPEH : Pang {A. Henry , 6638, 76S2 !). Herb. Kew. 

Japan. 


1. Microtis parviflora, B. Br. Prodr. p. 321; Lindl. Gen . 
Sp. Orch. p. 395 ; Benth. FI. Austral, vi. p. 347; Hance , in 
Journ. JBot. xvii. (1879) p. 15. 

Poemosjt: Tamsui ( Oldham , 561!); Luchtj Akchipelago 
( Wright , 340!). Mus. Brit.; Herb. Kew. 

Australia, New Caledonia, Java, and Japan. 

1. Arethusa sinensis, Bolfe , n. sp. 

Tuber suhglobosum, parvum. Folia radicalia, 2-3, subsessilia, 
lanceolata v. elliptico-lanceolata, acuta v. acuminata, 2-4 poll. 
Jonga, §~1 poll. lata. Scapus erectus, 4-6 poll, longus, 2-3- 
fiorus, glaber. Bracteee oblongo-lanceolatse, acutse, 2-3 § lin. 
iongse. Fedicelli 3-44 lin. longi. Sepala lanceolato-linearia, 
subacuta, 5-6 lin. longa. Fetala lanceolata, acuta, 5-6 lin. longa. 
Labellum 5-6 lin t longura, basi columns© breviter adnatum, 
et subsaccatum, limbifs # obscure trilobus, 3 lin. latus, apice 
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apiculatus, margine fimbriato-dentieulatus, discus trilamellatus, 
lamellae fimbriatse. Columna elavata, 4 lin. longa. 

: Mengtze (A. Henry, sine numero!). Herb, Kew. 
An interesting addition to the genus, most resembling the 
section Cryhe in habit. 


1. Pogonia Fordii, Hance , in Journ. Bot. xxiii. ^LSSo) p. 247. 
Kwaxgtuxg : Lofaushan (Ford !). Mas. Brit. 

2. Pogonia opliioglossoides, Ko\ in Bot. Key. ii. t, 148 ; Nutt. 
Gen. N. AmerlFl. ii. p. 192; Hook . Exot. FL i. t. 70; LindL 
Gen. §* Sjp. Orcli. p. 413 ; Hance , in Journ . Bot. xxiii. (1SS5) 
p. 247; Franck, et Savat. Emm. PL Jap. ii. p. 34. 

Pogonia similis, Blame, Coll. Orck. Archijp . Inch et Jap. p. 148, t. 32, 
%. 4, et t. 54, fig. A. 

Pogonia japonica, Beichb. f. in Linncea , xxv. ( iSo'2) p. 228. 

Hupeh : Ichang ( A . Henry , 1777,4044!), Chienshih (A. Henry, 
5811!); Kwangtti^g : Lofaushan at 2500 ft. (B. C Henry l); 
Corea: Chemulpo ( Carles , 52!), Soul Mountains ( Carles , 134!). 
Mus. Brit.; Herb. Kew. 

Japan and Eastern North America. 

3. Pogonia pulchella, Hook. f. Bot. May. t. 6851. 

Ho^geostu (Ford !). Herb, Kew. 

4. Pogonia yunnanensis, Finet, in Bull. Soc . Bot. Fr. xliv. 
(1897) p. 419,1.13, figs. K-Z. 

Txjtoan: west of Talifou, between the Salween and Mekong 
Fivers (Prince Henri of Orleans , ex Finet). 

1. Didymoplexis pallens, Griff, in Calc . Journ . Nat. Hist . iv. 
(1844) p. 3S3, t. 17 ; Hemsl. in Journ. Linn . Soc., Bot. xx. 
(1883) p. 308, t. 28; HooTc.f. FI. Brit. Ind. vi. p. 122. 

Leucorehis sylratica, Blame, Mas. Bot. i. p. 31; Coll. Orck. Arch. Ind . 
et Jap . p. 147, with fig*. 

Apetalon minutum, Wight , Ic. t. 1758. 

Arethusa ecristata, Griff. Notul. iii. p. 378; Ic. PI. Asiat. tt. 343, 344. 
Epiphanes pallens, Reiclib. f. in Seem. FI. Vit. p. 296. 

Formosa.: Takow (A. Henry , 18781). Parasite on roots, 
flowers white. Herb. Kew. 

India. 

Am interesting discovery. I fail to distinguish it from the 
Indian plant, which is rather widely diffused. 
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1. G-astrodia elata, Blimp, Mus. Bot. ii. p. 174; Bhme, CWZ. 
Orcli. Arcliip. hid, et Jap. p. 143, t. 53, fig. 1. 

Hupeh : Icliang (A, Henry , 868, 46591), Ghangyang, S. Paining, 
at 3000-5000 £t. (A. Henry , 6078!) : Szechuen : Without locality 
{Pratt, 100!). Mus. Brit.; Herb. Kew. 

Japan and Tibet. 

Hatire namfe ‘ 4 Tien-ma.” The root is a drug and is often 

eaten roasted like a potato (A. Henry). 

• 

1. Cephalanthera erecta, LindJ. Gen. § Sp. * Orcli. p. 412; 
Bhme , Coll. Orck. Arcliip. hid . et Jcip. p. 188, t. 65, fig. 2; 
Branch, et Savat . FSlum. PI. Jap. ii. p. 35. 

Serapias erecta, Thunb. FI. Jap. p. 27 ; Ic. PL Jap. i. t. 4. 

Hupeh: Patung Henry , 1429, 3761!); Szechuen : 
S. Wushan (A. Henry, 5464 A !). Mus. Brit.; Herb. Kew. 
Japan. 

2. Cephalantliera falcata, Lhull. Gen. Sp Sp. Orcli. p. 412; 
Bhme, Coll. Orcli. Archip . Ind. et Jap. p. 187, t. 65, fig. 1, et 
t. 66, fig. E; Franck, et Savat. Fnum. PI. Jap. ii. p. 35. 

Serapias falcata, Thunb. FI. Jap. p. 28 ; Ic. PL Jap. i. t. 5. 
Cephalanthera platycheila, Reickb. f. in Bot. Zeit . iii. (1845) p. 335. 
Cephalanthera japonica, A. Gray, PL Jap. p. 319. 

Chekiang: Ningpo (Fverardl Fortunel); Szechuen: S. 
Wushan (A. Henry , 5621!). Mus. Brit.; Herb. Kew. 

Japan. 


1. Epi^ctis consimilis, 3). Bon, Prodr. FI. Nepal, p. 28; 
Wall. Cat. n. 7403; Hoolc. f. FI. Brit. Inch vi. p. 126; King Sf 
PantL, in Ann. Roy. Bot. Gard. Calc. viii. p. 272, t. 364. 

Epipactis veratrifolia, Boiss. et Hoh. ex Boiss. hiagn. ser. 1, siii. p. 11; 
Lhull. in Journ . Linn. Soc. } Bot i. (1857) p. 174; Boiss. FL Orient, v. p. 87. 

Yunnan : Lunan, at riverside (A. Henry , 11108 !). Blowers 
brownish. Herb. Kew. 

Sikkim, Western Temperate Himalaya, Afghanistan, and 
westward to Syria. 

Lindley, relying rather on the locality than the characters 
given, has referred Don’s plant to F. latifolia , Linn.; but Wallich, 
on whose specimens it was based, credits the species to Don, and 
the characters, ^floi^bus bracteis triplo brevioribus, lubello 
cucullatoplamina acuminata, periantbii foliolis longiore,” agree 
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with tlie type-specimen, and not at all with WallielTs specimen 
of E. I at (folia* 

2. Epipactis gigantea, Bough in Hoolc. FL Bor.-Amer. in 
p. 202, t. 202; S. Watson, Hot. Calif ii. p. 136. 

Epipactis americana, Lindt, in Ann . Fat. Hist. ser. 1, iv. (1840) 
p. 385 ; Lindt. Gen . $ Sp . Orch. p. 462. 

Epipactis Royleana, Lindl . Gen. §* Sp. Orch. p. 461; Joarn. Linn. 
Soe., Hot. i. (1857) p. 174; Hook.f. Fl. Brit. hid. vi. p. 126. 

Cephalanthera Hoyle an a, Hegel, in Act. Hort. Petrop. \i. (1879) p. 490; 
Hobs. Fl. Orient, v. p. 85. 

Hupeh; iu Wushan, Chienshuh, Patung, Cliangyang, Pang, 
and NTanto, common at about 50Q0 ft. (A. Henry , 705, 1SS0* 
3953, 4518, 5633 I) ; Szechuen : Tatsienlou (Souli e\ 113, 78S!), 
without locality (Pratt, 23, 76, 212, 711!); Coeea: Chemulpo 
(Carles , 150 !). Herb. Kew. * 

Mandshuria, Himalayas, and Western [North America. 

The Japanese E. Thunbergii, A. Gray, which has been referred 
here by Pranchet & Sayatier, has rather small flowers and some 
differences in the lip, from which I should question its specific 
identity with this widely diffused plant. 

ORCHIDACEiE: Ophbydeje. 

1. Orchis aristata, Fisch . ex Lindl. Gen. $ Sp. Orch. p, 262; 
Reiclib . FL Germ, xiii.-xir. t. 410; Hook. Fl. Bor.-Amer. ii. 
p. 195; Macoun, Cat . Qanad. PL ii. p. 12; Somoku Zusetsu , 
xviii. t. 51. 

Orchis latifolia, yar. Beeringiana, Cham, in Limima , iii. (1828) p. 26; 
Hook, et Am. Hot. Beechey, Fog. p. 117; Reiclib. Fl. Germ, xiii.-xiv. 
p. 60; Ledeb. Fl. Ross, iv, p. 54; Miq. Ann. Mius . Bot. Lugd.-Bat. ii, 
p. 206; Franch. et Savat. Enum . PL Jap. ii. p. 29. 

Orchis camtsehatica, Cham, in Linncea, iii. (1828) p. 27 P 

Szechue^ : Mount Omei, at 9000 ft. (Fabe?\ 9491). Herb. 
Kew. 

Kamtschatka, Unalaska, Sacbalin, and Japan. 

The aristate segments and different habit readily separate this 
species from O. latifolia , Linn. O . camischatica , Cham., may 
represent a luxuriant state of the same, but in the absence of 
specimens the point remains doubtful. 

2. Orchis Chusua, B. Bon , Prodr. FL Nepal, p. 23; Hook.f. FL 
Brit. Ind. vi. p. 127. 

Gymnadenia Chusua, Lindl. Gen. S> Sp. Orch. p. 280. * 
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Szeghtte^: Tatsienlou (Soulie, 210!); without locality (Pratt, 
690, 697 !). Mus. Brit.; Herb. Kew. 

, Alpine Himalaya. 

3. Orchis monophylla, Rolfe, in Orch. Rev. (1898)*p. 144; Rot. 
Mag. t. 7601. 

Habenaria monophylla, Coll, et Hems!. in Journ. Linn. Sue., Rot. 
xxviii. (1890) p. 184; Hook.f. FI. Brit. Ind. vi. p. 143. 

Yukitak: Mengtze, grassy uplands, 6000-7000 it. (Hancock, 
590 !), Flowers pink, leaves mottled; mountains, among rocks, 
6000-7000 ft. (A. Henry , 11118, 11118 A!), Flowers pinkish- 
lilac and purple-pink. Herb. Kew. 

Shan States. • 

A beautiful little species. 

4. Orchis Eoborovski^, Maxim. in Bull. Acad. St. Petersb. xxxi. 
(18S7) p. 104; Mel. Biol. xii. p. 547. 

Kaxsuh : Tangut (Przewalski, ex Maximowicz). 

Only known to me from the original description. 

5. Orchis salina, Titrcz. ex Lindl . Gen. £ Sp. Orch. p. 259; 
Ledeh. FI. Ross. iv. p. 53. 

Orchis incarnata, var. lanceolata, Reichb. f. in Reichb. Fl.Germ. xiii.-xiv. 
p. 176, t. 622 , fig. 2. 

Ka^suh: Tangut (Przewalski !). Herb. Kew. 

Siberia and Mongolia. 

6. Orchis spathulata, Reichb. f. ex HooJc. f. FI. Brit. Ind. vi. 
p. 127; Hook. Ic. PI. t. 2197, fig. A. 

Gymnadenia spathulata, Lindl. Gen. $ Sp. Orch. p. 280. 

SzEOHTTEfr: Tongolo ( Soulie , 349!); without locality (Pratt, 11 !). 
Herb. Kew. 

Alpine Himalaya. 

7. Orchis Szechenyiana, Reichb. f. in Kanitz , PI. Exped . Sze- 
chenyi Asia Centr. (1891) p. 58. 

KAxsuh : Sziningfu, 9000 ft. (Szechenyi, ex Reichenbach). 
Only known to me from the original description. 

1. Herminium angustifolium, Benth. ex Hook. f. FI. Brit. 
Ind. vi. p. 129. 

Aceras angustifolia, Lindl. Gen. §' Sp. Orch. p. 232; Bot. Reg . sub 
t. 1525; Journ. Linn'Soc.^Bot. iii. (1859) p. 43; Royle, III. Bot. IlimaL 
p. 370, t. 87^£g. 1; Wight , Ic, v. p. 11,1.1691. 
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Aceras longicruris, C. Wright , in Mem. Amer. Acad. ser. 2, xi. (1853-9) 
13. 411. 

Eoemosa. (Oldham , 24 S, 5601); Hupeh: Iehang and Santo 
(A. Henry, 856, 2042, 8912, 6202, 6421, 7383 *). Mus. Brit.; 
Herb. Hew. L 

Japan, Mandsliuria, and Northern India; also collected in 
Java and Timor bv H. O. Eorbes. 

* t 

2. Her minium biporosum, Maxim . in Bull. Acad. St. Petersb . 
xxxi. (1887) p. 106; Mel. Biol. xii. p. 549. r 

KAnsuh : Tangut {Przewalslei). 

Only known to me from the original description. 

8. Herminium Monorcbis, R. BrS in Ait. Hort. Kew. ed. 2, 
v. p. 191 ; Lindl . Gen. 4' By* Orcli . p. 305; Re'wlib . FI. Germ. 
xiii.-xiv. p. 105, t. 4L5 ; Boiss. FI. Orient, y. p. 82 ; Hook. f. FI 
Brit . Inch vi. p. 12S. 

Ophrys Monorcbis, Linn. Sp . PL ed. 1, p. 947. 

Chihli : Peking {Darnel !), Jeliol {David !); Kianostj : Peikou 
Pass {Bierson !) ; KansUh : Tangut {Przewalslci !). Mus. Brit.; 
Herb. ICew. 

Widely diffused in Europe and N. Asia. 

4. Herminium Souliei, Rolfe, n. sp. 

Plant a circa i ped. alta. Folia 2-3, suberecta, linearia v. ob- 
longo-linearia, subacuta, lf-3 poll, longa, 2|-4 lin. lata. Racemus 
2J-2J poll, longus, multiflorus. Bractece ovato-lanceolatae, 
acuminatae, 2-2| lin. longge. Pedicelli l|-2 lin. longi. Sepalum 
posticum orbiculare, obtusum, 1 lin. longum; lateralia orbiculari- 
ovata, obfcusa v. apiculata, subobliqua, If lin. longa. - Petala 
liueari-oblonga, obtusa, 1 lin. longa. Labellum If lift, longum, 
ecalcaratum, basi latuin, planum, medio constrictum, apiee 
tricuspidato-trilobum; lobi laterales falcato-lineares, 1 lin. longi; 
lobns iutermediuH oblongus, obtusus, f lin. longus. Oolumna lata, 
f lin. longa. 

Szechueh : Tongolo ( Soulie , 407 I). Herb. Kew. 

Allied to H. angustifolium , Benfck., but dwarfer, and quite 
different m the details of the flower. 

5. Herminium tanguticum, Rolfe, n. sp. 

Tuber ovoideo-globosum, 4-5 lin. longurn. Folia 2-8, sub- 
radicalia, ovato-oblonga, subacuta, f-2 poll, longa, 4-7 lin. lata. 
Sc a pus 2-6 poll, altus ; racemus densiflorus, *f-l poll, longus, 
Bractem triangulari-lanceolatse, acutse, l|-2 lin. longse. Sepala 



135. obciiidaceje : ophbtde^. 


• 

ovato-oblonga, subobtusa, 1^-1f lin. longa. Fetal a subtriloba, 
2-2 J lin. Jongn, basi lata, apiee caudato-acuminata. Labellwn 
2-2| lm. longum, triciispidato-trilobum, basi latum, concavum, 
eealcaratum, lobis lateralibus divaricatis oblongis subobtusis brevi- 
bus, lobo intermedio eaudatc-acuminato. Qolumna brevissima.— 
JELerminium alaschanicum var. tangut ica. , Maxim, in Bull. Acad. 
St. Petersb. xxsi. (1887) p. 105 ; Mel. Biol. xii. p. 548. 

Kaxsuh: Tangut, in rupibus, 10,100 £t. {Przewalski !). Herb. 
Kew. * 

Yery distinct from the Mongolian Herminium 9 alaschanicum , 
Maxim., to which it has been referred as a variety, both in 
habit and structure. * 

1. Gymnadenia conopsea, B. Br. in Ait. Hort . Kew. ed. 2, v. 
p. 191; LindL Gen. ify Sp. Orch. p. 275; Lecleb. FI. Boss. iv. 
p. 64; Boiss. FI. Orient . v. p. SI; Branch . FI. David . i. 
p. 294. 

Orchis conopsea, Linn. Sp. PL ed. 1, p. 942. 

Habenaria conopsea, Bentk. in Journ. Linn. Sue., Bot. xviii. (1880) 
p. 354 (non Beichb. f.). 

Chihli: Pohuashan (. David ); Szechuen; Tatsienlon {Soulie, 
100, 506 !); without locality {Pratt, 672 !). Herb. Kew. 

Widely diffused in Europe and Siberia. 

2. Gymnadenia cucnllata, Rich, in Mem. Mus. Far. iv. (1818) 
p. 57 ; LindL Gen. Sf Sp. Orch. p. 279; Maxim. Ind. FI. Pekin., 
in Prim. Ft. Amur. p. 477. 

Orchis cueullata, Linn. Sp. PI. ed. 1, p. 939. 

Habenaria cueullata, Bdfft, Cat. Kursk, p. 56, ex Ledeb. FI. Boss . iv. 

p. 66. * 

Himantoglossum cucullatimi, Beichb. FI. Germ. Kvcurs. p. 120. 
Chihli ; Pekin {Maximoivicz) ; Hupeh : Pang, at 8000- 
9000 ft. (A. Henry, 6873, 6890, 6S99 B 1); Kahsuh : Tangut 
{Przewalski 1). Mus. Brit.; Herb. Kew. 

Central Kussia from Moscow eastward, through Siberia to 
China; also in Sikkim. 

3. Gymnadenia Faberi, Bolfe. 

Habenaria Faberi, Bolfe, in Kew Bulletin (1896), p. 201. 

Szechuen : Mt. Omei, on rocks at 9000 ft. alt, {Faber, 319!). 
Herb. Kew. 

Allied to G. Finguicula , S. Moore, but the flowers are only 
about a fourth as 3arg$. It also approaches G. gracilis , Miq.> 
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which, however, has numerous flowers, a differently-shaped lip, and 
a spur of less than half the size. G. Faber i is described from a 
single specimen, with one flower, but there is a second bract 
with the remains of another flower. 

4. Gymnadenia gracile, Miq. Ann. Mm. Bot. Lugd.-Bat. ii. 
p. 207; Maxim . in Bull . Soc. Nat . Mo sc . liv. (1S79) p. 60. 

Mitostigma gracile, Blume , Mus. Bot. ii. p. 190. 

Gymnadenia tryphiscformis, Reichb. f. ex Hemsl. in Jouni. Bot. xxiv. 
(1876) p. 209, 

Iviangsi: eKiukiang (Shearer l F. B, Forbes , 151! Faber , 
1090!); Hupeh: Patung district (A. Henry, 4660!), Tnnghu, 
at 4000 it. (A. Henry , 64841): r Corea : Chemulpo ( Carles , 
88 !), Paul, Herscbel, and Tracey Islands ( Olclham , 1027 !). 
Mus* Brit.; Herb. Kew 
Japan. 

5. Gymnadenia lepida, Beiclib. f. Otia Bot . Hamb. (1878) 
p. 51; Xen . Orck . iii. p. 2S. 

Luchu Archipelago (Nilson, ex Beichenbach !). 

6 . Gymnadenia Pinguicula, > 8 . Moore , in Journ. Bot\ xxvi. 
(1878) p. 135; Maxim. m / 80 c. ifef. l/bse. liv. (1879) 

p. 60. 

Habenaria Pinguicula, Benth . wi. Jouni. Linn, Soc., Bot. xviii. (1880) 
p. 355. 

Chekiang: Ningpo (Fverardl Hancock\ hb. Hance , 21232!). 
Mus. Brit.; Herb. Kew. 

1, Peristylus chloranthus, ZwhZZ. 7% JEwi. Journ. Bot . 
yii. (1855) p. 37. 

Coeloglossum lacertiferum et acuminatum, Lindl. Gen. $ OrcA p. 163, 

Habenaria lacertifera, Benth. FI. Hongk. p, 362; Hook. f. F/. 
iizd v, p. 163. 

Habenaria tentaculata, Krlinzl. in Engl. Bot. Jahrb. xvi. (1892) p. 160, 
in part. 

Cliseradoplectron Spiranthes, Schauer, in Nov . Act. Nat . Cur. xix. 
Sujppl. i. (1843) p. 436, t. 6, fig. C, 

China: Cape Syngmoon (Meyen); Formosa: Bankinsing 
Mountains (A. Henry , 895, 1572 A!); Szechuen : Mt. Omei, 
at 5000 ft. (Faber, 938, 941, 944!); Hongkong ( Champion , 
269! Ford , 46,1289 !; Hance ! Lamont !). Mus. Brit.; Herb. 
Kew. * 

India. r 
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2. Peristylus goodyeroides, Lin ell. Gen. & L Sp. Orch . p. 299; 

Dais. # Gibs. Bomb. J7. p. 270; Boyle , lit PZ. t. 87, 

ii 2. 

® # • 

Habenaria goodyeroides, Z). Don, Prodr. FL Nepal, p. 25; Kook. f. FI. 

Brit. 2nd. vi. p. 161. 

Peristylis grandis, Blame, Bijdr. p. 4&5. 

Fomios^: °Ape’s Hill, Takow (Playfair, 154!), Flowers 
yellowish white (A. Henry , 1126!), South Cape (A. Henry, 
1211!), Bankinsing (A. Henry , 1572 !); Yukkak : Mengtze, 
mountains and damp places (Hancock, 218!), ^4800-5500 ft. 
(A. Henry , 11127 !). Herb. Few. 

Widely diffused in Irfdia, also found in Java and the 
Philippines. 

There seems a slight- doubt as to whether there may not be 
more than one species included under this name. 

3. Peristylus Sampsoni, Hance , in Journ. JBot. vi. (1868) p. 371. 
Habenaria rSampsoni, Hance , in Journ . But. vii. (1869) p. 168 (in note). 
Kwaxototo : Pakwan, near Canton (Sampson, herb. Hance, 

14493!), White Cloud Hill (Smnpson, 1158!); without locality 
(Ford, 361!). Mus. Brit.; Herb. Few. 

4. Peristylus viridis, Lindl. Syn. Brit . FL ed. 2, p. 261; 
Gen. Sp. Orch. p. 299. 

Satyrium viride, Linn. Sp. PL ed. 1, p. 944. 

Habenaria viridis, 11. Br . in Ait. Port. Eeic. ed. 2, v. p, 192; By me, 
Bnr/l. Bot. ed. 3, ix. p. 105, t. 1462. * 

Orchis viridis, Grants, Stirp. Amtr. ed. 2, p. 491. 

Gymnadenia viridis, A. Bich . in Mem. Mus. Far. iv. (1818) p. 57. 
Platanthera viridis, Lindl. Syn. Brit. FL ed. l,p. 261; Beichb. Fl. Germ . 
xiii.-xiv. p. 129, t. 434. 

Himantoglossum \iride, Beichb. FL Germ. Fxcurs. p. 120. 

Orchis bracteata, Willd. Sp. PL iv. p. 34. 

Satyrium bracteatum, Pen. Syn. ii. p. 507. 

Habenaria bracteata, B. Br. in Ait. Ilort. Few. ed. 2, v. p. 192. 
Peristylus bracteatus, Lindl Gen. # Sp. Orch. p. 298; Balibin, in Act. 
Hort. Petroj). xiv. (1895) p. 140. 

Platanthera viridis, var. bracteata, Beichb . f. in Beichb. FL Genu. 
xiii.-xiv. p. ISO, t. 434, fig. 1. 

Chihli : Weichang (Pufjata Sf Borodoivsky, ex PaLbin ); 
Htoeh: Hsingsjmn, at 8000-9000 ft. alt. (A. Henry , 6874, 
6996 !). Mus, Brit.; *Herb. Few. 

Widel/ diffused in the Northern Hemisphere. 
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1. Platanthera chlorantha, Oust, ex Beiehb. in Moessl. Han cl b. 
ed. 2, ii. p. 1565; Beiehb. Ic. Grit. ix. t. S53; lindh Gen. c$' &'p. 
Orch. p. 285. 

Habenaria chlorantha, Bah. in Trans. Linn . Soc. xvii. (1836) p. 462; 
Bi/me, Engl. Bot. ed. 8, ix. p. 107, t. 1664 (“ H. eu-bifolia, t. 1668” on 
plate, by error;. * * 

Shingking ; between Mukden aod Tungehefehien {James V): 
Szechuen : without locality (Pratt, 6S9!) ; Coeea : Soul 
Mountains ( Carles, 136 !). Herb. Kew. c 

Western Europe and Northern Asia, from Britain to 
Mandsburia. 

2. Platanthera flava, Lindl. Gen. $ Sj>. Orch. p. 293. 

Orchis fuscescens, Linn. Bp. PI. ed. 1, p. 943. 

Habenaria herbiola, B. Br. in Ait . Hort. Key. ed. 2, y. p. 198; Sprang. 
Sijst. Teg. iii. p. 688. 

Habenaria virescens, Sprang. Sijst . Veg. iii. p. 688 : A. Gray, Bot . X. 
U. St. ed. 5, p. 499. 

Perularia fuscescens, Limit. Gen. <§• Sp. Orch. p. 281; Spreng. Syst. 
Teg. iii. p. 688; Ledeb. FI. Boss. iv. p. 66; Branch. PI. David, i. p. 294 ; 
Beiehb. Ft. Germ, xiii.-xiv. p. 116, t. 426. 

Chihli: Pohnashan (David, 2253); Shirking : between 
Tungcheshien and Maorshan, Yaloo River ( James !). Herb. Kew. 
Siberia and North America. 

3. Platanthera Henryi, Bolfe. 

Habenaria Henryi, Bolfe, in Beta Bulletin (1896), p. 202. 

Chekiang (Hickin !}; Kiangsi: Kiukiang(^^ra'I); Poeiex: 
about 2000 ft. ( Garles, 685!); Hupeh: Patting (A. Henry „ 
4716, 614S!), Kuei (A. Henry, 7663 !); Szechuen : Wushan 
(A. Henry , 7453!), Mt. Omei (Faber, 941!). Mus. Brit.; 
Herb. Kew. 

Allied to Platanthera mandarinorum , Reiehb.f., but taller, with 
more lax racemes and smaller dowers. 

4. Platanthera hologlottis, Maxim, Prim. FI Amur. p. 26S. 
Suing king : Mukden (Webster l) ; Corea: Port Chusaa 

(' Wilford , 962 I). Herb. Kew. 

Dahuria and Japan. 

5. Platanthera iantha, Wight, Ic • v. p. 11,1.1692. 

Habenaria iantha, Hook.f. FI. Brit. Ind. vi. p. 164. 

Yunnan : hill-slopes at Mengtze, at 5700ffK (Hancock, 41 1 
A. Henry, 11111!). Apparently rare. r Blowers purple-red. 
Herb. Kew. 

South India. 
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6. Platanthera interrupta, Maxim. in Bull. Acad. Sc. St. 
Pefersb. xxxi. (1887) p. 106. 

Kwangtung : Lantao Island (Ford, 46!); Corea : without 
locality ( Oldham , 843!), Port Ohusau (' Wilford , 944!), Chemulpo 
(Carles, 96 !). Mils. Brie.; Herb. Kew. 

Mandshuria and Japa’n. 

7. Platanthera japouica, Lindl. Gen. S,' Sp. Orch . p. 290; 
Franch. % et Savai. Fnum. FI. Jap. ii. p. 31. 

Ilabenaria japonica, A. Gray , in Mem. Am. Acad, i i. s. vi. (1858-9) 
p. 410; Somoku Znsetm, xviii. t. 52. « 

Orchis japonica, Thunh. FI. Jap. p. 20. 

Hupeh: Patting (A. Henry, 1835,4082,5041!), Pang (A. Henry, 
*5889, 5889 A!); Szechuen: 8. Wushan (A.Henry, 5713!), without 
locality (Pratt, 104!).^ Mug. Brit. ; Herb. Hew. 

Japan. 

S. Platanthera mandarinorum, Reichb. f. in Linncea, xxv. 
(1852) p. 226. 

Ilabenaria Keiskei, Miq. Ann. Mas. Bot. Lugd.-Bat. ii. p. 207. 
Platanthera Keiskei, Franck, et Savat. Fnum. PL Jap. ii. p. 31. 
Platanthera oreades. Franck, et Savat. 1. c. p. 514. 

Chekiang: Chusau Hills (Fortune, 48!); Ningpo ( Hancock, 
herb. Fiance, 21214 !) ; Pokien : Amoy (Fortune, 79 !). Mns. 
Brit.; Herb. Kew, 

Japan. 

9. Platanthera ohcordata, Lindl. Gen . $ Sp . Orch. p. 290. 
Orchis obcordata, Buck.Mam. in D. Don, Prodr. FI. FepaL p. 23. 
Gynmadenia obcordata, Reichb. f. Otia Bot. Hamb. p. 32. 

Platanthera Galeandra, Reichb. f. in Linncea , xxv. (1852) p. 226. 
Ilabenaria Galeandra, Berth. FI. Rough, p. 363; Rook. f. FI. Brit. 

hid. vi. p. 163. 

Gynanadenia Galeandra, Reichb. f. Otia Bot. Ramb . p. 33. 

Platanthera Championi, Lindl. in Rook. Kew Journ. Bot. vii. (1855) 
p. 37. 

Pobmosa: Bankinsing Mountains (A. Eenry, 850!); Hong¬ 
kong ( Champion , 270! Ranee, 105, 738 ! Wright, 525 ! Fortune, 
78 !) ; Kwangtung : Lantao Island (Ford, 47!). Mus. Brit.; 
Herb. Kew. 

"Western Himalaya and Central India. 

10. Platanthera stenostaehya, Lindl. in Booh. Kew. Journ. 
Bot . vii. (1855) p. 37. 

Habenaria stenostaehya, m Benth. FI Rongk. p. 362; Rook f. FL Brit. 
Ind. vi, p. 156. 
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Habenaria peristyloides, Wight , Ie. PL Ind. Or., v. p. 13 ; t. 1702 (non 
A. Pick.). 

Coeloglossuui deusurn, Lind!. Gen. 4' Bp. Orch. p. 302 ; Reickb . f. in 
Bonphindia, iii. (1855) p. 250, Iv. p. 321. 

Coeloglossura p'eristyloides, Reichb.f. in Bonplandia, iv. (1856) p. 321. 
Hongkong {Qhampionl Hance, 710! Eamontl). Mus. Brit.; 
Herb. Kew. 

North and South India. 

11. Platanthera Susannas, Lindl. Gen. Sf Sp. Orch . p. 295. 
Orchis Susannas, Linn. Sp. PL ed. 1, p. 939. 

Habenaria Susannas, R. Br. Prodr. p. 312; Blame, Bijdr. p. 402; 
Benth. Fl. Hough, p. 363; Hook. f. FL Brit. Ind. vi. p. 137. 

Orchis gigantea, Sm. Exot. Bot. ii. p. 7£f, t. 100. 

Habenaria gigantea, I). Bon , Prodr. Fl. Nepal, p. 24; Bot. Mag. 
t. 3374. 

Platanthera robusta, Lindl. Gen. 4' Bp. Orch. p. 295, 

Yunnan : Mengtze, rare, oil grassy mountain slopes ( Hancock, 
120!), 5500 ft. (A. Henry, 11,095!); Kwangtung: pres de 
Pukwing {Krone) ; Hongkong (Champion , 272! Fortune, 126! 
Hance, 741!). Mus. Brit.; Herb. Kew. 

India and Malaya. 

12. Platanthera ussuriensis, Maxim, in Bull. Acad. Si. 
Peter si. xxxi. (1887) p. 107 ; Mel. Biol. xii. p. 551, 

Platanthera tipuloides, var. ussuriensis, Regel , Fl. Ussur. p. 157, 
t. 10, figg. 7-9. 

Chekiang: Ningpo Mts. {Faber, 57, 1707!); Kiangsi; 
Lushan Mts., Kiukiaug ( Bulloch , 93!); Htjpeh: Tunghu 
(A. Henry, 6415!), Hsingshan (A. Henry , 6415 a\), Chienshih 
(^4. Henry, 7470!). Mus. Brit.; Herb. Kew. 

Mandshuria and Japan. 

1. Habenaria acuifera, Lindl. Gen. 4' Bp. Orch. p. 325; 
Hook. f. Fl. Brit. Ind. vi. p, 146 ; Kriinzl. in Flngl. Bot. Jahrb• 
xvi. (1892) p. 155. 

Habenaria linguella, Lindl. Gen. § Sp. Orch. p. 325; Benth. FL 
Hough, p. 262; Kranzl. in Engl. Bot. Jahrb. xvi. (1892) p. 196. 

China: without locality {Fortune, 86! Millett !); Kwang- 
tung : without locality {Wenyon !) ; Lof&ushan (Fordl); 
Hongkong {Champion, 217 ! TJrqiihart ! Hance, 545! Earnout, 
766 ! Forbes !); Hainan ( B . Henry !). Mus. Brit.; Herb. Kew. 
Northern India and Tavoy. c 

EINN. JOTJEN.—BOTANY, YOL. XXXVI. 9 9 p 
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Lindley specifically separated the Chinese and Indian plants, 
though placing them nest to each other, but Sir Joseph Hooker 
afterwards united them, and I believe correctly. Dr. Kranzlin, 
however, places them far apart, in different sections of the 
genus, which is certainly erroneous. 

2. Habenaria camptoceras, JRolfe, in Journ. Linn. Soc ., Hot. 
ssis. (1892) p. 319. 

Szechuen : Tatsienlou ( Soulie , 610 !) ; without locality 
(Pratt, 805 !). Mus. Brit.; Herb. Kew. 

# 

3. Habenaria ciliolaris, Kriinzl. in Engl. Bot. Jahrb . xvi. 
(1892) p. 169. 

Chekiang : Ningpo Bits. (Baler, 201!); Hupeh : S. Tunghu 
(A. Henry , 7487 !)j Hongkong (Ford, 981), Little Hongkong 
(Ford, 95 !). Mus. Brit .; Herb. Kew. 

4. Habenaria endothrix, Miq. Journ . Bot. Neerl . i. (1861) 
P* 92. 

Kwangtung : Hoan (Krone, ex Mi quel). 

The author describes this species as an ally of H. linguella , 
Lindl. (i. e. H. acuifera , Lindl.). 

5. Habenaria ensifolia, Lindl . Gen. fy Sp. Orch. p. 321. 
Habenaria pectinata, Hook. f. FI. Brit. Ind. vi. p. 137, partim (non 

Don ); Krcind. in Engl. Bot. Jahrb. xvi. (1892) p. 193, partim; Orch 
Gen . et Sp. p. 405, partim, & excl. var.; King § Pantl. in Ann. Boy. 
Bot. Gard. Calc. viii. p. 310, partim, t. 406. 

Htjpeh : Tunghu, at 4000 ft. (A. Henry , 6446!), S. Patung 
(A. Henry , 7384 1); Yunnan : Blengtze, rocky and grassy 
mountains, 5000-6500 fr. (A. Henry; 111191). Herb. Kew. 
Temperate Himalaya. 

6* Habenaria Pordii, Rolfe, in Kew Bulletin (1896), p. 202. 
Yunnan*. Mengtze, woods at 4700 ft. (A. Henry , 11101!); 
Kwangtung {Ford, 3601). Blowers white. Herb. Kew. 

Allied to the Indian H. commelynifolia, Wall., but having much 
larger flowers, and the leaves not cauline. 

7. Habenaria geniculata, D. Bon, Frodr. FI Nepal, p. 25; 
Lindl. Gen. $ r Sp. Orel. p. 324; Hook. /. FI Brit. Ind. vi. 
p. 138; Krdnzh in Engl. Bot. Jahrb. xvi. (1892) p. 198. 
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Orchis dentata, Sw. in Vei.Akad. Nya HandL Stock, xxi. (1800) p. 207. 
Platanthera dentata, Lindl. Gen. § Sp. Orch. p. 296. 

China (Swartz), 

Northern India to Burma. 

Inserted on the authority of Swartz, whose habitat, however, 
has not been confirmed. 

8. Habenaria glaucifolia, Bur . et Branch, in Bourn . de Bot . v. 
(1891) p. 152 . 

Szecexen : *Tatsieulou (Bonvalot Sf Prince Henri d? Orleans, ex 
Bur. et Branch .; Soulie , 159 !): Tongolo (Soulie, 321!), without 
locality (Pratt, 587!); Yunnan: mear Tali (Delavay, 124, ex 
Bur . et Branch .). Mus. Brit.; Herb. Kew. 

9. Habenaria Hancockii, AoZ/e, tn &C Bulletin (1896), p. 202. 
Yttnnan: damp grassy slopes at Mengtze, at 5500-6000 ft. 

(Hancoclc, 85!), Blowers flesh-colour; grassy mountains, 4600- 
6000 ft. (A. Henry , 11122 !). Herb. Kew. 

Allied to H. acuifera , ‘Wall., but with much longer side-lobes 
to the lip, more clavate spur, Ac. 

10. Habenaria humidicola, Bolfe, in Keio Bulletin (1896), 

p. 202. 

Chekiang : Ningpo Mts., in damp places in the shade of 
rocks (Faber, 200!). Herb. Kew. 

Nearly allied to H, reniformis , Hook, f., but the leaves are 
longer, the flowers smaller, and the different parts much more 
slender. n 

11. Habenaria intermedia, Z). Bon, Proclr . FL Nepal, p. 24; 
Lindl . Gen. Sf Sp . Orch, p. 322 ; Beichb . f. in Gard, Ghron, 
(1879) ii. p. 136 ; JHooJc.f. FI. Brit . Ind. vi. p. 13S, 

Szechuen : Mt. Omei, at 3500-4500 ft. (Baber, 950!); 
Yangtzekiang (Faber, 976 l); Yunnan : Mengtze, grassy 
mountains and uplands (Hancock, 588 !). Herb. Kew. 

Temperate Himalaya. 

12. Habenaria leptoloba, Benth. BL Honyk, p. 362. 

Hongkong (Hance, 1288!). Mus. Brit/; Herb. Kew. 
Kranzlin (in Engl. Bot. Jahrb. xvi. (18^2) p*160) doubtfully 

reduces this to H, tentaculata , Eeichb.f. (ite. Glossula teitfaculata,, 

?2 
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Lindl.), but it is a very different plant, with a long spur, and 
more nearly allied to H. Jchasiana , Hook. f. 

13. Habenaria Miersiana, Champ, in Hooh. Keio Journ. Bot . 
vii. (1855) p. 37 ; Benth . FI. Honglc . p. 363 ; Hance , in Journ . 
JSozf. vii. (1869) p. 161, partim. 

Habenaria SiSboldiana, 1%. Mus. Bot. Lug d.-Bat. ii. p. 208. 
Habenaria radiata, Krdnzl . in Engl. Bot. Jahrb . xvi. (1892) p. 200, 
partim (non Miq.). 

Fokiejs : Amoy (Fortune, 40 !), Foochow ( Paries , 688 !); 
Formosa : South Cape (A. Henry, 1212 !), Baukinsing Mountains 
A. Henry, 16071); Httpe#: Nanto (A. Henry, 4576, 4611!); 
Yunnan: Mengtze, grassy mountains at 5000-6000 ft. (A. 
Henry , 11098, 11123, 11128!), Flowers white; Kwangtung : 
Macao ( Gaudichaud , 59 !), Lienckau Eiver (Ford, 329 !), Pakwan 
(Bampson, 546!); Hongkong (Champion, 336! Harlandl 
Urguhart, 231! Lamont\). Mus. Brit.; Herb. Kew. 

Japan. 

I cannot follow Hance and Kranzlin in referring this plant to 
Habenaria radial a, Miq. 

Yar. yunnanensis, A . Finet, in Journ . de Bot . xii. (1898) p. 341. 
Yunnan : Tapintze ( Delavay ), Salouen Talley (Prince Henri 
d'Orleans, ex Finet). 

A dwarf alpine form of the species. 

14. Habenaria omeiensis, Bolfe , in Kew Bulletin (1896), 
p. 203. 

Szechitek : Mount Omei, at 8000 ft. (Faber, 951!). Herb. 
Kew. 

Allied to the Indian H. latilabris. Hook. £., and H. stenantha, 
Hook, f., but with a more lax raceme of larger flowers. 

15. Habenaria polytricha, Bolfe, in Hooh. Ic. PL t. 2496. 
Formosa: South Cape (A. Henry , 1246!). Herb. Kew, 

A remarkable species, belonging to the small group Medusce- 
formes , and allied to H. ternatea, Beichb. f. 

16. Habenaria reniformis, Hooh.f FI. Brit. Ind . vi. p. 152. 
Listeria reniformis, D. Bon , Prodr. FI. Nepal p. 208. 

Neottia reniformis, Spreny. Syst. Veg. iii, p, 707. 

Herminium reniforme, Mndl. in Wall Cat . n. 7067. 
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Aopla reniformis, LindL in Bot . Reg. Yii. sub 1 . 1701; Gen. Bp. 
Orch. pp. 304; 457; Benth. FI. Honyk . p. 363. 

Kwastgtuxg : Pakwan (Sampson !) ; Hoxgkoxg (Harlan d, 
1063 ! Lamont , v 80! Hance , 1279 !). Mus. Brit.; Herb. Hew. 
Nepal and Khasia Hills. 

This species often occurs iii a peloriate state, with entire lip 
and no spur ; but in the normal form the lip is tliree-lobed and 
the spur linear. 

17. Habenarfa rliodocheila, Hance, in Ann . Sc. Nat - ser. 5, v. 
(1866) p. 243. 

Habenaria militaris, Kranzl. in Engl. Bot. Jahrb. xvi. (1892) p. 203, 
partim (non Reiclib.f.). 

Kwaxgtung: Canton, North Hirer, on ^rocks (Sampson, hb. 
Hance, 11332 !), Lofauslian, at 600 ft. (Ford, hb. Hance , 17376 !). 
Mus. Brit.; Herb. Kew. 

Quite distinct from H militaris , Beichb. f., with which 
Kranzlin has united it. 

18. Habenaria sagittifera, Beichb. f. in Bot. Zeit. iii. (1S45) 
p. 334; Hance , in Journ . Bot. vi. (1878) p. 233 ; Branch, et Savat. 
Emm. PI. Jap. ii. p. 33 ; SomoJcu Zusetsu, xviii. t. 60 ; Branch, in 
Mem. Soc. Nat. Gherb. xxiv. (1884) p. 257; Debeaux , Bl. Tien-tsin, 
p. 69 ; Kranzl. in Engl. Bot. Jahrb. xvi. (1892) p. 205. 

Habenaria linearifolia, Maxim. Prim. Bl. Amur . p. 269; Hegel, Bl. 
Usmr. p. 157,1.10, %g. 14-18. 

Chihli : Peking ( Bretschneider !) ; Shantung : Chefoo 
(Stuhlmann, Mollendorff\ hb. Hance , 11332 ! Bauvel , ex Franchet ); 
Chekiang: Ningpo mts. (Baber, 55, 198, 298!); Cobea: 
Chemulpo (Carles, 113!), Grensan (EicJcinV). Mus. Brit.; 
Herb. Kew. 

Japan and Eastern Asia. 

19. Habenaria yunnanensis, Balfe, n. sp. 

Planta |-1| ped. alta. Folia 3 v. 4, radiealiaj subsessilia, 
oxata, apiculata, 1-1| poll, longa, 8-11 lin. lata. Seapus yaginis 
lanceolatis acuminatis obtectus. Bacemus 2-4 poll, longus, 
laxiflorus. Braciece lanceolatse, aeuminatse, 2-4 lin, longse. 
Bedicelli 5-7 lin. longi. Sepalum posticum oxatum, eueullatum, 
obtusum, 1^ lin. longum; lateralia patentia*, oblongo-laneeolata, 
acuta, 2| lin. longa. Pet ala linearia, 1| *lin. longa, cum sepalo 
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postico in galeam conniventia. Labellum tripartitum, 4 lin, 
longum; lobi lineares, sequales; calcar elongatum, incurvum, 
6-7 lin. longum, apice paullo fusiformi-incrassatum. Qolumna 
1 lin. longa; processus stigmaticus | lin. longus. * 

Tttmast: Mengtze, rocky mountains at 6000 ft. ( A . Henry, 
11121!). Flowers white. Herb. Kew, 

A very distihct species belonging to the section Trimeroglossa . 

1. Diplomeris chinensis, Rolfe, in Kew Bulletin (1896), 
p. 203. 

Chekiaho : Tientai mt.^at 1000 ft., on damp rocks {Faber, 
95!). Herb. Kew. 

Remarkable for tim inflated base of the spur. 


1. Hemipilia brevicalcarata, Finet, in Bull. Soe. Bot. Fr . 
xliv. (1S97) p. 420,1.14, figg. A-G-. 

YusjsAtf: west of Talifou, between the rivers Xangpi and 
Tieueultsin ( Prince Henri d’Orleans, ex Finet). 

2. Hemipilia cruciata, Finet, in Bull. Soe . Bot. Fr. xliv. 
(1897) p. 421, t. 14, figg. H-P. 

Yuotak : Menghoutin, south of Talifou ( Brince Henri 
$ Orleans, ex Finet). 

3. Hemipilia flabellata, Bur. et FraneJi. in Journ. de Bot. 
v. (1891) p. 152. 

Szechuen (probably): without locality {Bonvalot $ Prince 
Henri d* Orleans). 

The locality is not stated, but the majority of the plants of 
this collection were from this province. 

4. Hemipilia Henryi, Beickb . f. ex Bur. et Fra$ich. in Journ . 
de Bot. vi. (1891), p. 152 (nomen tantum); Bolfe, in Kew 
Bulletin (1896) p. 203. 

Hupeh: Ichang (A. Henry , 1534!), ISTanto (A. Henry, 
6347!), Hsingshan {A. Henry , 6347A!), Fang (A. Henry, 
6347 B !). Mus. Brit.; Herb. Kew. 

Allied to the Himalayan H. cordifolia, Lindl. 
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1. Glossula tentaculata, Lindl. Bot . Reg. x. (1824) t. 862. 
Glossaspis tentaculata, Spreng . F?y. iii. p. 694; Benth, FI. Rough. 

p. 361. 

Glossaspis anteunifera, Reiclib. f. in Linncea, xxv. (1852) p. 225. 
Habenaria tentaculata, Reiclib. f. Otia Bot. Rami. p. 34; Trans. Linn . 
Soc. xxx. (1874) p. 139; Kriinzl. dn Engl . Bot. Jahrb. xvi. (1892) p. 160, 
partim. 

China : without locality ( Fortune , 182 !) ; Kwangtung : 
Maisaou, at 1800 ft. {Tate !), Lofaushan, at 600 ft. (Ford 1), 
Lienchau, Canton (Lamont !); Hongkong ( Champion , 30! 
Wright , 523 ! Wilford , 282 ! Bamont, 772! Bowring ! Hance, 
524 !). Herb. Kew. ^ 

Siam and Cambodia. 

This plant has been confused with Habenaria lacertifera, 
Benth., and if. leptoloba, Benth. "Whether it can be retained as 
a separate genus is perhaps doubtful, but its specific distinctness 
can hardly be called in question. 

1. Satyrium nepalense, B. Bon , Prodr . 277. Nepal, p. 26; 
Lindl. Gen. <$* Sp. Orch. p. 340 ; in Journ. Linn . Bot. iii. 
(1859) p. 44; Bot. Mag , t. 6625; Hook. f. FI. Brit. Ind. vi. 
p. 16S. 

Szechuen : Tatsienlou ( Soulie , 62, 433 !); Yunnan : 
Mengtze, S.E. rats., among grass at 6000 ft. (A. Henry , 9192, 
9192 B!); south of Bed Biver, from Mamnei, at 6000 ft. 
(A. Henry , 9192A!). Herb. Kew. 

North and South India and Ceylon. 

A widely diffused and variable species. 

OBCHIDACEiE: Cxpripediejs. 

1. Cypripedium arietinum, R. Br. in Ait. Rort. Kew . ed. 2, 
\r. p. 222; Bot. Mag. t. 1567 ; Lindl. Gen. Sf Sp. Orch . p. 529; 
Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) p. 206; Bull. 
Soe. Philom. Paris, ser. 7, xii, (1891) p. 140; in Journ. Bot. 
viii. (1894) p. 252- 

Cypripedium plectroekilon, Franck, in Bull. Soc. Bot. Fr. xxxii. (1885) 
p. 27. 

Hupeh : S. Patung (A. Henry , 5474!); Szechuen: without 
locality (Pratt, 87, 763 !); Yunnan: Mt. Chetchotze (Belavay, 
1020!). Mus. Brit.; Herb. Kew. # * 

Canada and North-east United States* 
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2. Cypripedium Calceolus, Linn. Sp. PL p. 951; Lindh Gen . $ 

8p . Orch. p. 527; Beichb. .FZ. xiii-xiv. p. 167, t. 496 ; 

Balibin , in Act . IZbrZ. Petrop. xiv. (1895) p- 140, 

Chihli : Huangtuliangtze (Putjata et Borodowshj , ex Pctlibin). 

Europe and Central Asia. 

3. Cypripedium eomigatiim, Branch, in Journ. de Bot. viii. 
(1894) p. 251. 

YraafAH: calcareous hills at the sources of the Peechaha, at 
3500 m. ( JDelavay , 3478); calcareous rocks r at Maculchau 
(Delavay). 

Yar. obesa, Branched l . c. 

Yuxnak : woods at Lienyn, at 2800 in.; also Koutoui and 
Baugyangtchang (Delavay). 

Only known to me from description. 

4. Cypripedium ehracteatum, Bolfe, in Kew Bulletin (1896), 
p. 204. 

Hijpeh {A. Henry , 1404 (2)!). Mus. Brit. 

A remarkable ebracteate species, differing from C. micranthum , 
Branch., in its much larger flowers, and from C. margaritacemn , 
Eranch., and C. Fargesii, Branch., in its saccate lip. The only 
specimen seen is at the British Museum, and it has been mixed 
with 0. japonicmn, Thunb. 

5. Cypripedium Fargesii, Branch, in Journ . de Bot . Yiii. (1894) 
p. 267. 

JSzechtjeh : Tcbenkeoutin, at 2000 m. (Barges, 585 !), Herb. 
Kew. r 

Much larger than O. margaritacemn, of which it may possibly 
be a luxuriant state. 

6. Cypripedium fasciolatum, Branch. in Journ. de Bot. viii. 
(1894) p. 232. 

Szechtjeh : woods of Heoupin, near Tchenkeou, at 2200 m. 
( Barges, 922 !). Herb. Kew. 

7. Cypripedium guttatum, Sw. in Vet. Alcad. My a Handl . Stockh. 

xxi. (1800) p. 251; Lindl. Gen . Sf Sp. Orch . p. 529; Ledeb* BL 
Boss. iv. p. 88; Maxim. Prim. Bl. Amur. p. 270; B. Schmidt , 
Reis, in Amur Z. und Ins. Sachalin , p. 184; Beichb . FZ. Germ. 
xiii.-xir, p. 166, 49$ ; Bl. des Serres , t. 573 ; Branch, in Journ. 

de Bot. idii. (1894) p. 253. 
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Chihli ; Peking mountains, an 6000 ft. alt. {Haneoch, 11! 
Bretschneider !); Siaowutaishan ( Mollendorff !) ,* Ipehoashan 
{David ); Sylingehan {Provot, 136); Shingkesg : Toong- 
hwahein {Boss, 83!); Szechtjex : -without locality (. Pratt, 261!); 
Tongolo ( Soulie, 311, ex Franchet , 327, 328 !). Mus. Brit.; 
Herb. Kew. 

Widely diffused from Central Europe, through, temperate 
Asia, to Alaska, in the neighbourhood of the Mackenzie Kiver. 

r 

S. Cypripedium Henryi, Bolfe, in Kew Bulletin (1S92), p. 211; 
Franck. in Journ. de Bot. viii. (1891) p. 271. 

Cypripedium chinense, Franck. in Joum. de Bot . viii. (1894) p. 230: 
Hupeh : S. Patung {A. Henry , 5391 A!), Chienshih 
(A. Henry, 5391 D !) ; Szechtjen : S. Wushan ( A. Henry , 
5391 B !), Kimise near Tchenkeoutin, at 1200 m. {Farges, 1036, 
ex Franchet ). Herb. Kew. 

9. Cypripedium himalaicum, Bolfe , in Journ . Linn. Soc., Bot. 
xxix. (1S92) p. 319 ; Franck. Journ. de Bot . viii. (1891) 
p. 219. 

Cypripedium macranthum, Hbo/:. /. _F/. Bn*. Jwd vi. p. 170, partim 
(non Siv.). 

Szechuen: without locality {Fratt, 7181). Herb. Kew. 
Sikkim and Nepal. 

10. Cypripedium japonicum, Thunk. FI. Jap. p. 30; Ic . FL 

Jap. i. t. 1; Lindl . Gen. 4' Sp. Orck. p. 529; Blume, Coll. Orclu 
p. 169, t. 59; Franck . et Savat . Fnum. FI. Jap . ii. p. 10 ; Franchet, 
m Journ. de Bot. viii. (1891) p. 251. * 

Hupeh ; Patung {A. Henry, 1104, 3777 !); Szechueh : 
Tchenkeoutin {Farges, 619, ex Franchet). Mus. Brit.; Herb. 
Kew. 

Japan. 

11. Cypripedium luteum, Franck . FI. David, ii. p. 126; id. in 
Journ. de Bot. viii. (1891) p. 228. 

Hupeh : Pang, at 7000 ft. ( A . Henry. 5391 E, 6710 !); 
Szechuje]* ; Tatsienlou ( Soulie , 413! Prince Henri d’Orleans § 
B. F. Soulie, 576), without locality {Fratt, 263 !); Tchenkeoutin 
{Farges, 131 his). Herb. Kew. 

Tibet. . ' 
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12. Cypripedium macrantlium, Sw. in Vet. Alead. Ffya Handl. 
Stocl’h. xxi. (1800) p. 251; Bot. Mag. t. 2988 ; Bot. Beg. 1.1584; 
Lindl. Gen. <Sf Sp. Orch. p. 528; Ledeb. FL Boss. iv. p. 87 ; 
Beichb. FI. Germ, xiii.-xiv. p.169, t.498 ; Franck. et'Savat. Emm. 
PL Jap. ii. p. 40; Hoolc. f. El. Brit. Tnd. vi. p. 170, parti m; 
Franck, in Journ . de Bot. viii. (1894) p. 232. 

Chihli : Pohuashan (David, 2216! Mollendorff, 481!), 
Siaowutaishan, at 5000 ft. alt. (Mollendorff \), Peking mountains, 
at 5000 ft. (Hancock, 13 ! Bretschneider ! David , 3 !), Sylmgehan 
(Bodinier et Provot) ; Shitokito: Toonghwabieil (Boss, 54 !), 
Mukden to Yaloo River ( Webster, 341), between Mukden 
and Tungcheshien (James !)f Szechhen : Tehenkeoutin (Forges, 
509, ex Francket). Mus. Brit.; Herb. Kew. 

Central Russia to Eastern Siberia and Japan. 

13. Cypripedium margaritaceum, Franck. in Bull. Soc. Phil. 
Par. ser. 7, xii. (1891) p. 141; — Reprint , p. 8; Orckidophile, 
1888, p. 368, with plate; Bolfe, in Gard. Citron. (1889) i. p. 43; 
Franck . in Journ. de Bot. viii. (1894) p. 265. 

TuOTAff: on mount Tsaugchan, above Tali (Delavay, 282); 
also above Mosoyn, and at Hee-chan-men (Delavay). 

14. Cypripedium micrantlnim, Franck, in Journ. de Bot. viii. 
(1894) p. 265. 

Szechtjen : in woods at Heoupin, near Tehenkeoutin, at 
2000 in. ( Farges, 1286 !). 

15. Cypripedium tibeticum, King, ex Bolfe, in Journ. Linn. 
Soc., Bot. xxix. (1892) p. 320; Franck , in. Journ. de Bot. viii. 
(1894) p. 250 (ikibeticum). 

Cypripedium macrantkum, Hook. f. FI. Brit. Ind. vi. p. 170, partim 
(non Sw). 

Szechuef: Tongolo (Soulie, 953 !), without locality (Pratt, 
14, 42, 301, 736!), between Batang and Litang (Prince 
Henri ^Orleans), Tatsienlou (Soulie, 312). Herb. Kew. 

Tibet. 

16. Cypripedium yunnanense, Franck, in Journ. de Bot. viii. 
(1894) p. 231. 

Yuotah : forests of Hee-ehan-men (Delavay, 2480); Mosoyn, 
the woods of Koutoai, at 2800 m. (Delavay, ex Francket }. 
Unly ktfown to me from the description. 
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1. Faphiopedilum Parishii, Pfitz. in Engl. Bot. Jahrb. xix. 
(1894) p. 41. 

Cypripedium Parishii, Reichb. f. in Flora, lii. (1869), p, 322, et in Gard. 
Chron. (1869) pp. SI4, 1158, cum fig.; Bot. Mag. t. 5791; Williams , 
Ore#. vlZ#. ii. t. 86; 17/. J2hrf. xxii. t. 214, 

Selenipedium Parishii, Jolibois % in Rev. Hort. (1885) p. 132. 

Ytonak : Mengtze, on mountains at 6000-7000 ft. ( Hancock , 
582!). Herb. Kew. 

Burma. r 

2. Paphiopedilum purpuratum, PJitz. in Engl . Bot . Jahrb. xix. 
(1894) p. 40. 

Cypripedium purpuratum, Lindl in Bot . itey. xxiii. t. 1991; 

<$• OrcA. p. 530; Bot. Mag. t. 4901; JBenth. FI. Hough, p. 364; 
Godefr.-Lebeitf $ Brown. Les Gyprip. t. 5. 

Cypripedium sinicum, Hance , in Walp. Ann. ili. p. 602. 

Hoxgkoxg ( Champion, 29 !, Wilford, 283 ! Ford, 443 !). 
Mus. Brit.; Herb. Kew. 

An endemic species. In the original description it is said to 
have been introduced to cultivation from the Malayan Archi¬ 
pelago, which, is clearly an error ; while in the c Flora Hongkong- 
ensis,’ Khasia is given as one of its habitats; but the specimen on 
which this remark is based is a piece of G . venustum, Wall., 
collected by Griffith, and mounted on the same sheet as 
purpuratmn. 


136. SCITAMINEJE. 

(By C. H. Weight, A.L.S.) 

1. G-lcbba bulbosa, Gagnep. hi Bull. Soc . Bot. France , xlviii. 
(1901) p. 202, pi. iv. figg. 1-6. 

Kweichatj : environs of Kweiyang (Bodinier , ex Gagnepain ). 

1. Boseoea alpina, Bogle, III . Him. Bot. p. 361, t. 89. fig. 1 ; 
Wight , Ic. PL Ind. Or. t. 2013, fig. 1; Horan. Monogr. Scit. 
p. 20 ; Hook. f. FI. Brit. Ind. vi. p. 207. 

Boseoea purpurea, Boyle, III. Him. Bot. p. 361, t. 89. fig. 3. 

Boseoea purpurea, var. minor, Wall. Cat. n. 6528, D & E. 

Szechuen: Tachienlou (Pratt, 5L8 !). 

Northern India. 

#» 

2. Boseoea capitata, var. purpurata, f Gagnep. in Bull. Soc. 
Bot. France , xlviii. (1901) p. lxxiv. 
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Ytjxnxx : woods in the gorges o£ San-tchang-kiou ( Delavay, 
1491, ex Gagnepain). 

Yar. scillifolia, Gagne]), in Bull. Soc. Bot . France, xlviii. 
(1901) p. lxxiv. 

Yuotak: Kanhaytze on the Hec-chan-men at 9000 ft. 
(Delavay, 2685, 2685 bis, ex Gagnepain), moist places below the 
pass of Hee-chan-men at 9O0O ft. (Delavay, 3283, ex Gagnepain ). 

3. Roscoea cautleoides, Gagnep. in Bull. Soc . Bot. France , 

xlviii. (1901) p. lxxv. r 

YtJOTAN: Hec-cban-men ( Delavay, 92,231 ter, ex Gagnepain), 
environs of Lake Er’Hai ( Prince Henry of Orleans, ex Gagnepain ). 

4. Roscoea Chameleon, Gagnep . i ?2 iMZ. Rotf. France, 
xlviii. (1901) p. lxxvi. - 

Yuxxax : sides of the Hec-cban-men (Delavay, 2659, ex 
Gagnepain ). 

5. Roscoea debilis, Gagnep. in Bull. Soc. Bot. France , xlviii. 
(1901) p. lxxvi. 

YrxxAX: in the wood of Lan-ngy-tien (Ducloux, 688, ex 
Gagnepain ). 

6. Roscoea intermedia, var. minuta, Gagnep. in Bull. Soc. 
Bot. France , xlviii. (1901) p. lxxiii. 

Yuxxax : Naeulchan (Delavay, ex Gagnepain). 

Yar. macrorhiza, Gagnep. 1. c. 

Ytokan : environs of Yuunan-sen (Ducloux, 601, ex Gag¬ 
nepain). 

Yar. anomala, Gagnep. 1. c. 

Yunnan; environs of Yunnan-sen (Ducloux, 597, ex Gag¬ 
nepain). 


1. Kaempferia ccenobialis, G. H. Wright 
Monolophus eoenobialis, Dance, in Journ. Bot . viii. (1870) p. 75. 
Ewangtung* : North River, Canton (Sampson, ex Ranee). 

2. Ksempferia elegans, Wall. BL As. Bar. i. p. 24, t. 27 •, 
Rooh.fFI. Brit. Ind. vi. p. 222. 

Monolophus ? eleggms, Wall, Cat . n. 6593. 

Szechtjex (Mesny, 8*). 

India ahd Malay Peninsula, 
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3. Kaempferia fongyuensis, Gagnep. in Bull. Soc. Bot. France 9 
xlviii. (1901) p. Ixxviii. 

Yunnan : environs of Lake Er’Hai, at Fungyu (Prince Henry 
of Orleans , ex- Gagnepahi ). 

4. Kaempferia G-alanga, Lipin. Sp. PI. ed. 1, p. 3; Lour. FI . 
Cochinch. p. 12; ifose. Scitam. t. 92 ; j5o£. U 850 ; Hook.f. 
FI. Brit. jD&J. vi. p. 219. 

China (ex Loureiro ); Kwang-tung : Whampoa (iZk;2c#,22423! 
cult.). Mus. Brit. 

India, Malaya. 

5. Kaempferia pandurata, As. Bes. xi. (1810) p. 328, 

t. 4; Bose. Scitam. t. 96 ; Bot. Beg. t. 173 ; Bretschn. Early 
Bes. p. 176; Hook.f. FI. Brit. Inch vi. p. 220; Horan. Monogr. 
Scit. p. 21. 

Curcuma rotunda, Linn. Sp. FI. ed. 1, p. 2 ; Lour. FI CocMnch. p. 9. 

China (ex Loureiro). 

India, Malaya. 

6. Kaempferia rotunda, Linn. Sp. PI. ed. 1, p. 3; Bose. Scitam. 
t. 97 ; Bot. Mag. tt. 920 & 6051. 

Formosa: Bankinsing (A. Henry , S51!). Herb. Kew. 

India, Malaya. 

7. Kaempferia (§ Pyrgophyllum) yunnanensis, Gagnep. in Bull. 
Soc. Bot. France , xlviii. (1901) p. lxxvii. 

Yunnan : gorges of Tsongso, north of Tali (. Belavag , 2721, ex 
Gagnepain). 

[HedycJiium coronarium , Koen. (Eetz. Obs. iii. p. 73), is said 
in Bot. Mag. sub t. 708 to be “ probably of Chinese origin.’ 7 It 
has, however, been collected only in India and the Malayan 
Islands.] 

1. Curcuma longa, Linn. Sp. PI ed. 1, p. 2; Lour. FI. Cochinch. 
p. 8 ; Horan. Monogr. Scit. p. 23 ; Bot. Beg. t. 886 ; Fliick. 4* 
Hanbury, Pharmac. p. 577; Bentl. dp Trim. Med. PI. t. 269 ; 
Hook.f FI. Brit. Ind. vi. p. 214; Bretschn . Early Bes. p. 176. 

Amomum Curcuma, Jacq. Hort. Find. iii. t. 4. 

China (ex Loureiro) \ Formosa : Bankinsing, cultivated 
(A. Henry , 89, 1606!). Herb. Kew. » 

Cultivated throughout the Tropics. f ' 
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“The radical tubers when dried constitute the medicine 
known as Yu-chin by the Chinese. The rhizomes are very 
yellow and undoubtedly turmeric.”— Dr. A. Henry. 

2. Curcuma pallida, Lour. FI. Co chinch, p. 9; Horan. Monogr. 
Scit. p. 24; Bretschn. Early Res. p. 176. 

KwAtfGTtnN’G-: Canton (ex Loureiro). 

[ Amomum medium , Lour. PI. Cochinch. p. 4, said to be from 
Yunnsfti, has been doubtfully referred to Alpinia alba, Bose., 
which in its turn is probably only a form of Alpinia Qalanga, 
Wiild.] 

«* 

1. Zingiber confine, Mig. Joum. Bot. Neerl. i. (1861) p. 94. 
KwajS-gttoo (Krone, ex Miguel). 

2. Zingiber corallinum, Dance , in Joum. Bot. xviii. (1880) 
p. 301, & 1888, p. 357. 

Hainan (Dancoch !). Mus. Brit. 

3. Zingiber integrilabrum, Han ce, in Joum. Bot xx. (1882) p. 80. 
Hokgkokg ; Mount Grough (Ford, 5 ! Dance, 21812 !). Mus. 

Brit.; Herb. Kew. 

4. Zingiber officinale, Bose, in Trans. Linn. Soc. viii. (1807) 
p. 348; Scitam. t. 83; Bentl. Sf Trim. Med. FI. t. 270; Do ole. jt. 
FL Brit. Ind. vi. p. 246. 

Amomum Zingiber, Linn. Sp. PL ed. 1, p. 1; Lour. Fl. Cochinch, p. 2 ; 
Bretschn. Early Res . p. 176; Jacq. Bort. find. i. t. 75. 

Chi:na (ex loureiro and Bretschneider ); Poumosa : Bankin¬ 
sing (A. Henry, 491, 1575!). “Without any doubt a native of 
China.”— Bretschneider . 

Widely cultivated in the Tropics. 

5. Zingiber Zerumbet, Bose, in Sm. Exot. Bot. ii. p. 105, 
t. 112, and Trans. Linn. Soc. viii. (1807) p. 348 ; Scitam. t. 84 ; 
Bot. Mag . t. 2000; Doran. Monogr. Scit. p. 27; DooJc. f. Fl. 
Brit. Ind. vi. p. 247 ; Dance, in Joum. Bot. xvii. (1879) p. 15. 

Amomum Zerumbet, Linn. Sp. FL ed. 1, p. 1 ; Jacq. Rort. Find. iii. 
t. 54. 

Zerumbet Zingiber, Lestib. in Ann. Sc. Nat. 2 me s€r. xv. (1841) p. 829. 
Kwahgtung : Tingushan, Canton (Dance, 17695!). Mus. Brit; 
Herb. Kew. * 

Widely cultivated m J:he Tropics of the Old World. 
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6. Zingiber sp. indescript. P 

Hupeh; Timgku (A. Henry, 7594, 7671!); Szechuen : 
17. 'W'ushan (A, Henry , 7126 !). Herb. Kew. 

7. Zingiber sp. indescript. P 

Htjpeh: Icliang (A. Henry , 7104 A.!). Herb. Kew. 

8. Zingiber sp. indescript. ? 

Formosa : Baokinsing (J., Henry , 147, 1607 !). Herb. Kew. 

1. Costus speciosus, Sm. Trans, Linn . i. (1791) p. 249; 
Roxh. in As, Res . xi. p. 349 ; Wight, Ic. FL Inch Or, t. 2014 ; 
Horan. Monogr, Scit. p. 37; Boole, f FL Brit, Lid, vi. p. 249. 
Costus arabicus, Jacq, Ic, t.1, non Linn. 

Banksia speciosa, Koenig , in Retz. Ohs. iii. p. 75; Rheede, Hort. Malab. 
xi. t. 8. 

Formosa: Takow (A, Henry , 1204!). Herb. Kew. 

India and Malaya. 

1. Alpinia calcarata, Rose . in Trans . Linn. Soc . viii. (1S07) 
p. 347; Scitam. t. 68 ; Bot. Reg. t. 141; Hook. f. FI. Brit. 
Ind. vi. p. 254 ; Horan. Monogr. Scitam . p. 34. 

Alpinia cernua, Sims, in Bot. Mag. t. 1900. 

Benealmia calcarata, Hau\ in Andr. Rep. t. 421. 

Globba erecta. Red. Lit t. 174. 

Hongkong- ( Urqithart , 227, 261! Hance, 1231!); Hainan 
(Swinhoe !). Herb. Kew. 

India and Malay Peninsula. 

2. Alpinia cMnensis, Rose . in Trans. Linn. Soc. viii. (1807) 
p. 346; Benth. FI. ffongk. p. 349. 

Languas cMnensis, Koenig , in Retz, Obs. iii. p. 65. 

Heritiera cMnensis, Retz. Ohs. vi. p. 18. 

Hellenia cMnensis, Willd. Sp. PL i. p. 5. 

Hellenia abnormis, Lindl. in Trans . Hort. Soc. vii. (1830) p. 60 P 
Monocystis abnormis, Lindl Introd, Bot. ed. % p, 445; Horan. Monogr. 
Scitam. p. 36 P 

Fokien : Amoy (Swinhoe !) : Hong-hong ( Wilford, 403! 
Wright , 512, 513!); China ( Fortune , 65!). Herb. Kew. 

Bonin Islands and Cambodia. 

3. Alpinia Galanga, Willd. Sp. FL i. p. 12 ; Horan . Monogr. 
Scitam . p. 33; Roxh. FI. Ind. i. p. 58; J tenth. FL Hongk. 
p. 348: Hook. f. FL Brit. Ind . vi. p. ^53. 
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Haranta Galanga, Swartz, Obs. Bot . p, 8. 

Amomum Galanga, Lour. Fl. Cochinch . p. 5. 

Alpinia vindiflora, 6rnjf. Notul. iii. p. 423; Ic. t. 353. 

Eokmosa: Bankinsing (A. Henry, 804!); Hongkong {Cham¬ 
pion, Hance ex Bentham) ; Hainan (A. Henry , 8522 !). Herb 
Kew. 

India and Malaya. 

4. AJpinia globosa, Horan. Monogr. Scit. p. 84. 

Amomum globosum, Lour. Fl. Cochinck. p. 4; Bretschn. Early Res. 
p. 176. # 

China (ex Loureiro). 

“The plant is unknown fo modern botanists .’ 5 —Bret schneider. 

5. Alpinia japonica, 3Iiq. in Ann. Mits. Bot. Lugd-Bat. iii. 
p. 140; Branch, et Savat. Enum. Fl. Jap. ii. p. 20; 2laccim. in 
Bull. Soc. Nat . Mosc. liv. (1879) p. 59. 

Globba japonica. Tlmnb. FL Jay. p. 23. 

Chekiang : Ningpo (Hancock ex Maximoivicz ); Hupeh: 
South Tunghu ( A. Henry, 7710 !), Ichang (Aldridge !); Sze- 
chtjen : Mount Omei (Faber, 956 !); Fokmosa (A. Henry, 2079!). 
Herb. Kew. 

Japan. 

6. Alpinia nutans, Rose . in Trans . Linn. Soc. viii. (1807) 
p. 346; Scitam . t. 73 ; Smith, Exot. Bot. ii. t. 106; Bot. Mag. 
t. 1908; Wight, Ic. PI. Ind. Or. t. 2027; Benth. FL Honglc. 
p. 348 ; Hook.f. Fl. Brit. Bid. vi. p. 256. 

Globba putans, Linn. Mant. ii. p. 170; Red. Lit. t. 60. 

Kenealmia nutans, Andr. Bot, Rep. t. 360. 

Zerumbet speciosum, Sc hr ad. § Wendland, Sert. Bannov, iii, 1.19 
(err. typ . 18); Jacq. Fragm. t. 68. 

China (Fortune, 79!); Foemosa: Takow (A. Henry, 782!); 
Hongkong (TTrquhart, 158! Wright, 514!); Szechuen: above 
Chung Ching (Faber, 957!); Hainan (A. Henry, 8594, 8731!), 
Ma Augza Yolcano, Hoikow ( Hancock , 34!). Herb. Kew. 
Eastern Himalaya, Malayan Peninsula and Archipelago. 

7. Alpinia officinaruin, Hance, in Journ. Linn . Soc., Bot . xiii. 
(1872) p. 6, et Journ. Bot . xi. (1873) p. 175; Bentl . Sf Trim . 
Med. PI. t. 271; •Fliick. Hanbury , Pharm. p. 580; .Botf. ii/ky. 
t. 6995 ; Bretschneide?^ Hist. Europ. Bot . Dw. p. 660. 



136. SCITAMINEJE. Ip 

Hainan {Taintor in herb, Hance, 16866 !), opposite Hainan 
{Sampson ex Bretschneider). Mas. Brit.; Herb. Kew. 

8. Alpinia oxyphylla, Miq. in Journ. Bot . Neerl. i. (1861) p. 93. 
Kwangtung : Hoan {Krone ex Miguel). 

9. Alpinia? pumila, Hook.f Bot. Map. t. 6832. 

Amomum vittatum, Hance, in Journ . Bot. xxiv. (1886) p. 53. 
Kwangtung : Lofanshan {Ford l Faber ex Hance). Mus. 

Brit.; Herb. Kew. * 

10. Alpinia stachyodes, Hance 9 in Journ . Linn. Soc ., Bot. xiii. 

(1876) p. 126. 

Hongkong {Hance, 1231!). Mus. Brit.; Herb. Kew. 


1. Phrynium capitatum, Willd. Sp. PI. i. 17 : Roxb. in Asiat. 
Res. xi. p. 325, t. 3 ; Wight, 1c. PL Ind. Or. t. 2016 ; Horan. 
Monogr. Seif am. p. 11; Hook.f. FL Brit. Ind. vi. p. 258. 

Pontederia ovata, Linn. Sp. PI. ed. 1, p. 288. 

Phyllodia placentaria, Lour. FI. Cochinch, p. 13. 

Kwangtung: Pukwing {Krone ex Hance), West Eiver 
(ex Hance) ; Hainan ( A. Henry, 8677 !). Mus. Brit.; Herb. 
Kew. 

India, Malay Peninsula and Archipelago. 

2. Phrynium parviflorum, Roxb. Hort. Beng. p. 1; FI. Ind. i. 
p. 7 ; Rose. Scitam. t. 34; Horan. Monogr. p. 11; Hook * f FI. 
Brit . Ind. vi. p. 259. 

Maranta parviflora, A. JDietr. Sp. Pi. i. p. 30. 

Kwangtung : Lofaushau (Ford !); Hainan {A. Henry, 87321). 
Herb. Kew. 

India and Malayan Peninsula. 

3. Phrynium sinicum, Miq. in Journ. Bot. Neerl . i. (1861) p. 94. 
Kwangtung ; Phuluwei {Krone ex Miquel). 


1. Canna indica, var. orientalis, Hook. f. FI. Brit. Ind. vi. 

p. 260. 

Canna indica, Linn. Sp. PI. p. 1, ex parte ; Roxb. FI. Ind. i. p. 1; 
Asiat. Res. xi. p. 322; Lour. FL Cochvnch . p. 10; Brnth. FL Hongk. 
p.349. s e 

Canna orientalis, Rose. Scitam. t. 12; Horan. Monogr. Sett. p. 16. 
XiINN. JOUBN.— BOTANY, VOL. XXXVI. * G r 
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Canna chinensis, Willd. in Ges. Naiurf. Fr. Berl. Mag. ii. (1808) 
p. 170. 

Szechuen (A. Henry, 8828 !), near Taehienlu (Pratt, 378 !), 
Chung Ching (Bourne, 78!), Hokiang (Faber, 308 !) ; Hongkong 
(Urquhart, 69!); Hainan (A.Henry, 8030!). Herb. Kew. 

India and Malaya. 

2 . Canna juncea, Betz. Ohs. fasc. i. p. 0. 

China (Bladh ex Betzio). 

r 

1. Musa Basjoo, Sieb. in Verb. Batav. Gen. xii. (1830) p. 18 ; 
Mig. Ann. Mu$. Bat* iii. *p. 140 ; Branch. et Savat. Enum. PI. - 
Jap* ii. p. 21; Baker, in Bot. Mag * t. 7182; Ann. Bot. vii. p. 210; 
Hew Bulletin, 1894, p. 248. 

Luchu Archipelago (ex Siebold). 

Cultivated in Southern Japan. 

2. Musa Cavendishii, Lamb, in Paxt. Mag. iii. p. 51, with col. 
fig.; Baker, in Ann. Bot. vii. p. 209; Kew Bulletin, 1894, 
p. 244; Seem. FI. fit. p. 289. 

Musa chinensis, Sweet, Hort. Brit. ed. 2, p. 596 (nomen). 

Musa sinensis, Sagot, ex Baker, in Ann. Bot. vii. p. 209. 

Southern China (ex Sweet). 

3. Musa coccinea, Andr. Bot. Beg . t. 47; Bed. Lit. tt, 307-8; 
Bot . Mag. t. 1559; FI* des Serres, tt. 722-3; Walp. Ann. vi. 
p. 38 ; Baker, in Ann. Bot . vii. p. 220 ; Kew Bulletin, 1894, 
p. 258. # 

* Musa Uranoscopos, Lour. FI. Cochinch. p, 645; Bretschn. Early Be$. 
p« 176. 

Southern China (ex Andrews). 

Cocliindiina. 

4. Musa lasiocarpa, Franch* in Journ. de Bot. iii. (1889) p. 329; 
Baker, in Ann . Bot* vii. p. 208 ; Kew Bulletin, 1894, p. 243. 

Yunnan: near Tapintze (Delavay ex Franchet )* 

Native name, Ngaptsiao. 

5. Musa sapientum, Linn. Syst* ed. x. p. 1303; Sp. PI. ed. 2, 
p. 1477 ; Bu^ph* Hort. Amboin* v. p. 130, t. 60 ; Boxb. PL 
Oorom . t. 275 ; Horan* Monogr* Scit. p. 42; Benth. FI. Hongk* 

m * 
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p. 348; Bretschn, Marly Bes. p. 175; Hook, f FI, Hr it, Ind, vi. 
p. 262; Baker, in Ann . Bot, vii. p. 211; Kew Bulletin , 1894, 
p. 250. 

Musa coraiculata, M. odorata, M. semiuifera, and M. nana, Lour. FL 
Cochinch, p. 644; De$i\ in Journ . de Bot. 1814, pp. 28, 30, 38-39, 43 

Hong-koxg (Champion ex Beniham)\ Mount Parker {Ford, 60!). 
Herb. Kew. 

India and Malaya. 

6. Musa Wilsoni, 7V,J. Tutcher , in Hard. Chron, ser. iii. xxxii. 
(1902) p. 450,*fig. 151.' 

Yunnan (Wilson ex Tutcher), 

Young plants are in cultivation at # Kew. 

7. Musa sp. 

Yunnan : Szemao (A. Henry, 12325 !). 

This is cultivated and the enlarged base of the stem is eaten 
as a vegetable. It agrees with the description of H. nepalensis , 
Wall, (in Boxh, FL Ind. ii. 492 [1824]), of which no specimens 
are known to exist, and which is, as suggested by Wallich (l. c,), 
doubtfully distinct from the widely cultivated M, superha, Koxb. 
( Hort . Beng, 19). 


137. HdSMODOKACEiE. 

(By C. H. Weight, A.L.S.) 

1. Aletris foliosa, var. sikkimensis, Branch . in Journ - de Bot. 
x. (1896) p. 198. 

Aletris sikkimensis, Hook. /. FI. Brit. Ind . vi. p. 265. 

Szechtten : Tacbienlu ( Soulie , 525!), Tchenkeoutin {Farges ex 
Franchet). Herb. Kew. 

Sikkim. 

2. Aletris glabra, Bureau et Franck, in Journ ., de Bot . v. 
(1891) p. 156; Branch, l, c, x. (1896) p. 197. 

Szechtten : Tachienlu {Bonvalot ex Franchet, Pratt, 675,691!), 
Tongolo ( Soulie , 309 !). Herb. Kew. 

3. Aletris glandulifera, Bureau et Branch, in Journ . de Bot, 
v. (1891) p. 156, x. (1896) p. 200. 

Szechtten: Tachienlu {Bonvalot ex Franchet). 

# a 2^ 
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4. Aletris japonica, Lamb, in Trans , Linn. $ 00 . x. (1811) p. 407; 
A. Gray, in Mem . ^dteier. new ser. vi. (1859) p. 417; 

S. Moore , in Journ . Bot. xvi. (1878) p. 138; JECance , Journ. 
Bot. xx. (1882) p. 295, 

Aletris spieata, Franck . tn Journ. de Bot . x. (1896) p. 199. 

Hvpoxis spieata, Thunb. FI Jap. p. 136. 

Hypoxis farinosa, Thunb . in Trans. Linn. Soc. ii. (1794) p. 334. 
Anwhei: ‘Wiihii {Bulloch !) ; Chekiahg: Ningpo(j£y 0 w^!); 
Kiahgsi : Kiukiang {Shearer ! Carles, 460!); [Formosa : Tamsui 
*(Oldham s u 563!), Keluug (Ford,T&\)\ Hupeh: Ichang (Henry, 
269 !), Patung (Henry, 1748 !), Yangfcsekiang (Faber, 895! 
Gill l Stronach !) ; Kahsuh : Lidshapu (Botanin !); Szechuen : 
Chimching (Bourne l); Corea: Tsusima ( Wilford, 866 1); 
Luchu Archipelago ( Wright , 346!): Oosima Islands (Car¬ 
penter, 12 !). Mus. Brit., Herb. Kew. 

Japan. 

Var. Fargesii, C. U. Wright. 

Aletris spieata, var. Fargesii, Franck, in Journ. de Bot [x. (1896) 

p. 200. 

Szechueh : Tsoueultsao (Farges, 437, ex Franchet). 


5. Aletris lactiflora, Franck. in Journ. de Bot. x. (1896) 

p. 200. 

Szechueh : Tachienlu (Soulid ex Franchet ). 

6. Aletris lanuginosa, Bureau et Franck. in Journ. de Bot. v. 
(1891) p. 155, x. (1896) p. 201. 

^tackyopogon pauciflorus et J3. Jspicatus, Klotzsch , in Bot Brgeb. 
Bern P/v Waldem . p. 49, t, 94. 

Aletris nepalensis, Hook. f. FL Brit Ind . vi. p. 264, e.v parte. 
Szechueh (Faber !), Litang (Bonvalot ex Franchet), Tachienlu 
(Pratt, 13, 182! Soulie, 445,562 !), Tongola (Soulie ex Franchet ). 
Herb. Kew. 

Kumaon. 


7. Aletris laxiflora, Bureau et Francli. in Journ. de Bot. v. 
(1891) p. 155, x, (1896) p. 199. 

Szechueh : Tachienlu (Bonvalot ex Franchet, Soulie, 12, 82, 
102! Pratt, 86 !),* Herb, Kew. 
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8. Aletris nepalensis, yar. Delavayi, Franck* in Journ* de Bot . 
x. (1896) p. 198. 

Aletris Delavayi, Franck, in Journ, de Bot , v. (1891) p. 157 (name 
only), 

Yuotax : Tsang-chan (Delavay, 981, 2120, ex Francket ). 

9. Aietris revoluta, Franck. in Journ . <&? x. (1896) p. 202. 

Szechuek : Tchenkeoutin (Farges ex Francket). 

• 

10. Aletris stenoloba, [Franck, in Journ . Je 25o£. x. (1896) 

p. 203. * 

Szechuex: Souifou (Belavay, 2282,! ex Francket). 

1. Peliosanthes Delavayi, Franck. in Bull. Soc . Bot . France , 
xliii. (1896) p. 43. 

Yuotah : Longki ( Delavay , 3141, 4989 ! ex Franckef). 

2. Peliosanthes macrostegia, Fiance ,, in Journ. Bot . xxiii. 
(1885) p. 328. 

Kwangtung: Lofaushan (Ford, 72!). Herb. Kew, 


1. Ophiopogon clavatns, C. JSC. Wright , _ZTe^ Bulletin (1895) 

p. 116, Book. Ic. PI. t. 2882. 

Hupeh : Patung (A FLenry, 6065!), Kuei (^L FLenry , 6065 A!). 
Allied to 0. draccenoides, Hook, f., but differing in the shape 
o£ the leaves and larger, less numerous flowers. 

2. Ophiopogon Griffithii, Book.f. FI. Brit . vi. 270. 

Flueggea Griffith#, Baker, m Journ. Linn. Soc., Bot xrii. (185©) * 

p. 502. 

Szechuek : Mount Oraei (Faber, 890!). Herb. Kew. 

Eastern Himalaya. 

3. Ophiopogou Jaburan, Lodd. Bot . Cab. 1.1876; Maxim, in 

Bull . Petersb . xv. (1871) p. 86 ; Af<?7. -BW. vii. p. 324 ; 

Fngler, Bot . Jahrb. vi. (1885) p. 54. 

Convallaria japonica, var. major, Tkunb. FL Jap * p. 139. 

Slateria Jaburan, /SieS. FerA. Batav. Gen. xii. (1830) p. 15. 

Flueggea Jaburan, Kunth. Bnum. v. p. 303; Baker, in Journ. Idnn. 
Soc., Bot xvii. (1879) p. 502. 

Luchu Abchxeelago : Amarni Osima (DoderlSin ex Fngler). 
Japan. . # 
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4. Ophiopogon japonicns, Her, in Bot . Mag. 1.1003 ; Maxim . m 
Peiersb. xv. (1871) p. 87; Mel. Biol . vii. p. 325. 
Convallaria japonica^ Znm. /. Suppl. 204; iM. AtX t. 80. 

Convallaria japonica, var. minor, Tlmnb. FI. Jap. p. 139. 

Fliiggea japonica, Rich, in Schrad. N. Joum. n. i. (1807) p. 9,1.1A 
Kunth, Enum. v. p. 301; Baker, in Joum. Linn. Soc. } Bot. xvin (1879) 
p. 501; A. Gray, in Bot. Berry's Exped. p. 322. 

Slateria japonica, Desv. in Verh. Batav. Gen. xii. (1830) p, 15. 
Ophiopogon japonicns, var. genuinus, Maxim, in Bull. Acad. St. Petersb. 
xv. (1871) p. 87 ; MU. Biol 1870, p. 327. 

Kiangsi: Kiukiang {Shearer !) ; Fobmosa: Ape’s Hill (A. 
Henry , 1098 A !), South Qape (A. Henry , 1703 A!); Hupeh 
{A. Henry, 6438!), Patung (A. Henry , 3705!); Szechuen : 
Taehienlu ( Soulie, 177!); Coke an Abchipelago ( Oldham , 883 !). 
Mus. Brit.; Herb. Kew. 

Japan. 

Var. umbraticola, G. H. Wright. 

Ophiopogon (Flueggea) umbraticola, Hance, in Joum. Bot. vi. (1868) 
p. 115; Maxim, in Bull. Acad. St. Piter sb. xv. (1871) 88; MU. Biol. vii. 
p. 328. 

Fluggea japonica, var. umbraticola, Baker , in Joum. Linn. Soc., Bot. 
xvii. (1879) p. 501. 

Fobmosa: Takao ( Playfair , 85!); Hupeh : Iehang {Henry, 
4344 A!); Kwangtung : Canton {Hance et Sampson , 13759!), 
Lofaushan {Ford !). Herb. Kew. 

Japan. 

This is not, as stated by Maximowicz, synonymous with O. 
japonicns var. intermedins , Maxim., which has much larger, 
. cesnuouS flowers ; in this they are small and erect. 

Yar. umbrosus, Maxim, in Bull. Acad. St. Peter si. xv. (1871) 
p. 88 ; Mel. Biol. vii. p. 327. 

Chihli : Peking {Shaczleoff ex Maximowicz). 

Japan. 

Yar. Wallichianus, Maxim, in Bull. Acad. St. Petersh . xv. 
(1871) p. 89; Mel. Biol. vii. p. 328. 

Chloopsis acaulis, Biume, Enum. i. p. 14 ? 

Fluggea Walliehiana, Kunth, Enum. v. p. 303, 

Fluggea japonica, var. Walliehiana, Baker , in Joum. Linn. Soc., Bot. 
xvii. (1879) p. 501, excl. syns. 

Ophiopogon Wallichianus, Hook. f. FI. Brit. Ind. vi. p. 268 {excl. syn . 
Ophiopogon longifolius, Decne,). 
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Szechtjen: Mount Omei (Faber, 310 !); Kiangsu: Woosiifig 
(Home !) ; Kwangtung ; Canton (Hance, 10086!). Mus. Brit.; 
Herb. Kew. 

Japan, Temp, and Trop. Himalayas and Khasia. 

1. Liriope kansuensis, C. H. Wright . 

Ophiopogon (Liriope) kansuensis, Batalin, in Act Hort. Petrop. xiii. 
(1893) p. 103. 

Kanstfh : bj tbe Biver Heiho, near Sapa (Potanin ex J^ataUn). 

2. Liriope spicata, Lour. FI. Cochinch . p. 201. 

Dracaena graminifolia, Linn, Syst. ed. 12, p. 246. 

Convaliaria spicata, Tkitnb . FI. Jap. p.*141. 

Fluggea spicata, Schnlt. f. Syst. vii. p. 309. 

Ophiopogon japonicus, Watt. Cat. n. 5139, ex parte. 

Ophiopogon spieatus, Ker, in Bot. Beg. t. 593 ; conf. Bot Mag. sub 
1.1063; Kunth , Bnum. v. p. 299; Benth. FI. Hough, p. 371; Maxim . in 
Bull. Acad. St. Petersb. xv. (1871) p. 83; Mel. Biol. vii. p. 321; Hance, 
in Journ. Bot. xii. (1874) p. 262 ; Bebeaux, FI. Tchef. p. 135; Maxim. 
FI. As. Or. Fragm . p. 63; Franck, et Savat. Bnum. PI. Jap. ii. p, 83. 

Ophiopogon spieatus, var. gracilis, Miq. Prol. FI. Jap. p. 143; Maxim . 
in Bull. Acad. St. Petersb. xv. (1871) p. 85; Mil. Biol. vii. p. 323; 
Franck. Plantes de TcMfou, p. 258. 

Ophiopogon gracilis, Kunth, Bnum* v. p. 298. 

Ophiopogon longifolius, Beene, in FI. des Serres , xvii. (1867-68) p. 182* 
Ophiopogon spieatus, var. Kunthianus, Maxim, in Butt. Acad. St. 
Pitersb. xv. (1871) p. 84; MSI. Biol. vii. p. 322. 

Liriope graminifolia, Baker, in Journ. Linn. Soc., Bot. xvii. (1879) 
p. 499. 

Shingking : Moukden ( Webster, 20 !); Shantung : Chefoo 
(Hancock, 11!); Formosa ( Oldham , 575!); Hupeh : I chang 
{Henry, 353, 498, 911,1044,1093,1329!), Patung {Henry, 

2806!), Tungbu (Henry, 6439 I); Kiangsi : Kiukiang (Shearer ! 
Mollendorjf ex Hance); Kwangtung: Macao (Gallery, 2721 
Maingay, 391!); Hongkong (Champion, 286! Tate ! Hance, 550, 
703! Wright, 530 I Uvquhart !); Kwangsi ( Wenyon !); Hainan 
(Henry, 8385!). Mus. Brit.; Herb. Kew. 

Yar. densiflora, O. H. Wright. 

Ophiopogon spieatus, Hook.f. in Bot . Mag. t. 5348. 

Ophiopogon Muscari, Beene, in FI. des Serres , xvii. (1867-68) p. 181. 
Ophiopogon spieatus, var. communis, Maxim, in Bull. Acad. St. Petersb . 
xv. (1871) p. 85; Mel Biol. vii. p, 323; Hance, in Journ* Bot. xxi. (1883) 
p. 358. 
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* 

Liriope graminifolia, var. densiiiora, Baker, in Journ. Linn, Soc. % Bot. 
xvii. (1879) p. 500. 

Kiangsu : Chinkiang (Bullock ex Hance); Formosa (ex 
Baker); Lttchtt Archipelago {Wright, 330!)., Mus. Brit.; 
Herb. Kew, 

Japan. 

Var. intermedia, Maxim. fide Branch. PI. David, p. 296. 
Ejangsi : Kiukiang Mountains {David, 809, ex Franchet). 
This may possibly be an error for Ophiopogon japonicus, var. 
intermedins, Maxim, in Bull. Acad. St. Petersb. x/. (1871) p. 88 ; 
Mel. Biol. vii. p. 827. 

Yar. koreana, O. H. Wright. 

Ophiopogon spicatus, var. koreanus, Palibin , in Act. Jffort. Petr op. xix. 
(1901) p. 106. 

Corea : Kyongkwi, Seoul {Kalinowskg ex Palibin). 

Yar. latifolia, Branch. PI. David, p. 296. 

Kiakgsi : ELiukiang Mountains {David, 854, ex Branchet). 

Yar. minor, C. H. Wright. 

Ophiopogon spicatus, Lodd. Bot. Cab. t. 694. 

Ophiopogon spicatus, var. minor, Maxim, in Bull. Acad. St, Petersb. 
xv. (1871) p. 85 ; Mil. Biol. vii. p. 327. 

Chesa. (ex Loddiges). 

Japan. 


138. IBIDEiE. 

T . _ * (By C. H. Wright, A.L.S.) 

1. Iris Bungei, Maxim, in Bull. Acad. St. Petersb. xxvi. (1880) 
p. 509; MSI. Biol , x. p. 695; Branch. PI. David, i. p. 296; 
Baker, Handb. Iridece, p. 5. 

Iris ventricosa, Maxim. Ind. Bl. Mongol in Prim. FL Amur. Suppl 
p. 485, non Pall. 

Kiangsi : Riukiang (Carles , 447!); Kanstjh occidentalis 
{Potanin !), Tangut (Przewalski). ' Herb. Kew. 

Mongolia. 

2. Iris Delavayi, Micheli, in Rev. Sort. (1895) p. 398, 
figs. 128-9,; ffook.f Bot. Mag. t. 7661. 

Ytthhan {Delavay ex Micheli). 



138. IKIDEJE. 


SI 

8. Iris dickotoma, Pall. Beise , iii. p. 712 (1776); Linn . fil . 
Suppl. p. 97 (1781) ; Bot . Beg. t. 246; Sweet , Brit. Flow. Gard. 
t. 96; Bunge, Fnum. PL Chin. Bor. p. 63; Sance. in Journ. Bot. 
xiii. (1875) p, 104 ; Baker, in Journ . Linn. Soe I?of. xvii. (1877) 
p. 142 ; itofy J/agr. t. 6428 ; Francli. PI. David, p. 298; Maxim, 
in Bull. Aiad. St. Petersh . xxvi. (1880) p. 540; Mel. Biol. x. 
p. 738. / 

Iris popiieridiana, Fisch. ex Ledeh. Fl. Boss. iv. p. 106. 

Pardanthus dicliotoma, Ledeh. Fl. Boss. iv. p. 106. 

Evansia dicbcrtoma et E. vespertina, Decne. in Bull. Soc. Bot. France, 
xx. (1873) p. 802. 

Chihli : Pekin {Bushell I Williams ! Sauce , 12632 ! David, 
442, ex Franchet, Bretschneider !), Jehol {David, 2165, ex 
Franchet ), Siaowutaisban {Sancock ex Maximowicz ); Shing- 
xiisrG-: Moukden ( Webster , 52 !); Shantung-: Cliefoo {Forbes ex 
Sance). Mus. Brit.; Herb. Kew. 

Dahuria, Mandsburia, Mongolia. 

4. Iris ensata, Thunb. in Trans . Zircw. ii. (1797) p. 328 ; 
Baker , m Journ. Linn. Soc., Bot. xvi. (1877) p. 139, et xvii. (1879) 
p. 387; Maxim, in Bull. Acad. St. Petersh. xxvi. (1880) p. 512 ; 
Mel. Biol. x. p. 699 ; Sance , in Journ. Bot. xi. (1883) p. 358; 
Franck, in Mem. Soc. Sc. Nat. Cherbourg , xxiv. (1882) p. 258 ; 
Baker, Sandb. Iridece, p. 8; Hook . f. Fl. Brit. Ind . vi. p. 272 ; 
Kanitz, in Bot. Bes. Szech. Centr. As. Fxped. p. 58. 

Iris graminea, Thunb. FL Jap. p. 34, non Linn. 

Iris triflora, Balbis, Misc. Bot. p. 6,1.1. 

Iris biglumis, Vahl, Enum. ii. p. 149 ; Sweet , Brit. Flow . Gard. ser. 2, 
1.187. 

Iris Pallasii, Fisch. in Trev. Ind. Sem. Sort. Vrat 1821. 

Iris Pallasii, var. chinensis, Fisch. in Bot. Mag . t. 2331. 

Iris longispatha, Fisch. in Bot. Mag. t. 2528. 

Iris Moorcroftiana, Wall. Cat. no. 5021, 

Iris oxypetala, Bunge , Enum. PL Chin. Bor. p. 63, et in C. A. Meyer, 
Ind. PL Mus . Petrop. (1834) p. 8, non Sance. 

Iris caricifolia, Pallas ex Link, Jahrb. i. in. (1820) p. 72. 

Iris longifolia, Boyle, III. Bot. Simal. p. 372, t. 91. f. 2. 

Iris fragrans, Lindl. in Bot. Beg. (1840) t. 1. 

Iris Doniana, Spach , Hist. Phan. xiii. p. 34. 

Iris ensata, var. cbinensis, Maxim, in Gartenfi. t. 1011; Bull. Acad. 
St. PStersb. xxvi. (1880) p. 514; Mil. Biol. x. p. 701. 

Chihli : Peking {Bullock, 193! Bretschneidir, 723J Bushell ! 
Sancock , 22!), Jebol {David, 1744 !) ; # Shingkihg : Itoukden 
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(James)), Tieling ( Webster , 711), Eooling (Boss, 332 !); Shan¬ 
tung- : Chefoo, Tungtschaufu (Hancock ex Maximotoicz) ; 
Eokien: [Foochow (Wykeham Perry l); Shensi (David ex 
Franchet, Piasezki ex Maximowicz ); Kansuh ( Piasezki, 
ivalsTci ex Maximowicz ), Kanesoufu (Loczy, 74, ex Kanitz ); Corea 
(Wyheham Perry !). Mus. Brit.; Herb. Kew. 

North Asia, Japan, Cashmir. 

- The variety chinensis differs only in having lighter flowers 
with narrower perianth-segments. 

5. Iris gracilis, Maxim.in Bull. Acad. St. Petersb. xxvi. (1880) 
p. 527; Mel. Biol . x. p. 72(?; Baker, Handb. Iridece , p. 28. 

Kansuh : Tangut (Przeicalski, 3,101); Szechuen : Tachienlu 
(Pratt, 262 !), Tongola ( Soulie, S76 !). Herb. Kew. 

Tibet. 

6. Iris Grrijsi, Maxim . Bull. Acad . Sfc. Petersb. xxvi. (1880) 
p. 515 ; A£i?Z. Biol. x. p. 702; Hance , m Journ. Bot . xx. (1882) 
p. 295 ; Baker , Handb. Iridece, p. 6 ; Franck, in Bull , $oe. ItoZ. 
France , xlvi. (1899) p. 213. 

Iris oxypetala, Hance, in Journ. Bot. viii. (1870) p. 314, wow Bunge . 
Anwhei: "Wuhu (Bullock !); Eokien (D<? Grigs in Herb. 
Hance, 8583! & 21351!), Kuatun (Zte Z« Touche ex Franchet ). 
Mus. Brit.; Herb. Kew. 

7. Iris Henryi, Baker , Handb. Iridece, p. 6. 

Hupeh: Nanfco (Henry, 6372 !). Mus. Brit.; Herb. Kew. 

• 

Iris japonica, Thtnb. in Trans. Linn . ii. (1797) p. 327; 
JfZ#. Zw Amw. Afzjs. PoZ. Lugd.-Bat. iii. p. 141; Baker , m Q-ard. 
Chron . ser. ii. vi. (1876) p. 37 ; Journ. Linn . ifoZ. xvi. (1877) 
p. 143 ; Handb. Iridece, p. 24; Branch . et Savat . Fnum. PI. Jap. 
ii. p. 41; Branch. PI. David, i. p. 298, ii. p. 127; Maxim, in Bull. 
Acad. St. PStersb, xxvi. (1880) p. 588; AfeZ. PZoZ. x. p. 736. 

Iris squalens, Thunb . PZ. Pap. p. 33, wow ZZww. 

Iris chinensis, Curt . m PoZ. Afo/. t. 373; Regel, in Garienfi. t. 511. 
flg. 2-3. 

Iris fimbriata, Vent. Hort . Cteta t, 9; Pod. HI, t, 152. 

Isis fimbriata, Trait. Arch. Geiodchsh. p. 668. 

Evansia chinensas, Salisb. in Trans. Hort, Soc. Bond, i, (1812) p. 303. 
Evansia fimbriata, Decne. in Bull. Soc, Bot, France, xx. (1873) p. 302. 
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Chihli : Peking (David ex Franchet); Hupeh : Ichang 
{Henry, 786,1161,1254!), Nanto {Henry, 1967!), Yangtsekiang 
( Gill\ ); Kiaxgsi : Kiukiang(lZar?es! Shearer l); Kwajs’GIUIxg : 
Canton (. HanCe , 16441! cult.); Chisa {Fortune, 41!). Mus. 
Brit.; Herb. Kew. 

Japan, Tibet. 

9. Iris laevigata, Fisch. in Ind. Sem, Hori . Petr op. v. (1839) 
p. 36; G-artenfl. t. 442. fig. 1; Pot. Mag. t. 6132; Bpker, in 
Journ. Linn. % Soc., Bot. xvi. (1877) p. 142; Baker , Handb. 
Iride<e , p. 13. 

Iris Ksempferi, Sieb. in 111. Hort. ,(1858) t. 157; FI. des Senses, 
tt. 2073-4. 

Iris Itsihatsi, Hassk. Cat. Hort. Bog or. p. 35. 

Iris violacea, Klatt, in Linn&a, xxxv. (1867-68) p. 384. 

Iris laevigata, var. Ksempferi, Maxim, in Bull. Acad. St. Petersb. xxvi. 
(1880) p. 521; Mel. Biol. x. p. 712. 

Shungking : Monbden {James ! Boss !), TGonghwabien(.5W!); 
Co eea : Port Chusan ( Wilford , 973 !). Mus. Brit.; Herb. Kew. 
Amur, Japan. 

10. Iris Loczyi, Kanitz , Bot. Bes. Szech. Centr . As- Hooped. 
p. 58, t. 6. fig. ii- 5. 

Kajvtstjh : Nanszan {Szechenyi ex Kanitz). 

Probably not distinct from Iris tenuifolia , Pall. 

11. Iris pandnrata, Maocim. in Bull. Acad. St. Petersb. xxvi. 
(1880) p. 529; Mel. Biol . x, p. 723 ; Baker, Handb. Iridece , p. 29. 

Kanstth : Tangnt {Przeioalski !). Herb. Kew. 

12. Iris Potanini, Maxim, in Bull. Acad . St. Petehb. xxvi . 
(1880) p. 528; Mel. Biol. x. p. 721; Baker , Handb. Indeed, 
p. 27. 

Iris flavissima, var. rupestris, Ledeb. FI. Alt. i. p. GO. 

Kahstjh {Potanin !). Herb. Kew. 

Dahuria, Altai, Mongolia. 

13. ’ Iris Rossii, Baker , in Card. Chron. (1877) ii. p. 809; 
Journ. Linn . Soc ., Bot . xvii. (1879) p. 887 ; Handb . Iridem , p. 3; 
Maxim, in Bull . Atfarf. fltt. Petersb. xxvi. (1880) p. 523; Jfe7. 
Biol. x. p. 714. 

Shihgkihg: Changdien(ifoss, 160,1621); Anwhei: Nanking 
{Faber, 1542 !); Kiangsi : Kiukiang {Maries !); Coeea {Oarles y 
5 !); Chemulpo {Carles !), Seoul {Carles !). Herb. Kew. 
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14. Iris ruthenica, Dry and. in Ait . Mori. Kew . ed. 2, i. p.117; 
Gawl . in Bot. Mag. tt. 1123 et 1393 ; Ledeb. FL Boss . i. p. 55 ; 
Maxim. Prim. FL Amur. Suppl. pp. 477 et 485; Bull. Acad. 
St. Petersb. xxvi. (1880) p. 516 ; Mel. Biol. x. p. 704; Hance, in 
Journ. Bot. xiii. (1875) p. 139; Balcer et S. Moore, in Journ. 
Linn. Soc., Bot. xvii. (1879) p. 387 ;* Franck,. PL David, i. p. 297; 
Balcer, Handb. Iridece , p. 4. 

Iris casspitosa, Pallas, in Spreng. et Link, Jahrb. i. in. (1820) p. 71. 
Ioniris tuthemca, Klatt, in Bot. Zeit. xxx. (1872) p. 502. 

Chihli : Peking (Bulloch, 234!), Jebol {Dcfvid, 1741,* ex 
Franchet), Sangyu {David, 2235, ex Fran diet), Pohuasban {Brei- 
schneider ex Hance), Kalgan (Przewalski ex Maximowicz ); 
SHiNGKnm: Ngaiyang {Boss, 228 !). Mas. Brit. ; Herb. Kew. 
North Asia. 

Yar. nana, Maxim, in Bull. Acad. St. Petersb. xxvi. (1880) 
p. 516 j Mel. Biol. x. p. 705. 

Chihli : Peking, Lunzuanssy {Tatarinow ex Maximowicz), 
Pohuashan {Bretschneider ex Maximowicz); Shansi {Potanin !). 
Herb. Kew. 

South Mongolia. 

15. Iris sibirica, var. orientalis, Baker, in Journ . Linn. Soc 
Bot . xvi. (1877) p. 139 ; j Handb. Iridece, p. 9; Maxim, in Bull. 
Acad . St. Petersb. xxvi. (1880) p. 519 ; Mel. Biol. x. p. 709. 

Iris orientalis, Thumb, in Tram. Linn . Soc. ii. (1797) p. 328. 

Iris sibirica, var. sanguinea, Gawl. in Bot. Mag. 1.1604. 

Iris kaematophylla, Fisch. in Siveet, Brit. Flow. Gard. 1.118. 
Jjj ^fiertcHinsMa, Lodd. Bot Cab. 1. 1843. 

Shimking : Moukden (James ! Webster !), Toongbwahien 
{Boss, 481); Szecotek {Pratt, 247!); Corea: Tsusima ( Wil - 
ford , 7521), Cberanlpo (Carles , 177 !). Mus. Brit, ; Herb. Kew. 
Japan, Eastern Siberia. 

16. Iris songariea, var. gracilis, Maxim, in Bull. Acad. St. 
Petersb. xxvi. (1880) p. 510 ; Mel. Biol. x. p. 696 ; Baker , Handb. 
Iridece , p. 5, 

Kastsuh: Tangut ( Przewalski !). Herb. Kew. 

17. Iris speculai^rix, Hance, in Journ. Bot. xiii. (1875) p, 196, 
and xiw (1876) p. 75 Baker, in Gard. Ghron . ser. ii. vi. (1876) 
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p. 86; and Bot* Mag. t. 6306 ; Maxim, in Bull. Acad. St. Petersb. 
xxvi. (2880) p. 538 ; 21el. Biol . x. p. 736. 

Hongkong : between Victoria Peak and Mount Davis {Ford 
in Herb. Haijce, 783 A ! 1S465 !) ; Kwaxgtung : Canton, 
Lienebau ( Lamont !), Lantao {Ford, 53 !). Mus. Brit.; Herb. 
Kew. 

18. Iris teetorum, Maxim, in Bull. Acad . St. Petersb. xv. (1871) 
p. 380; Mel. Biol . vii. p. 563, et x. p. 736; Gartenjl. : k . 716; 
Hook. f. Bot. Mag. t. 6118 ; FI. des Sevres, t. 2287; Baker , in 
Gard. Chron. ser. ii. vi. (1876) p. 37 ; Handb . Iridece, p. 23; 
Franch . et Savat. Fnum. PL Jap. ii. p. 41; Franch. PL David. 
i. p. 297 ; Kanitz, Bot. Bes. Szech. Centr. As. Fxped. p. 59. 

Iris chinensis, Bunge, Enum. PI. Ohm. Bor. p. 64, non Curt. 

Iris fimbriata, Klatt, in Linncea, xxxiv. (1865-66) p. 619, paHim. 

Iris eristata, Miq. in Ann. Mas. Bot. Lugd.-Bat. iii. p.141, non Soland. 
Iris tomiolopba, Dance, in Journ. Bot. x. (1872) p. 229. 

Shantung {Maingay,'i%2 i !); Hupeh : Changlo {Henry, 6330!), 
Iehang {Henry, 39701), Patung {Henry, 3781!); Hunan {Han¬ 
cock, 80 !) ; Shensi {Piasezki ex Maximowicz , David ex Fran - 
diet); Ivansuh (Piasezki ex Maximowicz); Szechuen {L6czy, 
122, ex Kanitz). Mus. JBrit.; Herb. Kew. 

Japan. 

This species bas been cultivated about Peking and Canton. 

19. Iris tenuifolia, Pall. Beise, iv. p. 683, t. 7. fig. 2 ; Maxim. 

Ind. FI. Mongol, in Prim. FI. Amur. p. 485; in Bull. Acad. 
St. Petersb. xxvi. (1880) p. 511; Mel. Biol . x. p t 697; Baker, in 
Gard. Chron. ser. ii. vi. (1876) p. 144 ; Journ. Linn. Soc., Bot. 
xvi. (1877) p. 138 ; Handb. Iridece , p. 4. ’ =—= 

Neubeekia tenuifolia, Ale feld, in Bot. Zeit. xxi. (1863) p. 297. 

Joniris tenuifolia, Klatt, in Bot. Zeit. xxx. (1872) p. 502. 

Kansuh {Potanin ! Przeicalski ex Maximowicz). Herb. Kew. 
Central Asia. 

20. Iris Tigridia, Bunge, in Ledeb. FI. Alt. i. p. 60; Ledeb. 
Icon. PL Boss. iv. p. 342 ; Maxim, in Bull. Acad. Si. Petersb. 
xxvi. (1880) p. 530 ; Mel. Biol . x. p. 722 ; Franch. PL David, i. 
p. 297; Baker, HanJb. Iridece, p. 28. 

Chihli : Jehol {David,l696,ex Franchef); Kansuh (Potanin I). 
Herb. Kew. # 

Altai, Eastern Siberia, and Mongolia. 
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1. Belamcan&a punctata, Moench, Meth. p.529 (1794); Branch. 
PL David• i. p. 299. 

Ixia chinensis, Linn. Sp. PI. ed. 1, p. 36; Curt. Bot. Mag. t. 171; 
Lour. FL Cochinch, p. 36. 

Belamcanda chinensis, Leman , in Bed. Lit. 1 . 121 (1807); Baker , in 
Journ. Linn. Soc ., Bot. xvi. (1877) p. 113; Baker , Handb. Iridece , p. 117 ; 
Hook. f. FI. Brit . Ind. vi. p. 277. 

Morse a chinensis, Thunb. FI. Jap. p. 34. 

Pardanthtis chinensis, Ker, in Ron. Ann. Bot. i. (1805) p. 246; Benth. 
FI. Hongk. p. 365; FI. des Sevres, 1.1632; Hance , in Journ. Bot. xii. 
(1874) p. 262; Deheaux, FI. Tchef. p. 133; Franck, in Mem. Soc. Sc. Nat. 
Cherbourg, xxiv. (1882) p. 256. 

Shaotuhg: Chefoo (Fauvel ex Franchet) ; Formosa ( Oldham, 
642 ! Watters , 70! Wilford 550 ! A. Henry, 968 !) ; Kiangst : 
Kiukiang (Shearer ! Mollendorf ex Hance, David ex J Franchet) ; 
Htjpeh : Ichang {Henry, 96!), Patung {Henry, 4905 !), Nanto 
{Henry, 2112 A!); Shensi {David ex Franchet') ; Szechuen: 
Chung Ching {Bourne, 207!); Hongkong {Champion, 284! 
Hance , 718! Lamont, 783!); Corea: Chemulpo ( Carles, 193! 
Wykeham Perry !). Mus. Brit.; Herb. Kew. 

Mandshuria, Japan, North India. 


189. AMAEYLLIDEJE. 

(By C. H. Weight, A.L.S.) 

1. Hypoxis aurea, Lour. FL Cochinch, p. 200; Hance , in 
Journ. Bot . viii. (1870) p. 276, et 1878, p. Ill; Baker , in Journ. 
Lin n . Sog., Bot . xvii. (1877) p. 108 ; Maxim, in Engl. Bot. Jahrb. 
Iu7(1885) p. 75; Hook. f. FL Brit. Ind . vi. p. 277 ; Branch, in 
Bull. Soc. Bot. France, xlvi. (1901) p. 214. 

Hypoxis curculigoides, Wall. Cat. n. 5164. 

Hypoxis minor, D. Don , Prodr. FL Nepal, p. 53 ; Boyle , 111. Bot. 
Himal. p. 376, t. 91. fig. 3. 

Curculigo graminifolia, Nimmo, in J. Graham ; Bomb. Cat. p. 215; 
'Dalzell $ Gibson , Bombay Flora , p. 276. 

Hypoxis Franquevillei, Miq. FI. Ind. Bat. iii. p. 586. 

Hupeh: South Patung {Henry, 62421); Fokiek*: Kuatun 
{De la Touche ex Franchet); Kwangtung : Canton {Sampson, 
1624! et in hb. Hance, 16516 !); Luchu Archipelago {Wright, 
344!). Mus. I*rit.; Herb. Kew. 

North India, Cochin China, Java, Japan. 
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1. Curculigo orchioides, Gaertn . Fructet Sem . i. p. 63, fig. 11; 
Boxb. FI. Corom. i. p. 14,1.13; Ait . Llort. Kew . ed. 2, ii. p. 253 ; 
Boem. et ScJiult . Veget. vii. p. 756. 

Curculigo ensifolia, 12. J9r. Prodr. p. 290; JF/. As. Or. Fragm. 

p. 61; Maxim. ew Engl Bot . Jahrb. vi. (1885) p. 75. 

Curculigo stans, Labill. Serf. Austr. Caled. i. p. 18, t. 24. 

Curculigo malabarica, Wight, 2c. PZ. Jwd. Or. t. 2043. 

Curculigo orchioides, Tar. minor, Benth. FI Hongk. p. 366 ; Bot. Mag. 
t. 1076. 

Hypoxis minor, Seem. Bot K Voy . • Herald ,’ p. 419. # 

Hypoxis orcbloides, -5Tttrc, Z?z J9 g£. Lugd.-Bat. iv. p. 177. 

Chekiang : Xingpo (Hancock ex Maximo wicz) ; Szechuen : 
Min River (Faber, 959!); Kwanctttjng : Lofaushan (Ford !), 
Canton (Hance ex Maximowicz) ; Hoxgkoxg (Champion, 533 !); 
Lttchu Abchipelago ( Wright , 343 !). Herb. Kew. 

Japan, Northern India to Australia. 

A very variable species, with extreme forms, differing much in 
size and in the breadth o£ the leaves, yet presenting every stage 
of transition, so that no satisfactory line can be drawn between 
them. 

2. Curculigo reeurvata, Dry and. in Ait. Hort. Kew. ed. 2, ii. 
p. 253 ; Wall. Cat. n. 5159 ; Bot . Beg. t. 770 ; Boxb. FI. Ind. ii. 
p. 145; Mig. FI. Ind. Bat. iii. p. 585 ; Maxim. in Engl. Bot. 
Jahrb. vi. (1885) p. 75 ; Hook.f. FI. Brit . Ind. vi. p. 278. 

Molineria .reeurvata, Herb. Amaryll. p. 84; Eurz, in Ann. Mm. Bot. 
Lug d. -Bat. iv. p. 175; Baker', in Journ. Linn. Soc. } Bot. xvii. (1879) 
p. 120 ; Hance, in Journ. Bot . xxi. (1883) p. 358. 

Molineria eapitulata, Herb. Amaryll. p. 84. 

Molineria plicata, Colla h Hort. Rip. App . ii. p. 333,1.18. 

Leucojum capitulatmn, Lour. PI. Cochinch. p. 199, 

Chekiang: Ningpo (Hancock ex Maximowicz) ; Formosa : 
Tamsui ( Oldham , 645!); Kw^ngthng: Lofaushan (Ford, 61!), 
Siushi-Lienchan (B. C x Henry !), Canton (Hance ex. Maximowicz); 
Hongkong: Mount Parker (Ford, 56!). Mus. Brit.; Herb. 
Kew. 

India, Ceylon, Malaya, Borneo, Queensland. 


1. Narcissus Tazetta, var. chinensis, M. Boem. Syn. Monog . 
fasc. iv. p. 223 ; Mig. in Ann. Mus. Bot. Lugd.-Bat. ii. p. 140; 
Franck, et Savat. Enum. PI. Jap . ii. p. 45 ; Franck . FI. Tckef. 



88 


189. AMABYLLIHM. 


p. 256 ; Debeaux, FI. Tchef, p. 133; FI. Slicing h. p. 68 ; Maxim, 
in Engl. Bot. Jahrb . vi. (1885) p. 75. 

Chihli: Peking (Bretschneider ex Maximowicz ); Shantung : 
Cliefoo (Debeaux, Fauvel ex Franchet ); Ktangsu : Shanghai 
(Debeaux), Saddle Island (Weyrich ex Maximowicz). 

Japan. 

1. Criimm asiaticum, var. declinatum, Herb, Amaryll. p. 244 ; 

Kunth, Emm. v. p. 549 ; Miq. in Ann. Mm. Bot. Lugd.-Bat. ii. 
p. 139; Branch, et Savat . Enum. P7. ii. p. 45; Maxim, in 
Engl. Bot, Jahrb. vi. (1885) p. 77; Baker, Handb . Amaryll. 
p. 75. * 

Criimm declinatum, Herb, in Bot. Mag. t. 2231. 

Crinum latifolium, Thanh. FI, Jap . p. 181. 

Criimm asiaticum, Benth. FI, Hongk. p. 366. 

Hongkong : Say wan (Champion ex Benth.), Skeko (Ranee, 
1332!). Mus. Brit. 

Yar. sinicum, Baker, Handb. Amaryll. p, 75. 

Crinum sinicum, Roxb. ex Herb, in Bot. Mag, sub t. 2121, p. 7; Herb. 
Amaryll. p. 244; Kunth, Enum. v. p. 550 ; Maxim . in Engl. Bot. Jahrb. 
vi. (1885) p. 77. 

Pobmosa : Tamsui (Hancock, 201); Hainan: Hoihow ( Han¬ 
cock, 19!), Herb. Kew. 

Yar. anomalum, Herb, Amaryll . p. 244; Kunth * Enum. v. 
p. 549 ; Baker, Handb. Amaryll. p. 75. 

Crinum anomalum, Herb, in Bot, Mag. sub t. 2120, p. 5; Herb. App. 

p, 22. 

t m Crin um plicatimi, Livingst ex Hook, in Bot , Mag. t. 2908, 

China (Livingstone ex Hooker). 

2. Crinum Loureirii, M. Moenu Syn, Emat, fasc. iv. p. 85; 
Kunth , Enum • v, p. 581; Maxim, in Engl» Bot. Jahrb , vi. (1885) 
p. 77. 

Crinum zeylanicum, Lour. FI. Cochinch. p. 198, nec Linn. 

China (ex Loureiro)* 

Cochinch ina* 

This species has not been found by recent collectors. From 
the figure in Rumphius’s Hort. Amboin. viii. p. 306, t. 105 
(quoted by Loureiro), it would appear to be closely allied to 
Crinum zeylanicum, Linn. 
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1. Lycoris aurea, Herb. Append. p. 20; Kunth, Enum . v. 
p. 545 ; Miq. in Ann. Mus. Bot. Lugd.-Bat. ii. p. 139 ; Hance , in 
Journ. Bot. xxi. (1S74) p. 262 ; Branch. et Savat. JEJnum. PL Jap. 
ii. p. 44 ; Frarech. PI. JDavid. i. p. 299; Maxim, in Engl. JBoi. 
Jakrb. vi. (1885) p. 79; Baker, Handb. Amaryll. p. 40. 

Amaryllis aurea, E Her it. Seri. Angl. p. 14, t. 15 b ; Jacq. Hort. 
Schoenb. t. 73; Bot. Mag. t. 409; Bedoute , Lil. t. 61; Bot. Beg. t. 611 ; 
Bowh. FI. Ind. ii. p. 140. 

Nerine aurea, Bury , Hexand. t. 3. 

Kiangsu : Shanghai ( Maingay, 426 1); Kiangsi : Kiukiang 
{Bullock, 2511 Carles , 499, 505! MoellendorffX David, 804, ex 
Franchet ); Pormosa ( Hancock , 3 \) r , Tamsui ( Oldham, 643!); 
Hupeh : Ichang ( Henry, 2326, *2326 B!). Mus. Brit.; Herb. Kew. 
Cultivated in Japan. 

2. Lycoris radiata, Herb. App. p. 20; Kunth, JEJnum. v. p. 546; 
Hance, m Journ. Bot . xxi. (1874) p. 262; Branch, et Savat. 
JEJnum. PL Jap. ii. p. 44; Maxim, in 'Engl. Bot. Jahrb. vi. (1885) 
p. 7S; Baker, Handb. Amaryll. p. 40. 

Amaryllis radiata, D Her it. Sert. Angl. p. 16; Bot. Beg. t. 596; Andr. 
Bot. Bep. t. 95. 

Amaryllis sarniensis, Thumb. FI. Jap. p. 131, non Linn .; Lour. FI. 
Cochinch, p. 200. 

Nerine japonica, Miq. Ann. Mus. Bot. Lugd.-Bat. ii. p. 139; Franck . 
et Savat. Bnum. PL Jap. ii. p. 44. 

Kiangsu : Pcngwangshan (Poll ex Franchet); Chekiang : 
Ningpo ( Hancock, 33 !); Kiangsi : Kiukiang {Shearer l Bullock , 
88 1); Pokien: Chinchew ( Fortune , 14S1); Hupeh: Iehang 
(A. Henry, 428, 1094, 2326 A, 2326 Cl); Kwangst (Graves \). 
Mus. Brit.; Herb. Kew. 

Japan. 

3. Lycoris sanguinea, Maxim, in Engl. Bot . Jahrb. vi. (1885) 
p. 80 ; Baker , Handb. Amaryll. p. 40. 

Chekiang : Ningpo (Forbes ex Maximoivicz). Cultivated. 
Japan. 

4. Lycoris squamigera, Maxim . in Engl. Bot. Jahrb. ti. (1885) 
p. 79 ; Baker , Handb. Amaryll. p. 40. 

Chihli : Peking (Bretschneider ex Maximoivicz) ; Kiangsu : 
Shanghai {Carles, 417 !) ; Chekiang: Ningpo ( Hancock , 34!). 
Herb. Kew, * 

Japan. 

Perhaps occurring in China only as a cultivated plant. 
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5, Lycoris straminea, Bind! in Bourn. Ilort. Soe. Loud. iiL 
(1848) p. 70 ; Walp. Ann. i. p. 834 ct iii. p. 616 ; lumift , Emm. 
v. p. 546 ; Baker , IImull. Amarylh p. 40. 

China (Fortune ex Bindley). 

1. Pancratium biflorum, Roxb. FI. Ind. ii. p. 125 ; Knnth r 
Emm. v. p. 661 ; Renth. FI. Hough, p. 867 ; Maxim, in Engl. 
JBot. Bahrb. yi. (1885) p, 81; Hook, f FI. Brit. Ind. vi. p. 285 ; 
Baker , Handb. Amarylh p. 119. # 

Hongkong ( Champion , Hance ex Bentham). 

Northern India. , 

Agave americana , Linn., Agave Ittrida, Jaeq., and Pancratium 
zeylanicum , Linn., have been cultivated in China, but not found 
in a wild state. 


140. TACCACEiE. 

(By C. H. Weight, A.L.S.) 

1. Tacca pinnatiMa, Eorst. Char. Gen. p. 70, t. 35; Boar. FI. 
Cochinch . p. 300, exch syn. Tacca sativa, Humph. 

China ex Boureiro. 

This has not been gathered by any recent collector, and its 
sole claim to be regarded as a Chinese plant rests on the state¬ 
ment of Loureiro. 

Tropical Asia, Africa, Australia, and Polynesia. 

1. Schizocapsa plantaginea, Hance , in Bourn. Bot. xix. (1881) 

— 

Kwanotung : North Kiver, Canton (Faber ex Hance , Ford, 
876! Gerlash !), Lien oh an (B. O. Henry l). Mu a. Brit.; Herb. 
Kew. 


141. DIOSCOEEACEJS. 

(By C. H. Weight, A.L.S.) 

1. Dioscorea alata, Linn. Sp. PI. ed. 1, p. 1038; Lour. FI. 
Go chinch, p. 623 ; Xu nth, Enum. v. p. 387 ; Wight, Ic. PI. Ind. 
Or. t. 810; Hook, f Fh Brit. Ind. vi. p. 296; BreUchieider, 
Early Res. p. 177. 

China (ex Boureiro). 

Tropical India. * 
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2. Dioscorea Batatas, Beene, in Rev. Hort. (1854) p. 243, and 
(1855) p. 69 cum icone; Bent It . FI. Hongk. p. 368; Mahino , 
Phan. Jag. Ic. III. tt. 93-95. 

Chihli : Peking (Bret schneider !); Kiangstj : Shanghai ( Fa¬ 
ber !) ; Kiangst : Kiukiang (Shearer ! Bulloch , 246!) ; Kwang- 
tung : Canton ( Sampson , 13760 !) ; Hongkong ( Wright !), 
Lantao Island ( Lamont , 788 !). Mus. Brit.; Herb. Kew. 

# 

3. Dioscorea bulbifera, Linn. Sp. PI. ed. 1, p. 1033; Miq. 
Journ. Bot. Nterl. i. p. 90. 

Kwangtung (Krone ex Miguel ). , 

Tropical Asia. 

4. Dioscorea daemona, var. reticulata, HooJc.f. FI. Brit. Ind. 
vi. p. 289. 

Dioscorea macrocarpa, Wall. Cat . n. 5100. 

Formosa: Takow (A. Henry, 1875 1); Hainan (A. Henry , 
8106, 8288, 8725 !). Herb. Kew. 

Malay Peninsula. 

5. Dioscorea Decaisneana, Carr . in Rev. Hort. (1865) p. Ill, 
cum icone ; Chappellier , in Bull. Soc. Acclim. v. (1888) pp. 373-5 ; 
Bretsch. Hist. Fur op. Bot. Disc. p. 832. 

China : without locality (ex Carriere). 

6. Dioscorea doryophora, Hance , in Ann. Sc. Nat. 5 me ser. v. 
(1866) p.244. 

Dioscorea Swinkoei, Rolfe, in Journ . Bot. xx. (1882) p. 359.* 
Formosa ( Swinhoe , 33! 7573 in Herb. Hancel Playfair !), 
Takow (A. Henry , 1922!), Bankinsing (A. Henry , 878, 1672 !). 
Herb. Kew. 

7. Dioscorea glabra, Roxb. Hort. Beng. p. 72; FI. Ind. iii. 
p. 804; Kimth , Fnum. PI. v. p. 383 ; Hoolc. f FI. Brit. Ind. vi. 
p. 294. 

Dioscorea sagittata, Moyle, ex Hook. 1.1. c. 

Kiangsi : Lushan Mountains (Bullock, 245!) ; Kwangtung : 
Lantao (Ford, 6 1), mainland opposite Hongkong (Ford, 183!); 
Hainan (A. Henry, 8407, 8690!). m 

From the sub-tropical Himalayas southwards to the Concan 
and Malay Peninsula. * * 

h 2 
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8. Dioscorea japonica, Thunb. FI Jap* p. 151; 3liq, in Ann. 
Mus. Bot. Lug cl.-Bat. iii. p. 159 excl. syn.; Franck, et Sami 
Emm. PI. Jap. ii. p. 47 excl. syn.; Somolm Zusatm, xx. tt. 56-7. 

Chekiang : Ningpo (Faber, SO !) ; Ktangst : Kiukiang 
(Shearer l) ; Formosa (OUkam , 573! Wilford, 561!), Tamsui 
(Watters, 37 !) ; Kwangtung : Lot'aushan (Ford, 330 !). Mus. 
Brit.; Herb. Kew. 

44 Shamyotsai, a valuable medicine.” — Waiters. 

Japan. # 

9. Dioscorea oppositifolia, Linn. Sp. PL ed. 1, p. 1033 ; 
Lour . FI. Cochinch p. 624; Wight, Ic. PI. Ind. Or. t. 813 ; 
Kunth , Emm. PI. v. p. 390; Benth FI. Honglr. p. 3G7 ; 
Hook. f. FI. Brit. Ind. vi. p. 292. 

Formosa : Bankinsing (A. Henry , 1673 !) ; Hongkong 
( Wright , 528 ! Ford, 24 ! Lament, 787!), Tvtam (Hance, 458 !). 
Mus. Brit.; Herb. Hew. 

Tropical India. 

10. Dioscorea polystacliya, Turcz. in Bull. Soc. Fat. Mosc. 
(1837) no. 7, p. 158; Kunth, Fnum. PI. v. p. 403; Maxim. Ind. 
FI Pole. in Prim. FI. Amur. p. 478. 

27. China (Kir How, 198, ex Turczctninoio) • Chihli : Peking 
(ex Maximowicz). 

I have seen no specimen of this species, which, from Turez- 
aninow’s brief description, must be very closely allied to I). do - 
n/ophora, Hance. The following may belong here;—Icliang 
^Henr'y, 1538, 2023!). 


11. Dioscorea quinqueloba, Thunb. FI. Jap. p. ISO, non Fell .; 
Maxim. Ind. FI. PeJe. in Prim. FI. Amur. p. 478 ; Kunth, Fnum. 
FI. v. p. 850; Franck, et Savat. Fnum. PI. Jap. ii. p. 40; Franck. 
PI. David, i. p. 800; Banks, Icon. Kamvpf. 1.15; Routt. Jlandl. 
xi. p. 858, t. 74. figg. 1-2; Miq. in Ann. Mus. Bot. Lugd.-Bat. 
iii. p. 159. 

Chihli : Peking ( Bretsckneider, 732 ! . David , 14560 !) ; 
Shingkiitg: between Tuugcheshien (James'.) j Hotkii: Chien- 
sbih (A. Henry, 5870, 5870 B!), Patuug (A. Henry, 4709, 
7358!), Ichang C A. Henry, 183 !). Mus. Brit.; Herb, Kew. 
Japan and Amur. 
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12. Dioscorea rhipogonioides, Oliver , in Rook. Ic. PI. t. 1868. 
Formosa : South Cape (A. Renry , 5S9, 970, 1297 !), Bankin- 

sing {A. Renry , 105!); Hongkong (Ford, 10, 54/88 !). Herb. 
Hew. 

“ The root of this climber is called Shulang, and is much used 
for dyeing and tanning nets,’&c.”— A. Renry. 

13. Dioscorea sativa, Linn. Sp. PL ed. 1, p. 1033, # RorL 
Cliff, t. 28 ; Benih. FI. Rongh. p. 368 ; Branch. et Savat. Fmm. 
PI. Jap . ii. p. 47; Maxim. Ind. FI. Peh. in Prim. FI. Amur. 
p. 478; Debeaux , FI. Shangh. p. 65, Sf Flor. Tchef. p. 140; 
Duthie , Field Crops , t. 80; Rooh.f. FI. Brit. Ind , vi. p. 295. 

Shantung: Chefoo, cult. (ex Debeaux); Kiangsu: Shanghai, 
cult, (ex Debeaux); Formosa: Tamsui ( Oldham , 574!), Takow 
(A. Renry , 1871 A & B !), South Cape (A. Henry , 1210!), Apes 
Hill (Playfair, 188 !) ; Hupeh : Ichang (A. Renry , 3641, 
3641 A, 4193 !), Nanto (A. Renry , 2068 !) ; Szechuen : Mount 
Omei (Faber, 2S1!); Kwangtung : Lofaushan (Ford !) ; Hong¬ 
kong (Ranee ex Bentham, Lamont , 789 !). Mus. Brit. ; Herb. 
Hew. 

Widely dispersed through the tropics of both hemispheres. 

14. Dioscorea spinosa, Boxb. ex Wall . Cat. n. 5103; RooJc.f. 
FL Brit. Ind. vi. p. 291. 

Dioscorea tilisefolia, Kunth , Emm. PI. v. p. 401. 

Formosa: Bankinsing A. Renry , 856!). Herb. Hew. 
Tropical India, Malaya, and Tropical America. 

• 

15. Dioscorea zingiberensis, Wright , n. sp. 

Caulis suftruticosus, tenuis, levis, inermis. Folia alterna, 
2 poll, longa, 5-7-nervia, 3-(rarissime 5-)loba; lobus centralis 
triangularis, mucronatus; lobi laterales rotundati plus minusve 
deflexi; petiolus 1 poll, longus. Spices mascul& solitaries 
petiolis paulo longiores. Perianihium 1 lin. diam.,lobis Govatis, 
rarius emarginatis. Stamina 6; antb eras extrorsse, latse, Baeemi 
feminei solitarii. Perianthii lobi 6, late ovati, imhricati. 
Staminodia minuta. Stylus 3-fidus. Ovarium oblongum, tri¬ 
loculare. Fructm 1 poll, diam., aequaliter trialatus. Semen ala 
membranacea circumdatum. 

Hupeh: Ichang (A. Renry , 407, 1520, 162i!). Mus. Brit.; 
Herb- Kew. # 
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This differs from D. japonic a, Thunb., in its alternate leaves, 
and from D. doryophora , Hanoe, in its solitary male spikes. 

ttf Creeper, with dark red flowers and green fruit, growing many 
feet in length. The root is eaten in winter. The local name is 
4 Hjang Chiarig,’ i. e . yellow ginger/’— A. Henry. 

16. Dioscorea sp. 

Corea : Chemulpo ( Caries , 178 !). Herb. Kew. 

This is probably a new species, but tbe material is insufficient 
for specific description. The lower leaves are vefrticillate, with 
slender petioles as long as the cordate acute lamina). The male 
spikes are solitary in the axtfs of the alternate upper leaves. 

17. Dioscorea sp. 

Hupeh : Tunghu (A. Henry , 6449 !), Oliangyang (A, Henry , 
7501!), Hanto (A. Henry , 2666! 4486!); Szechuest: North 
Wushau ( A. Henry , 7103 !). Herb. Kew. 

Kesembling JD. pentaphylla , Linn., and D. tomentosa, Linn., 
but not determinable, the specimens bearing leaves and very 
young fruit only. 


142. KOXBITKGHIACEJ2. 

(By C. H. Wright, A JUS.) 

1. Stemona acuta, G. H. Wright , in Journ . Linn. Soe., Boi. 
xxxii. (1896) p. 493. 

Kwaetgtukg ( Ford , 2831). Herb. Kew. 

-Orders from Stemona ja]>onica, Branch. & Savat., in having 
very acute leaves with cordate bases, and in tbe peduncles not 
being adnate to the petiole. 

2. Stemona erecta, 0. H. Wright, in Kew Bulletin (1895), 
p. 117; Hook . Ic. FI. t. 2389; Journ. Linn. SocBot . xxxii. 
(1896) p. 493. 

Anwhei : Hanking (Faber, 1541!). Hei'b, Kew. 

A species with erect stems and vertieillate leaves, somewhat 
resembling Stemona sessilifolia, Miq., figured in the * Somoku 
Zusetsu,’ vol. ii. t, 55, but with more flowers on shorter pedicels. 
The anthers are* appendiculate and the ovules erect, as in the 
other species of Stemona. 
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3. Stemona japonica, Franck, et Savat. Enum. PI. Jap. ii. 
p. 92; O. H. Wright , in Journ . Linn. Soc xxxii. (1896) 
p. 493. 

Roxburghia japonica, Blame , Enum . P/, Jap. i. p. 9, won Mig. 
Somoku Zusetsu , ii. t. 56. 

Roxburghia ruscifolia, Zucc. e$ ScJmitzl. Icon. t. 56 b. fig. 17. 
Kiangsu: Hills near Shanghai ( Carles , 357 !). Herb. Kew. 
Japan. 

• 

4. Stemona parvifiora, G. 1L Wright , in Journ. Linn. Soc., 
Bot. xxxii. (1S96) p. 496. 

Hainan (A. Henry , 8698 1). Herb. Kew. 

This somewhat resembles 1Roxburghia javanica , var. ? austra - 
■ZZaw#, Beuth. (PI. Austral, vii. p. 1), but has much smaller, 
shortly pedicellate, flowers, with broadly ovate - lanceolate 
perianth-segments. 

5. Stemona tuberosa, Lour. FI. Cochinch.}). 404; Rook. f. 
FI. Brit. Inch vi. p. 298. 

Roxburghia glorioaoides, Roxb. PI. Corom. i. p. 29, t. 32, non Zoll. ; 
Schnitzl. Icon. t. 56 b, lig. 1; C. H. Wright, in Journ , Linn. Soc., Bot. 
xxxii. (1896) p. 494. 

Roxburghia- viridiflora, Smith , E.vot. Bot . i. p. Ill, t. 57; 

Notul. i. p. 29, icon. tt. 12-16 & 62. fig. 2 ; JFaZZ. P/. As. Bar. iii. p. 49 
t, 282. 

Roxburghia Stemona, Steud. Noin. ed. 2, ii. p. 475. 

Fokien: Amoy (Swinhoe !); Formosa: Bankinsing(A. Henry, 
816!); Hupeh : Ichang (A. Henry, 566!). Mus. Brit.; Herb. 
Kew. 

Northern India. * 


143. LILIACEiE. 

(By C. H. Wright, A.L.S.) 

1. Heterosmilax G-audichaudiana, Maxim, in Bull. Acad. 
St. Petersb. xvii. (1872) p. 176 in obs.; Mel. Biol. viii. p. 415 ; 
A. DC. Monogr. Phan. i. p. 44, cum . var. hongkongensis, A. BO. 

Smilax Gaudichaudiana, Kunth , Enum. PI v. p. 252; Benth. FI. 
Ilongk. p. 370. 

Smilax hongkongensis, Seem. Bot. Toy. i Herald / %. 420. 

Hongkong ( Hame , 858! Wright , 535! Urguhart ! Seemann, 



06 


143. LTX.14Cti.ti. 


2401!); South China ( Gaudichaud , Ivan, Gallery, 101, ex 
A. Be Can doll a). Herb. Kew. 

2. Heterosmilax japonic a, Knnth, Enum. PL v. p. 270; 
Maxim, in Bull . Acad. St. PHerb. xvii. (1872) p. 175; J/<7. 
Biol. viii. p. 415; Franck, et Sadat. Enum . 77. Jfyn ii. p. 50; 
A. EG. Monogr. Phan. i. p. 48. 

This species, which is cultivated in Japan, is said to have been 
introduced from China, but no Chinese specimens are known to 
exist. f 


1. Smilax calophylla, Wall., var. concolor, G. If. Wright. 
Folia oblougo-laneeolnta, acuminata, trinervia, 4 poll, hmga, 
1 poll, lata, concoloria. 

Ktangst : Kiukiang (Shearer l Bulloch, 89 !). 

This differs from the type in the leaves not being glaucous 
beneath and in the less prominent veins. 

2. Smilax China, Linn . Sp. PL ed. 1, p. 1029; Thunb. El. 
Jap. p. 152 ; Lour. El. Gochincli. p. 022 ; Nance, in Joum . Linn. 
Soc ., Lot. xiii. (1872) p. 130; Franck, et Savat. Enum. PL Jap. 
ii. p. 49; Eranchet, in Mem . Soc. Sc. Nat. Cherbourg , xxiv. 
(1882) p. 258; Swinhoe , List of Formosa Plants , no. 191; 
Maxim. Mel. Biol. viii. p. 408 ; A. EG. Monogr. Phan. i. p. 46. 

Smilax ferox, Wall. Gat. no. 5119; Be nth. Ft. Jlongk. p. 870; Walp. 
Ann. vi. p. 145; S. Moore, in Joum. Bat. xvi. (1878) p. 188 ; Hook. /. 
Ft. Brit Ind. vi. p. 807. 

*** Snfilax japonica, A. Gray, in Narration of Perry's Evped. ii. p. 820, 
et Mem . Amer. Acad. vi. (J857) p. 412. 

Ooprosmantlms japonic us, Knnth , Enum. PI. v. p. 268. 

Shantung ( Maingay , 130 !), Oliefoo (Faber ! Enure! ex Fran - 
chet) ; Chekiang : Taihoo Lake (Carles, 209 !), Cliusan (Hornel), 
Nmgpo (Hornel) ; Ivianght; Kiukiang (Bullock, 254! Shearer l 
Maries l); Fokien : Amoy ( Fortune , 71 !), Foochow (Popow !) ; 
Fobmosa (Swinhoe), Tamsui (Oldham, 571!); Hupeh : I cluing 
(Henry, 1267,466,1177, 1197,1208, 1219,1222, 2943!), Patung 
(Henry, 1417, 1775 !); Szechuen : Mount Qmei (Eaber, 125 !); 
Kwangtung (Krone ex Miguel), Macao (Abel !), Kowlung Hills 
(Lamont, 783!) ;• Hongkong (Wilford, 351! JIance , 1025! 
Wright, 534! Harland, 629 !); Kwangsj (Playfair !); Hainan 
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{Henry, 8520, 8588!); Corea ( Wilford , 684! Wyheham Perry, 
58,108!); Luchu Archipelago {Wright !). Mus. Brit.; Herb. 
Kew. 

3. Smilax Davidiana, A. DC . Monogr. Phan. i. p. 104 ; 
Franchei, PL David, p. 300. • 

Kiangsi {David ex De Candolle). 

4. Smilax (§ Eusmilax) flaccida. C. R. Wright , in Kem 
Bulletin (1895)' p. 118. 

Hupeh : Ichang {A. Henry, 3630, 3630 A, 3630 B!). Herb. 
Kew. 

The leaves of* this plant somewhat resemble those of S. y>arx>i- 
folia, “Wall., but the stem has not the same zigzag habit. 

5. Smilax glabra, Botzb. PL Lid. iii. p. 792; Seem. JBot Voy. 

6 Herald p. 420, t. 100 ; Ranee , in Journ. Hot. x. (1872) p. 102 ; 
Benth . PL Ronglc. p. 369; A. DC. Monogr . Phan . i. p. 60; 
Rooh.f. PI Brit. Ind . vi. p. 302. 

KwiXGTUXG: Canton {Ranee, 10535! Tatel); Hongkokg 
{Wright, 532 ! Seemann, 2401! Hindu ! MillettV). Herb. Kew. 
Northern India. 

This is recorded by Hance as the source of the u China-root ” 
of commerce. 

6. Smilax herbacea, var. acuminata, C . R. Wright. Polia 
membrauacea, ovato-lanceolata, acuminata, 4-5 poll, longa, 
l|-2 poll, lata, 5-7~nervia, subtus tenuiter puberula ;• petiolus . 
1 poll, longus; stipulae 6 lin. longae, apice cirrhifbrae. Pedun - 
euim 4 poll, longus; pedicolli 8 lin. longi. 

Burnt: Patung (Henry, 4002, 5600 B !). Herb, Kew. 

Var. angusta, C R. Wright. Polia membrnnacea, lanceolata, 
acuminata, pellueide lineolata, quinquenervia, 3 poll, longa, 

1 poll, lata, glabra; petiolus 9 lin. longus; sti pulse cirrhiferse. 
Pednneulm 1-1£ poll* longus. 

Hupeh: Nanto {A. Henry, 56003?!). Herb. Kew. 

Var. intermedia, Q . R. Wright. Caulk erect us, herbaceus. 
Folia ovata, acuta, basi eordata, 7-9-nervia, 4 p<fU. longa, 2 poll, 
lata; petiolus 1 poll, longus basi vaginatus ; stipule eirrhiferge. 
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Pedunculas 3 poll, longus, flores plures gerens. Stamina 0. 
O villa geminata. 

Hupeh: Chienshih (A. Henry, 5600 G !), Nan to {Henry, 
45091); Szechuan: South Wushan (A, Henry, 5600 A. &B!). 
Herb. Kew. 

This appears to be intermediate between the American 
varieties peduncwlaris and lasioneuron. Dr. Henry’s numbers 
939, 2810, and 5600 H from Hupeh are probably mere broad- 
lea ved r forms of this variety. 

r 

Var. nipponica, Maxim, in Bull. Pliys.-math. dead. Petersb. 
xvii. (1872) p. 174; A . DQ. Monogr. Phan . i. p. 52. 

Smilax nipponica, Miq. in VersL an Mad. K. Akad. Wetemah. ser. 2, 
ii. (1868) p. 87, et Arm . Mas. Hot. Lugd.-BaL iii. p. 150. 

Shingking: Kwandien Mountains {Boss, 79!), Motikden 
{James !) ; Kiangsi : Kiukiang {Maries ! Bulloch, 252 !); 
Hupeh: Changyaug {Henry, 5600 HI); Szeckuen: South 
Wushan {Henry, 5600!); Kwangtung {Ford, 341!), Herb. 
Kew. 

Var. oblonga, Q. H. Wright. Folia oblonga, acuta, 4§ poll, 
longa, 1J poll, lata, septemnervia, glabra; petiolus 6 lin. 
longus, basi cirrhiferus. Pedunculus 3 poll, longus, glaber; 
pedicelli plures, 6 lin. lougi. Bacca globosa, 6 lin. diam.; 
aemina geminata. 

Hupeh : Ichang {Henry, 5216 !). Herb. Kew. 

Var. pubescens, 0. H. Wright . Gaulis suftVuteseens, pilis 
rufescentibus pubescens. Folia ovato-lanceolata, 4 poll* longa, 
» 2 fjoll. r lata, quinqueuervia ; pagina superiora glabra, in- 
feriora et petioli pubescens; petiolus 9 lin. longus, basi 
bieirrhiferus. Pedunculus 2 poll, longus; pedieolli 6 lin- lougi, 
dense pubeseentes. Bacca globosa, 6 poll, diam., nigra. Semina 
geminata. 

Hupeh : Tunghu {Henry, 5600 K bis!). Herb. Kew. 

7. Sniilax hypoglauca, Benth. FL Hough . p. 369; A. DO. 
Monogr. Phan. i. p. 61. 

Hongkong {Wright, 533! Champion , 2 ! Wilford, 103 ! Urqit- 
hart, 123! Hinds l); Hainan {A. Henry, 8443, 8544!), Herb. 
Kew. f 
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8. Smilax laevis, var. ophirensis, A. DC. Monogr. Phan . i. p. 56. 

Kiangsi : Kiukiang (Shearer !). Herb. Kew. 

Yar. Parkii, A. DC. Monogr. Phan. i. p. 57. 

China (Park ex A. DC.). 

The type occurs in the Ma]ay Peninsula and var. ophirensis 
in Sumatra. 

9. Smilax lanceaefolia, var. opaca, A. DC. Monogr. Phan. i. 
P-57. 

Smilax lancesefolia, Seeni. Bot. Voy. * Herald * p. 420, t. 99 ; Benth . 
FI HongJc. p. 370; Franchet , in Bull. Soc. Bot. France , xlvi. (1901) 
p. 214. 

Fokien : Kuatun ( De la Touche ex Franchet); Foemosa: 
Tamsui ( Oldham, 829 !), Taiwan (Playfair !) ; Hongkong- (all 
collectors); Hainan ( Swinhoe ). Mtis. Brit.; Herb. Kew. 

The type occurs in Northern India. 

10. Smilax (§ Eusmilax) megalantha, C . M. Wright , in Kew 
Bulletin (1895), p. 118. 

Szechuen (Pratt, 811!), Mount Omei (Faber, 241 !). Herb. 
Kew, 

This species somewhat resembles Smilax stenopetala , A. Gr., 
but differs in the inflorescence, which, instead of arising directly 
from the axil of a mature leaf, consists of a subutnbeliate raceme, 
borne in the axil of a very young leaf (rarely an inch long) 
situated on an axillary branch about four inches long, at the 
base of which a large bud-scale persists opposite to the leaf- 
sheath. c 

11. Smilax menispermoidea, A. DC. Monogr. Phan, i, p. 108. 

Hupeh: Patung (.Henry, 4679 !). Herb. Kew. 

Sikkim. 

12. Smilax microphylla, C. FT. Wright, in Kew Bulletin 
(1895), p. 117. 

Hupeh: Ichang (Henry, 1521, 3089, 3089 a, 3980, 3996, 
4410!). Herb. Kew. 

This appears to be related to Smilax obtusa, Benth., from 
Mexico. It can be distinguished from the other^Chinese species 
by its small, glaucous, somewhat coriaceous leaves. 
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18. Smilax Oldhami, Mig. in Versl. en Med. K. AhcuL 
Wetenseh. ser. 2, ii. (1868) p. 86 ; Miq. in Ann. Mits . Bat. 
Lugd.-Bat. iii. p. 150; A. DC. Monogr. Plum . i. p. 58. 

Smilax herbacea, ear. Oldhami, Maxim, in Bull. A cad. St. Votersh. 
xvii. (1872) p. 174; Mel Biol. x. p. 418; Franck, et Savat. Bnum. VI. 
Jap. ii. p. 48. 

Cokean Akchipelago (Oldham, 887, 997! Perry , 58!). 
Herb. Kew. 

Japan. 

Yar. ussuriensis, A. DC . Monogr. Phan. i. \* 51; Franck . in 
Mem. Son. Sc. Nat . Cherbourg, xxiv. (1882) p. 257. 

Shantung- : Cliefoo (Jfauml ex Fran diet). 


14. Smilax ovalifolia, Roxb. FI Pul. iii. p. 794; Seem. Bot. 
Voy. £ Herald p* 421; Benth. FI. Hough. p. 870. 

Kwangkttjng (Ford, 869 !); Hongkong (Ranee ex Seemann). 
Herb. Kew. 

India, Ceylon. 

15. Smilax pekingensis, A. DC. Monogr. Phan. i. p. 108. 
Chili : Peking ( Wawra , 1059, ex A. DC.). 

16. Smilax perfoliata, Lour. FI. Cochinch. p. 622 ; Hance , in 
Journ. Bot. xvii. (1879) p. 15 ; A. DC. Monogr. Phan. i. p. 211. 

Hainan (Sioinhoe ex Hance). 


17. Smilax riparia, A. DC. Monogr . Phan. i. p. 55. 

Kwangtung : Canton (Sampson ex Hance). 

18. Smilax scobinicaulis, 0. H Wright , in Kew Bulletin 
(1895), p. 117. 

HupJEif (Henry, 6554!). Herb. Kew. 

Easily distinguished from the other Chinese species by the 
numerous black fragile prickles which clothe the stem, as in 
some forms of Smilax californica, A. Cray (Wats. Bot. Calif, 
ii. p. 186). 


19. Smilax Sieboldi, Miq. in Versl. en Med. K. Akad. 
Wetensch . ser. 2, ii. (1868) p. 87; Miq. in Ann. Mm. Bot. Lugd.~ 
Bat. iii. p. 150; Maxim, in Bull. Acad. St. Petersb. xvii. (1872) 
p. 169 ; Mel. Biol . viii. p. 406; Franch. et Savat. Bnum. PL Jap. 
ii. p. 49; A. DC. Monogr. Phan. i. p. 48. 
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Shantung: Chefoo (Wawra ex A . DO.); Corea. ( Carles , 
172!). Herb. Kew. 

Japan. 

20. Smilax stans, Maxim. in Bull. Acad. St. Petersb. wii. (1872) 
p. 170; Mel. Biol. viii. p. 407 ; A. DC. Monogr. Phan. i. p. 49. 

Hupeh : South Patung (Henry, 5436 partly!), Chienshili 
{Henry, 5941!), Changlo {Henry, 6276, 63341); Szechuen : 
Wushan (Henry, 7906 I). Mus. Brit.; Herb. Kew. * 

Japan. * 

21. Smilax stenopetala, A. Gray , in Mem. Amer. Acad. n. s. vi. 
(1859) p. 412; Maxim, in Bull. Acad. St. Petersb. xvii. (1872) 
p. 169; Mel. Biol. viii. p. 405 ; A. DC. Monogr. Phan. i. p. 189. 

Formosa (Maries ! Playfair , 89 !) ; Lucliu Archipelago 
( Wright , 312 !). Herb. Kew. 

Japan. 

22. Smilax vaginata, Decne. in Jacguem. Voy. iv. Bot. p. 169, 
t. 169; Hoolc.f. FI. Brit. Lid. vi. p. 305. 

Hupeh; South Patung (Henry, 5436 partly !). Herb. Kew. 

North India. 

In addition to the specimens of this genus enumerated above, 
there are many others, both at the British Museum and Kew, 
which are not referable to any of the above mentioned species, 
but are too imperfect for description. 

1, Asparagus brachyphyllus, Turcz. in Bull. Soc. Nat. Mosc. 
(1840) p. 78 ; Baher , in Journ . Linn. Soc., Bot. xiv.* (18£5) 
p. 602; Bretschn. Hist. Fur op. Bot. Disc. p. 352. 

Asparagus maritinms, Pall. Boise, ii. p. 329, non Mill .; Bunge, Bmm. 
PL Chin. Bor . p. 05, no. 368; Branch. PL Dadd. i. p. 301. 

Asparagus tricliophyllus, var. trachypliyllus, Kunth, Bnum. PL v. p. 63. 

Chihli; Jehol (David, 1800! 1639, ex Franchet), Nankau 
{Williams, lib. Hanve, 14887 !). Mus. Brit.; Herb. Kew. 

Sou gam. 

2. Asparagus davuricus, Fisch. ex Link, Bnum. Hort. Berol. 
i. p. 340; Kunth, Bnum. PI. v. p. 64; Baher, in Journ. Linn . 
Soc., Bot . xiv. (1875) p. 599, et xvii. (1879) p. 387; Branch. PL 
David, i. p. 301 ; Bretschn. Hist. Bur op. Bot. Dhc. p. 181. 

Chihli: Jehol(D<md, 1800bis, ex Franchet), Peking (Bmhell !), 

m * 
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Tsien Mountains (Faber, 1536!); Shihgkihg : Sarhoo (Fobs, 
341 !), Hingjing (Ifo<%*, 263!); Shahtuhg- : Chefoo (Faber, 76! 
Forbes !); Coma ( Perry, 44 ! Carles , 41!). Herb. Kew. 
Dalruriu and Mongolia. 

3. Asparagus filicinus, Ram. .in R. Ron, Froth. FI Nepal 
p. 49; Kimth, Fmwi. PL v. p. 73 ; Baker, in Journ. Linn. 

xiv. (1875) p. 605 ; Hook.f. FI. Brit. Ind. vi. p. 314; Baroni, 
in BuH. Hoc. Bot. Ital . (1898) p, 185. 

Hupeh : South Patuug (Henry, 5712 B !) ; Szechueh : South 
Wusban (Henry, 5712 !) ; Sheksi : Mount Tuikiotsau ( Griraldi !). 
Mus. Brit.; Herb. Kew. • 

North em India. 

4. Asparagus gibbus, Bunge , Fnimi. PL Chin. _Z>or. p. 65 ; 
Baker , m Journ. Linn. Hoc., Bot. xiv. (1875) p. 600, et xvii. 
(1879) p. 387 ; Maxim. Inch FI. Bek . in Pnwn. F/. Amur. 
p. 478; Franch. in Mem. Hoc. He. Nat. Cherbourg , xxiv. (1882) 
p. 257. 

Asparagus Sieboldi, Debeaiix , 17. p. 134, now Jlkrm. 

Chihli: Peking (TFiZZi^ns, 12035 in herb. Hancel); Shikg- 
king: Foolong (Foss, 330!), Jaoling (Foss, 385!), Liaoyang 
(Foss, 9!); Shantung: Chefoo (Ferry l Fauvel ex Franchet). 
Herb. Kew. 

5. Asparagus longiflorus, Franch. PL Ravid. i. p. 300. 

Chihli : Jehol (Ravid, 1766, ex Franchet). 

6. Asparagus lucidus, Lindl. in Bot. Fey. 1844, Mm. p. 29, 
no/* 36; Benth. FI. llonyk. p. 371; Mifj. in Ann. Mus. Bot . 
Luyd.-Bat . iii. p. 151; Kunth, FJnwn. PL v. p. 72; Baker, in 
Journ. Linn. Hoc., Bot . xiv. (1875) p. 605 ; Helen tan, FI. Hhangh. 
p, 63; Franch. et Havat. Fnmn. PL Jap. ii. p. 58. 

Asparagus Meatus, Benth. in Hook. Lend. Journ. Bot. i, (1842) p. 493 ; 
Seem. Bot . Voy. i Herald* p. 421, non Linn. 

Asparagus insularis, Banco, in Ann. He. Nat. 5 U, ° sor. v. (I860) p. 245, 
Melantkiuin eochincMuense, Lour. FI. Cochinch, p. 210 ? 

Ktangsu: Shanghai (ex Debeaux ); Fokten : Amoy (Swinhoe !); 
Formosa : Tamsui (Oldham, 567, 508, 569!); Hupeh ; Ichang 
(Henry, 192, 1009, 1124 !), Nanto (Henry, 2093!); Szechiien : 
Mount Omei (Faber, 36 !) ; Kwangtuno : Macao (Htaunton ! 
Nelson !); Hongkong (Hindsl Wright, 538! Hance, 274!), 
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Mount Victoria ( Lamont, 796 !) ; Hainan {Henry, 8163 # ) ; 
Cobea: Port Hamilton ( Wilford , 696! 1005!), West Corea 
{Perry, 46 !). Mus. Brit. ; Herb. Kew. 

Japan. 

7. Asparagus officinalis, Linn . PI. ed. 1, p. 313 ; Poker, in 

Journ. Linn . Soc., Pot . xiv. (1875) p. 598; Pa Jeer 4' S. Moore, in 
Journ . $ 00 ., Bot xvii. (1879) p. 387. 

Shingking : Eiingwangshan(-Koss, 196!), Jading (Boss,<875 !), 
between Moukcl^n and Tungcheshien {James !). Herb. Kew. 
Europe, Caucasus, North Persia, and Siberia. 

8. Asparagus schoberioides, Xunth, Fnum. PL v. p. 70; Miq. 
in Ann. Mus . Pot. Lucjd.-Pat. iii. p. 151; Poker, in Journ . Linn . 
$ 00 ., xiv. (1875) p. 604 ; Palcer Sf S. Moore, in Journ . Linn . 
$00., 2 > 0 j?. xvii. (1879) p. 3S7; Franck . Savat. Enum. PL Jap. 
ii. p. 58. 

Asparagus TVriglitii, A. <2r. m Amer. Acad. vi. (1858-59) p. 413. 
Asparagus micranthus, et Zacc. ex Miq. in Ann . ifcfws. Pot. Lugd 
iii. p. 151. 

Asparagus Sieboldi, Maxim. Prim . Amur. p. 287. 

Asparagus parviflorus, Turcz. FI. Baic.-Dahur, ii. pt. i. p. 226. 
Shingking; Sarhoo {Boss, 342!), Chiensban {Boss, 449), 
Changpeislian {James !), between Moukden and Tungcbeshien 
{James !), Jading ( Webster, 211); Shantung: Chefoo {Faber, 
76 bis !); Cobea ( Carles , 79 !). Herb. Kew. 

Japan and Northern Asia. 

Var. subsetaceus, Franck. PI. David, i. p. 302, 

Chihli : Jebol {David, 1779, ex Franchet ). * * 

9. Asparagus sinicus, C. IL Wright. 

Asparagopsis arnica, Miq. in Journ. Bot. Nterl, i. (1861) p. 90. 
Hongkong {Prone ex Miguel). 

10. Asparagus tricbopliyllus, Bunge , Emm. PL Chin. Bor. 
p. 65, no. 369; Maxim. Ind. EL Bek . in Prim . FI. Amur . 
p.478; Palcer, in Journ. Linn . Soc., Pot. xiv. (1875) p. 600; 
Franck . in Mem. Soc . $ 0 . Cherbourg , xxiw (1882) p. 257, 

$ 00 . I?0£. France, xxix. (1882) p. 12 ; JPZ. David, i. p. 301. 
Chihli : Jdiol {David ex Franchet ), Peking (Incarville ex 
Franchet); Shantung : Chefoo {Fauvel ex Frarmhet). 

Central Siberia. 
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1. Polygonatum agglxitinatum, Hua, in Journ. de Bot vi. 
(1892) p. 448. 

Yunnan : Lo-Koehan ( Delavay , 1935, ex Hua), Santchaho 
(.Delavay , 2880 p. p., ©x Hua), Che-Tong ( Delavay , 2550, ex 
Hu a). 

Delavay’a no. 4332, collected at* Kimise, is said by Hua to be 
a form of this with a stipitate perianth, the inner lobes of which 

have their margins densely ciliate. 

• 

2. Polygonatum anomalum, Hua, in Journ. de m Bot. vi. (1892) 
p. 420. 

Szeohukn (Pratt, 41!). «Herb. Kew. 

T^his species bears the aspect of P. officinale, var. hum He, 
Baker, but can be distinguished by its smaller solitary flowers, 
borne on slender erect pedicels, more than half an inch long. 
The lower leaves are opposite, the upper alternate, and every 
one bears a dower in its axil. 

3. Polygonatum cirrhifolium, Boyle, III . Him. Bot i. p. 380; 
Kunth , Bhium. PI. v. p. 145 ; Maxim. in Bull, Acad. St. Petersb . 
xxix. (1884) p. 212 ; Mel. Biol. xi. p. 854; Hook.f. in PI. Brit . 
Inti. vi. p. 322; Hua, in Journ . de Bot. vi. (1892) p. 428. 

Oonvallaria cirrhifolia, Wall, in Asiat. Research, xiii. (1820) p. 382, 
cum tab. 

Polygonatum ehinense, Kunth , JEnum. PL v. p. 140. 

Polygonatum sibericum, Baker, in Journ. Linn. SocBot. xiv. (1875) 
p, 5G1 p. p. 

Suing king : Moukdeii (Webster !) ; llurnn ; South Paiung 
{Henry, l 3501 A); Kansu (fide Hua): Szechuen: Taisionlou 
(BdTivalot ex IIua). 

Tibet and Temperate Himalayas. 

4. Polygonatum curvistylum, Tlua, in Journ. do Bot . vi. (1892) 
p. 424. 

Yunnan : Yentzehay (Delavay ex Hua). 

5. Polygonatum cyrtonema, Hua , in Journ. de Bot . vi. (1892) 
p, 393. 

SziscnuEN (Paryes ex Hua). 

6. Polygonatum Delavayi, Hua , in Journ . de Bot. vi. (1892) 

p, 422. % 

Yunnan : Piiouse ( Delavay , 3024, ex Hua), 
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7. Polygonatum eiytlirocarpmn. Hua, in Journ . de Bot vi. 
(1S92) p. 424. 

Szechuen (Fargets ex Hua). 

8. Polygonatum Fargesi, Hua , in Journ. de Bot. vi. (1892) 
p. 446. 

Szechuen (Forges, 538, ex Hua). 

Sikkim. 

The native name is £C Lao-fou-Kiang.” It is doubtful whether 
this is specifically distinct from P. sibiricum , Bed. 

9. Polygonatum Franclietii, Hua, in Journ . Po*. vi. (1892) 
p. 392. 

Szeohuen (Farges , 395, 529, 671, ex Hua). 

10. Polygonatum fuscum, Hua , Journ. de Bot . vi. (1892) 

p. 444. 

Szechtjek .* Fangyangtchong (Del a mg, 3037, ex /Zky). 

11. Polygonatum Hookeri, Baker, in Journ. Linn . &>c., BaZ. 
xiv. (1875) p. 558 ; Hook . P. PZ. t. 2218 ; P 00 &./. P/. PW*. JW. 
vi. p. 320. 

Szechxjen : Tachienlu (Fratt, 867 ! Bonvalot ex #««). Mus. 
Brit.; Herb. Kew. 

Sikkim. 

12. Polygonatum kansuense, Maxim . ia Mori . Fetrop . 

xi. (1891) p. 493 ; e# Journ . PoZ. vi. (1892) p. 426. 

Polygonatum roseum, Maxim . BmZZ. $£. Fetersb. xsSx. (4884) 

p. 211 ; i^Z. BwZ. xi, p. 8o3, non Kunth ; 22m a, Journ. de Bot. vi. 
(1892) p. 423 ex parte. 

Kansuh : Tetung Biver (Przewahki !) ; Dsboni (Potanin !); 
Myndanslui Biver ( (drum- G-rsh imailo ex Maximo wicz). Herb* 
Kew. 

18. Polygonatum Kingianum, Collett et Hems!., in Journ . 
Linn. Boo., Bot . xxviii. (1890) p. 138, t. 21 ; Hua, in Journ. de 
Bot. vi. (1892) p. 449. 

Yunnan: Tapintze (Delavay, 2044, ex Hua), Talongtan 
(Delavay, 3048, ex Hua), Mengtze (Tanant ex FCua). 

Burmah, Tonquin. 

LINN. 40XJBN.—BOTANY, VOL. XXXVI. f I. 
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14. Polygonatum latifolium var. commutatum, Baker, m 

Journ. Linn . # 00 ., xiv. (1875) p. 555. 

Oonvallaria eommutata, Schult.f\ Syst. vii. p. 1071. 

Polygonatum giganteum, JJletr. in Otto, Gartenz. 1835, p. 222; Kunth, 
Emm . FL v. p. 136; var. falcatum, Maxim, in Bull. Acad . 8Y. Fetersb. 
xxix. (1884) p, 210; ilf<& xi. p. 851. 

Polygonatum commutatum, JDietr. in Otto, Gartenz. 1835, p. 223; 
Kunth , Emm. FL v. p. 135. 

Polygonatum Thunbergii, Morren et Beene, in Ann. Sc. Nat. 2*® s&\ 
ii. (1884) p. 312 ; Kunth, Enum. FI. v. p. 133. 

Polygonatum canaliculatum, Miq. in Ann, Mus. Bet. Lugd.-Bat . iii. 
p. 148, non Fursh . 

Coreas Archipelago £ Oldham , 879!), Tsusima ( Wilfardl). 
Herb. Kew. 

South and Central Europe, North America, and Japau. 

15. Polygonatum macropodum, Furcz. in Bull. Soc. Nat. 
Mosc. 1832, pfc. ii. p. 205 ; l. e. 1837, Jhsc. vii. p. 158; l. c . 1879, 
p. 61 ; Kunth , Enum. FI. v. p. 140; Maxim. in Bull. Acad. 
$7. Fetersb. xxix. (1884) p. 208; J/eZ. xi. p. 848; Baker, 

Journ. Linn . /Sbc., xiv. (1875) p. 557 ; Branch . jPZ. 
David, p. 302; in Journ. de Bot. vi. (1892) p. 420. 

Polygonatum umbellatum, Baker , in Journ. Linn. Soc., Bot. xiv. 
(1875) p. 553. 

Oonvallaria umbellata, Bunge, ex Baker , m Journ. Linn. Soc., Bot. 
xiv. (1875) p. 553. 

(Juiilm: Peking ( Bullock, 230!, SJcatschkow !, Bret schneider, 
737 !), Jehol {David, 1842 !), Kalgan {Kirilow ex Turczaninoiv ); 
Shantukg : Chelbo {.Hancock ex Maximowicz, Faucet ex Fran- 
chet). Herb. Kew. 

16. Polygonatum multiflorum. Allioni , /'7, Pei. i. p. 131; 
Kunth, Enum. FL v. p. 138; Baker , ?’?? Journ , Linn. Soc., Bot . 
xiv. (1875) i). 555; Branch, et Savat. Enum . /7. Jtyp. ii. p. 55. 

Oonvallaria multiflora, iV. ed. 1, p. 315. 

Oonvallaria govaniana, Cat n. 5137, 

Polygonatum govanianum, Hoyle, III. Ilim. Bot. p. 380. 

Hupeh: lehang {Henry, 2020, 2682, 3849, 4087, 5460 Bl); 
Kwahgkttjhg {Ford, 365 !). Mus. Brit.; Herb. Kew. 

Europe, Temperate Asia, Japau. 

This is a very variable species, between which and JP. latifolimi 
many intermediate forms occur. The extreme states of these two 
species cau be distinguished thus:— 
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P. multiflorum. —Leaves sessile, sheathing, acute, margins 
more or less undulate, nerves prominent beneath. Perianth 
greenish; tube constricted above the ovary, pilose inside; 
segments spreading. 

P. latifoliitm .—Leaves broader, shortly petiolate, acuminate. 
Perianth yellowish; tube not constricted above the ovary, 
glabrous inside ; segments more or less incurved. 

The differences in the length of the peduncle, number of flowers 
and number of seeds appear to be of little diagnostic valile. 

« 

17. Polygonatum nodosum, Him, in Journ. de Bot . vi. (1892) 
p. 394. 

Szechueist (Faryes ex Hua). 

18. Polygonatum officinale, Allioni , FI. Fed. i. p. 131 (1785); 
Baker , in Journ. IjLnn . Soc., Bot. xiv. (1875) p. 554 : Hance , 
in Journ. Bot . xiii. (1875) p. 139, et xx. (1882) p. 39; Maxim, 
in Bull. Acad. St. Fetersb . xxix. (1884) p. 205; Mel. Biol. xi. 
p. 846; Debeaux , FL Tchef. p. 134; Hua , in Journ. de Bot. vi. 
(1892) p. 395. 

Polygonatum vulgare, Desf in Ann. Mus . Far. ix. (1807) p. 49; Bed. 
Lil. t. 258; Kunth, Fnum. PL v. p. 132; Baker S. Moore, in Journ. 
Linn. Soc., Bot. xvii. (1879) p. 387; French, et Savat. Fnum. Pl. Jap. ii. 
p. 54. 

Convallaria Polygonatum, Linn. Sp. FL ed. 1, p. 315; Bunge, Fnum. 
FL Chin. Bor. p. 65. 

Chihli : Peking (Bullock, 231! Mollendorff ex Maximowicz), 
Pohuasban ( Bretschneider ex Hance) ; Shingking : Moukden 
(James l Webster , 116!); Kwandien Mountains (Foss, 73!), 
Hingjing (Boss, 249, 296 !); Shantuho : Cbefoo ( Fauvel ex 
Franchet ); Sliaksi (Potanin !); Kiakgsu: Chinkiang (Bul¬ 
lock \); Kansuh : Tangut (Przeioalskil) ; Szechuen: South 
Wushan (Henry, 556!); Cobea: Chemulpo (Carles, 59!). 
Mus. Brit.; Herb. Kew. 

Europe, Siberia, and Dahuria. 

Var. japonicum, Maxim, in Bull . Acad. St. Fetersb. xxix. 
(1884) p. 207 ; Mel. Biol . xi. p. 847. 

Polygonatum japonicum, Morren et Deane, in Ann . Sc. Nat. 2 mc ser. ii. 
(1834) p. 311; Kunth, Fnum, FL v. p. 133; Baker , in $ourn. Linn. Soc., 
Bot. xiv. (1875) p. 554. 

« 12 * 
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Polygonatum \ ulgare, var. japonicum, Franck, et Savat. 'Emm, PL 
Jap. ii. p. 54. 

Chihli: Peking (Bulloch , 232!); Shantung; Cliefoo {Han¬ 
cock, 2S !); Corea ( Carles !). Herb. Kew. 

Japan. 

Yar. macranthum, Hua, in Journ. de Bot. vi. (1802) p. 395. 
Polygonatum vulgare, var. macranthum, Hook. f. in Bot . May. 
t. 6133. 

SzucfrtJEN ; Teheukeoutin (Faroes, 513, 586, ex Hua). 

Japan. * 

Yar. Maximowiczii, Maxim, in Bull . Acad. St. Petersh. xxix. 
(1884) p. 207 ; Mel. Biol. x # i. p. 847. 

Polygon at uni Maximo wiczii, Fr. Schmidt, Beisen in Amar-Lande, 
p. 185. 

Polygonatum ap., Maxim. Prim. Fl. Amur. p. 275, 

North China (Kiriloio ex Maximo wicz) ; Chihli; Peking 
(Tatarinow ex Maximoioicz). 

Yar. papillosum, Franck. PI. David, i. p. 302. 

CniiLM: Jehol (David, 1767, ex Franchet). 

19. Polygonatum platyphyllum, Franck, in Journ. de Bot. iv. 
(1890) p. 318. 

Chiutj : Peking, Pekeou, St. Michel (Bodinicr ex Franchet). 

20. Polygonatum Prattii, Baker, in Hook. Ic. PL t. 2217 ; 
Mua, in Journ, de Bot. vi. (1892) p. 420. 

Szkuhuen: TatHionlou (Pratt, 28* !). Herb. Kew. 

n. Polygonatum pumilum, Hua, in Jonrn. de. Bot. vi. (1802) 
p. 423. 

SiiEcuuKN ( Barges, 797, ox Hua). 

22. Polygonatum roseum, Kunth, JSnmu JPl. v. p. 144, non 
Ma.vim .; Hook, in Bot. Mat), t. 5049; Baker, in Journ. Linn. 
Bov., Bot. xiv. (1875) p. 560. 

( Vinvallaria rosea, Ledeb. 1c. t. 1. 

Huj'isn : i’ang (A. Henry , 6497 B!). Mus. Brit.; Herb. Kew. 
Southern Siberia. 

Great confusion prevails as to this species. In the ‘ Kora of 
British India,’ *i. p. 321, it is doubtfully united with P. verti- 
cillatvm, All. 
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23. Polygonatum sibiricum, Red. LiL t. 315; Kunth, Fnum. 

PL v. p. 145; Baker , in Journ. Linn . Lot. xiv. (1875) 
p. 561, pro parte; Maocim. in Bull . Acad . Petersb. xxix. (1884) 
p. 212 ; Mel. Biol. xi. p. 854 ; Huct , 221 Journ . i?o£. vi. (1892) 

p. 447; Branch. PI. David . i. p. 302 ; Jfem. $ 0 (?. $ 02 . Nat. 
Cherbourg, xxiv. (1882) p. 257. 

Polygonatum chinense, Kunth, Enum. Pi. v. p. 146. 

Chihli: Jehol {David, 1784 !) ; Pohuashan {Bretschneiderl), 
Peking {Bretschneider, hb. Nance, 17036!); Shaotukg : Chefoo 
{Fauvel ex Fhanchet); Hctpeu: Nanto {A. Henry, 1984!). 
Mus. Brit.; Herb. Kew. 

Siberia. 

This species is very closely allied to P. cirrhifolium , from 
which it differs in having the filaments papillose and the style 
twice as long as the ovary. 

24. Polygonatum Souliei, Hua, in Journ. de Bot. vi. (1892) 
p. 427. 

Szechuen 1 : Tachienlu {Soulie, 306, ex Hua). 

25. Polygonatum trinerve, Hua, in Journ. de Bot. vi. (1892) 
p. 445. 

Yunjstah - : Santehaho ( Delavay , 2879, ex Hud). 

26. Polygonatum verticillatnm, Allioni, FI. Pedem. i. p. 131; 
Kunth, Emm. PL v. p. 142 ; Red. LiL t. 244; Baker , in Journ. 
Linn . Soc., Bot. xiv. (1875) p. 560, and xvii. (1879) p.387; 
Maxim, in Bull . Acad. St. Petersb . xxix* (1884) p. 210; Mil. 
Biol. xi. p. 852; Iiook.f FL Brit. Inch vi. p. 321, pro^jartet 

Convallaria verticillata, Linn. Sp. PI. ed. 1, p. 315. 

8hik gkinu : Moukden {James ! Webster, 4, 32, 323 !), Sarhoo 
{Ross, 346 !); Szechuen : Mount Omei {Faber, 969 !). Herb. 
Kew. 

Europe, Caucasus, Temperate Himalayas. 

1. Oligobotrya Henryi, Baker, in Hook. Ic. PL t. 1537. 
Htjpeh: Patung (A. Henry, 914, 5583 B!), Hsingshan {A. 
Henry , 7535 A. !); Hustak : Shihmen (A. Henry, 7535 !); 
Szechueh : South Wushan {A. Henry, 5583!), Mount Omei 
{Faber, 899, 964!), Tatsienlou {Pratt, 54, 82$! Soulie, 181!). 
Herb. Kew. 
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1. Disporopsis fusco-picta, llnnce, in Jo urn. j Hot. xxi. (1883) 
p. 278 : Kew Bulletin (1893), p. 341. 

Aulisconema aspcsvsa, Jlua, in Jouru. tic Bot. vi. (1892) p. 47 L, pi. xiv. 
fig'. I- 

Hupeh : Kuei (A. Henry, 0108 !), Fail# (A. Henry , 0705 !) ; 
Kwangtung: Lofaushan at 3100 feet {B. C. Henry in hb. Hence , 
2218G!). Mus. Brit.; Herb. Kew. 

1. Streptopus amplexifolius, DC. FI. Franc;, iii. p. 174 ; Fed. 
Lil. t. 259 ; Iurnth , Fnurn. PI. iv. p. 205 ; Maxim, in Bull. Acad. 
St.PUersb. xxix. (1884) p.*212 ; Mil. Biol.x i. p. 855; Miq. in 
Ann. Mus. Bot. Lugd.~Bat. iii. p. 146; A. Gray, Bot. Jay. in 
Mem. Amer. Acad. vi. (1859) p. 415 ; Branch, et Saval. Fnuni. 
PI. Jap. ii. p. 51. 

Streptopus amplexicaulis, Pole. Encycl. vii. p. 407; Baker, in Jouru. 
Linn. SoeBot. xiv. (1875) p. 591. 

Uvularia amplexilblia, Linn. Bp. PI. ud. 1, p. 304. 

Kansuh (Brzeivahl'i !); Szeohuen : Tachienlu {Pratt, 52!). 
Mus. Brit.; Herb. Kew. 

Central Europe, North Asia, North America. 

2. Streptopus paniculatus, Baker , in Hook. Ic. PI. t. 1932. 
Hupeh. : Chienshih (A. Henry , 5723 A and B!); Szecuuen ; 

South Wuahan (A. Henry , 57231). Mus. Brit.; Herb. Kew. 

1. Tovaria atropurpurea, Branch, in Bull. Soe. Bot. France , 
xliii. (1890) p. 45. 

Yunnan : Mount Tsangcbau {Beltway, 1824, ex Branch et). 

2. Tovaria Delavayi, Franck, in Bull. Soe. Bot. France , xliii. 
(1890) p. 47. 

Yunnan ; Longki {Beltway ex Franch et). 

3. Tovaria Fargesii, Branch, in Bull. Soe . Bot. France , xliii. 
(1890) p. 45. 

Szechuen ; Xchenkeoutiu {Bargee, 422, ex Branch et). 

4. Tovaria japonica, Baker , in Journ . Linn. Soc., Bot . xiv. 
(1875) p. 570, and xvii. (1879) p. 887 ; Branch. in Bull. Soc. Bot « 
France, xliii. (1896) p. 46. 

Smilaaina japonica, A. pray, in Hep. Perryh Evped. p. 321 ; Bot. 
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Japan 3 in Mem. Amer. Acad. vi. (1859) p. 414; Franch. et Set vat. Enum. 
PL Jap. ii. p. 53; Maxim, in Bull. Acad. St. Petersb. xxix. (1884) p. 214; 
Mel. Biol. xi. p. 857. 

Smilacina japonica, var. mandsckurica, Maxim. in Bull. Acad. 
St. Petersb. xxix. (1884) p. 214; Mel. Biol. xi. p. 857. 

Smilacina hirta, Maxim. Prim. Fl. Amur. p. 276. 

Smilacina Rossii, Maxim . in Bull. Acad. St. Petersb. xxix. (1884) 
p. 214 ; Mel. Biol. xi. p. 857. 

Tovaria Rossii, Baker , in Journ. Linn. Soc ., Bot. xvii. (1879) p. 387. 
Chihli : Peking {Tatar inoio and Bretschn eider ex Maximo - 
toicz ), Jehol ( David , 1769, ex Franchet ), Tatehiaochen {David, 
2224, ex Franchet) \ Shingeing : El wan die n Mountains {Boss, 
86!), Soonghwahien {Boss, 44!), Moukden ( Webster , 42!); 
Hupeh : South Patung {A. Henri/, 5366 !); Szechuek : Tehen- 
keoutin {Farges, 777 bis, ex Franchet). Mus. Brit.; Herb. 
Kew. 

Japan and E. Siberia. 

5. Tovaria Prattii, Franch. in Bull . Soc . Bot. France, xliii. 
(1896) p. 46. 

Yar. quadrifolia, Franch. 1. c. 

Szechuen : Tachienlu {Pratt, 847 !). Herb. Kew. 

Yar. robusta, Franch. 1. c . 

Szechueh : Tachienlu {Pratt, 106 !). Herb. Kew. 

6. Tovaria Souliei, Franch. in Bull. Soc. Bot. France , xliii. 
(1896) p. 45. 

Szechuen : Tachienlu {Soidie, 806, ex Franchet). 

<■* 

7. Tovaria stenoloba, Franch. in Bull. Soc. Bot . France , xliii. 
(1896) p. 47. 

Szechuen: Tehenkeoutin {Fmyes, 593 bis, ex Franchet). 

8. Tovaria tatsienensis, Franch. in Bull . Soc. Bot . France , 
xliii. (1896) p. 47. 

Szechuen: Tachienlu {Pratt, 34, ex Franchet). 

9. Tovaria tubifera, G. H. Wright . 

Smilacina tubifera, Batalin, in Act. llort. Petrop. xiii. i. (1893) p, 104. 
Hupeh ; Fang {A. Henry , 6845, 6858 !), Hsingshan {A. 
Hennj , 6845 A !), Chienshik {A. Henry , 5791!) ; Chaaglo 
{A. Henry , 6252 !) ; EIansuh ; Dshoni, Mount Idshuschan 

i 
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{'Potanin !) ; Szechuen : South Wushau (Henry, 7527!), Blount 
Omei {Faber , 961!). Herb. Kew. 

10. Tovaria yxnmanensis, Franck* in Bull* Son. j Bot. France, 
xliii. (1896) p. 48. 

Yunnan: Koutoui and Lyenyn (. Delavay , 3556, 4160, ex 
Fran diet). 

1. Maianthemum Convallaria, Wigcj. Prim. FI. Bolsat. p. 15. 

Maianthemum bifoliiun, DC. FI. Prang. iii. p. 17? ; Desf, in Ann . 
Mus. Par. ix. (1807) p. 54; Bed. Lil. t. 216. fig. 2; Kunth, Mnuni. Pl. 
v. p. 147; Baker, in Jonrn. Linn. Soc., Bot. xiv. (1875) p. 563. 

Smilacina bifolia, Schult. f. Syst. vii. p. 307; Turcz. in Bull. Soc. Nat. 
Mosc. (1837) fasc. vii. p. 158 ; A. Gray , in Bep. Perry's Bxped. p. 321; 
Maxim. Ind. FI. Pek. in Prim . FI. Amur. p. 478; Franck, et Savat. 
Fnum. Pl. Jap. ii. p. 53; Franck. PL David. i. p. 303. 

2f. China {Kirilow ex Turczaninow); Chimi : Jehol (David, 
689 ! 1814, ex Franchet ), Pohuashan (David, 2257 !); Siiing- 
king : Cbangpeishan ( James !); Corea (Bushnell !). Mus. Brit.; 
Herb. Kew. 

Widely spread through the north temperate zone. 

1. Convallaria majalis, Linn. Sp. Pl. ed. 1, p. 314; Bed. Lil. 
t. 227; Kunth, Fnum. Pl. v. p. 131; A. Gray , in Bep. Perrys 
Fxped, p. 321; Maxim. FI. As. Or. Fragm . p. 61; Baker, in 
Journ. Linn. Soc., Bot. xiv. (1875) p. 552; Hance , inJoimi, Bot. 
xiii. (1875) p. 139; Maxim. Ind . FI. Pek. in Prim. FI. Amur. 
p. 478 Maxim, in Bull. Soc. Nat. Mosc . (1879) p. 61; Franck, 
et Savat. Fnum. Pl. Jap. ii. p. 54; Franck. Pl. David, i. p. 303. 

Polygonatum maiale, Allioni , FL Pedem. i. p. 130. 

Chihli: Pohuashan (David, 1838! Bretsckneidcr !), Peking 
(David, 1120 \)-, Shingking: Hgaiyaug (Boss, 245 !). Jlingjing 
(Boss, 295!), Toonghwahien (Boss, 4!), Monk den (James 1), 
Tungling (Webster, 113, 124!); Shantung: Chefoo ( Han¬ 
cock, 6 !). Mus. Brit.; Herb. Kew. 

Europe, Northern Asia, Japan, Eastern United States. 

1 . Speirantha convallarioides, Baker, in Journ . Linn. Soc., 
Bot. xiv. (1875,) p. 563, t. 17. 

Albizca ? Gardeni, Book. Bot, Mag. t. 4842. 

Ki>ngsu: Shanghai (Baines !). Mus. Brit.; Herb. Kew. 
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1. Reineckia carnea, Kunth , in Ahh. Akad. Wiss. Berk (1842) 
p. 29; Kunth , Enum. PL v. p. 22; Branch, et Savat . Enum. PL 
Jap. ii. p. 57; Baker , in Journ. Linn. PeZ. xiv. (1875) 

p. 551. 

Sanseviera carnea, Andr. Bot. Rep. t. 361; Maxim . hid. FI. Pek. in 
Prim,. FI. Amur. p. 478. 

Sanseviera sessiliflora, Ker-Gawl. in Bot. Mag. t. 739. 

Hupeh : Patung (A. Henry , 1000, 5938 A 1), Chienshih {A. 
Henry , 5983!), Hsingsban (^L Henry , 6562!), Ich&ng (J. 
Henry, 3267, *4288 !) ; Szechuen: Mount Omei (Faber, 889!), 
Taehienlu (Pratt, 163 !); Kwangtung : Canton (hb. Hance> 
cult.!); Homkong (bb. Hance, cult:!). Mus. Brit.; Herb. Kew. 
Japan. 

1. Aspidistra # elatior, Blume , «« Hoev . erf Z)e Vries e, Tijd- 
schrift voor Hat. i. (1834) p. 76, tt. 4 & 3 d; Useful Plants of 
Japan , iii. p. 962. 

Aspidistra punctata, Carriere. in Rev. Hort. (1875) pp. 36-37, figs. 4-8. 
Aspidistra punctata, var. albo-maculata, Hook, Bot. Mag. t. 5386. 
Aspidistra variegata, Hort. Turk . ex Regel, in Flora, xxxiii. (1850) p. 354, 
Aspidistra sp., Baill. Diet. Bot. i. p. 294 ; J. H. Wilson , in Gard. Chron. 
ser. ill. xxvi. (1899) p. 155. 

Plectog*yne variegata, Link , in Otto et JDietr. Gartenz. (1834) p. 265 ; 
Kunth, Enum . PL v. p. 313 ; Franch. et Savat. Emm. PI. Jap. ii. p. 85; 
Baker , in Journ. Linn. Soc., Bot. xiv. (1875) p. 580, 1.18 ; Yasuda , 
ItoZ. Tokyo, viii, (1894) p. 75. 

Hongkong : Mount Parker (A. B. Westland !). Herb. Kew. 
Japan. * 

2. Aspidistra lurida, Ker-Gawl. in Bot . Reg. t. 328? PeZ. 
Jiby. t. 2499; Morr. &f Beene, in Ann. Sc. Hat. 2 me ser. ii. (1834) 
p. 311; Lodd. Bot . Cab. t. 1468 ; Kunth , Enum. PZ. w p. 311; 
Baker , in Journ. Linn. Soc., Bot. xiv. (1875) p. 579, ex parte; 
Franch. et Savat. Enum. PI. Jap. ii. p. 85 ; Baill. in Bull. Soc. 
Linn. Paris , ii. p. 1129, non Sieb . 

Macrogyne convallaricefolia, eZ Otto, Ic. Select, p. 69, t. 31. 
China (ex Kunth ); Hongkong : Wongnei chung (Ford in hb. 
Hance, 18984!). Mus. Brit. 

3. Aspidistra minutifiora, Stapf sp. n. 

Perigonium nrceolatum, dentibus parvis tmngularibus por- 
* By Dr. O. Stapf. m 
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rectis, circiter 4 liu. longum. Stigma stylo paulo latius, haud 
pileiforme. 

Hongkong : Wongneiehung, J ford, 626, 627. Mus. Brit. 

4. Aspidistra punctata, Lindl. in Bot. Beg . t. 977, eb in 
Trans. Sort. Soc. Bond. vii. (1826) p. 66 ; Kunth , Emm, PL v. 
p. 312 ; Brefsckn. Mist. Europ. Potf. Da's#, p. 273; non Durand. 

China (Paries ex Bindley ); Hongkong (Lament \). Mus. 
Brit. * 

r- 

. 1. Tupistra cMnensis, Baker, in Rook. Ie. PZ. t. 1867; 
Branch, in Bull* Soc. Bot. France , xliii. (1896) p. 40. 

Tupistra Fargesii, Pattf. m Pw/J. Soc. Linn. Paris , i. p, 1114. 

Hitpeh : Patung (A. Henry, 5023, 5023 A!), Chaugyang (A. 
Henry , 5231, 5692 C !), Chienshili (A. Henry , 5692 A!), Ichang 
(A. Henry , 2044!); Szechuen : South Wushan (A. Henry , 
5692), Tchenkeoutin ( Farges , 114, ex Baillon). Mus. Brit.; 
Herb. Kew. 

, 2 . Tupistra chlorantlia, Baill. in Bull. Soc. Binn . Ban ii. 
(1893) p. 1115 ; Branch, in Bull. $ 00 . Botf. France , xliii. (1896) 
p. 42. 

Szechuen ( Farges , 923, ex Branched). 

3. Tupistra Delavayi, Branch. in Bull . B 00 . p 0 £. France, xlixi. 
(1896) p. 40. 

Hupeh (A. Henry , 5231 A, ex Branchet ); Yunnan : Outehay 
(Delavay ex Branchet ). • 

4. tupistra lorifolia, Branch, in Bull. Soc. Bot. France, xliii. 
(1896) p. 41. 

Szechuen : Tehenkeou (Farges ex Branchet ). 

5. Tupistra viridiflora, Branch, in Bull * / 80 c. p 0 tf. France , 
xliii. (1896) p. 41. 

Szechuen: Heoupia (Bzrytfs, 933, ex Branchet). 

6 . Tupistra Wattii, Hook. f. FI. Brit. Ind. vi. p. 325 3 Branch, 
in Bull. Soc. Bot. France , xliii. (1896) p. 42. 

Campylandra Wattii, C. B. Clarke , Journ. Linn . $><?., Pot. xxv. 

(1889) p. 78, t. 32.* 

Yunnan : Longki ( Delavay, 5109, 5139, ex Franchet). 

* • 
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1. RoMea japonica, Moth, Boo. PI. Sp. p. 197; Kunth, Fnum. 
Ml. r. p. 321; Malcev, in Journ. Linn . Soc xiv. (1875) 
p. 582; Franch. et Savat. JEJnum. PL Jap. ii. p. 86; Franck, in 
Mull. Soc. Mot. France , xliii. (1896) p. 40. 

Orontium japonicum, Thunb. Flor. Jap. p. 144; Pot. Mag. t. 898. 
Kiangsu : Shanghai {Faber, “ wild ? ”); Hupeh : Nanto 
{A. Henry, 4601!), Patung (A. Henry , 5028 Bl); Szechuen : 
Mount Omei {Faber, 34 !), Tclienkeoutin ( Farges, 424, ex Fran - 
chet) ; Corea : Tsusima ( Wilford , 898 !). Horb. Kew. 

Japan. 

u Named E?ai-K’ou Chien: root is used as drug in cases o£ 
sore mouth.”— Mr. A. Henry. 

1. Hemerocallis citrina, Maroni , in Nuovo Giorn. Mot. Ital. 
iv. (1897) p. 305, t. 9; Mull. Soc. Tosc. Ort. (1897) p. 160, cum 
ic. color. 

Shensi : Luntun ( Giraldi , ex Baroni). 

2. Hemerocallis flava, Linn. Sp. PI. ed. 2, p. 462 ; Jacg.Hort. 
Vind. ii. t. 139; Curt. Mot. May. t. 19 ; Med. Lit. t. 15 ; Kunth, 
Emm. PI. iv. p. 583; Maher , in Journ. Linn. Soc., Mot . xi. 
(1870) p. 358 ; Franch. et Savat. Fnum. PI. Jap. ii. p. 79. 

Hemerocallis graminea, Keio Bulletin , 1889, p. 116, non An dr. 
Shingicing : Moukden (James !); Kiangsu ; Chinkiaug 
(Carles, 448, 449 !) ; Hupeh: Ichang {A. Henry, 195 !), Patung 
(A. Henry, 1851, 6063 !); Corea: Soul ( Veitch , 68 a pro parte!). 
Herb. Kew. 

Southern Europe, Northern Asia, Japan. — ^ 

Hr. A. Henry states that the flowers are eaten with meat. 

3. Hemerocallis fulva, Linn. Sp. PL ed. 2, p. 462; Mot. May. 
t. 64 ; Med. Lil. t. 16 ; Lour. FI. Cochinch, p.205 ; Maxim. Ind. 
FI. Peh. in Prim. PL Amur . p, 478 ; Bull. Soc. Bat. Mosc . (1879) 
p. 63; Kunth , Fnum. PL iv. p, 588 ; Franch. et Savat . Fnum. 
PL Jap . ii. p. 80; Baher, in Journ. Linn. Soc., Mot. xi. (1870) 
p. 359; Hooh.f. FI. Mrit. Lid. vi. p. 326. 

Hemerocallis disticha, Bonn, Port. Cantab, ed. 6, p. 93; Ker-Gawl. in 
Bot. May. sub 1. 1433; Sweet, Brit. Flow. Gard. t. 28. 

Hemerocallis fulva, var. Kwanso, Megel, Gartenfl. (1866) p. 66, t. 500. 
Chihli; Peking (Bretschieider !); Fokien : 'Amoy (Hance, 
1502!); Hupeh : South Patung {Henry, 6142 I); Kwan^tung ; 
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Canton, Pakwan (Sampson in hb. Ra?ice); Corea : Soul ( Vcitch , 
68 , 68 a pro parte !). Mus. Brit.; lierb. Kew. 

South Europe and Japan to the Himalayas. 

Var. maculata, Baroni , m Nuovo G-iorn. Bot. Hal. iv. (1897) 

p. 806. 

Shensi (Giraldi ex Baroni ). 

4. Hemerocallis Middendorfii, Trautv. et Meyer, in Middend. 
Reke, i. pt. 2, FL Ochot. p. 94 ; Maxim . Prim. FL Amur. p. 285; 
Baker, in Journ . Linn. $ 00 ., HoZ. xi. (1870) *p. 859; Regel, 
Gartenfi. t. 522. 

Shinoking : Laoyehling (James l), Changpeishan (James l). 
Herb. Kew. 

Amur. 

5. Hemerocallis minor, Mill. Diet. ed. 8 , no. 2 ; Baker , in 
Journ. Linn. Soc PoZ. xi. (1870) p. 858 ; Franck, et Savat . 
Fnum. PI. Jap. ii. p. 79; Franch . PZ. David, i. p. 303. 

Hemerocallis graminea, Aw^r. PoZ. Pep. t. 244; Kimth, Fnum. PL iv. 
p. 088 ; Bot. Mag. t. 878; Maxim. Ind. FI. Peh. in Prim. FI. Amur. 
p. 478; Bebeaux, FL Tchef. p. 140. 

Chihli: Peking ( Bretschneider , 755! David in hb. Ranee, 
18480!), Jehol (David, 1868!), Polluasban (Mollendorff !); 
Chekiang: Ckusan (WiJford l ); Hupeh: Iehang (A. Renrg , 
1618!), Kuei (A. Renry , 6182!); Hunan (Raneock, 123!); 
Corea ( Veitck , 69,70! Wykeham Perry !), Chemulpo (Carles, 
170,181, 182 !). Mus. Brit.; Herb. Kew. 

Eastern Siberia and Japan. 

1. Funkia lancifolia, Spreng. Syst . ii. p. 41; Franck, et Savat. 
Fnnm. PI. Jap. ii. p. 88 ; Baker , Journ. Linn. Soc,, Bot. xi. 
(1870) p.368. 

Funkia ovata, var. ft Kimth , Praam. PZ. iv. p. 592. 

Hemerocallis lancifolia, Thunb. in Trans. Linn. Soc. ii. (1797) p. 335 . 
Kiangsi: Kiukiang (Shearerl) ; Corea: Waisan (Veitck 
82 1). Herb. Kew. 

Japan. 

2 . Funkia ovata, Spreng . Syst . ii. p. 40; Franck, et Savat. 
Fnum. PI. Jaft ii. p. 81; Baker, in Journ. Linn. Soc., Bot. xi. 
(1870^ p.367. 
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Funkia ovata, var. a , Kunih, JSnum. PL iv. p. 592. 

Hemerocallis coerulea, Andr. Hot. Pep. t. 6; Med. LiL t. 106; Bot. 
Mag . t. 894. 

Hemerocallis japoniea, Thirnb. FL Jap . p. 142, non Trans. Linn. 
ii. (1787) p. 142; jfcf. 1.1433. 

Hupeh (. A , Henry , 6209 A !), Ichang (^4. Henry , 287 !) ; 
Szechuex: Tatsienlou ( Pratt, 407!), Mount Ornei (Faber, 
898 n. 

Var. minor, Baker , in Journ. Linn . &?<?., i?o£. si. '(1870) 
p. 368. 

Shirking : Moukden (James !); Szechuen : Patung (^4. 
Henry , 2577!)? Corean Archipelago (Oldham, 865!)- Mus. 
Brit.; Herb. Kew. 

Japan and Eastern Siberia. 

3. Eunkia Sieboldiana, Zioo/»\ in Bot . JZr^. t. 3663; 1%. 
^ Need. iv. (1869) p. 226; Kuntli, JEnrnn. PZ. iv. p. 592 ; 
Franck . <s?7 Savat. JSnum. PI. Jap. ii. p. SI; Baker , in Journ. 
Linn. Soc Art. si. (1870) p. 367. 

Funkia Sieboldi, Lindl. m Aotf. Zter/. 1839, t. 50. 

Hemerocallis Sieboldtiana, ZodZ ZoA t. 1869. 

Kiangsi : Kiukiang ( Bullock , 247!). Herb. Kew. 

Japan. 

4. Eunkia subcordata, Spreng. Sgst. ii. p. 41; Kunth, JSnum. 

Bl. iv. p. 591; Need. iv. (1869) p. 229 ; Baker , 

Journ. Linn. Soc., Bot. si. (1870) p. 367 : Branch . in Bull . $oc. 
ItoZ France , xxix. (1882) p. 12. 

Hosta japoniea, TVoft. Z/W. p. 10. t. 52. «* 

Hemerocallis japoniea, iM. ZiV. 1. 3; ZV. i¥«r/. t. 1433. 

Hemerocallis alba, Andr. Bot Hep. t. 194. 

North China. (Staunton ex Baker) ; Chihli : Peking (Incur- 
villa ex Frcmchet ): Hupeh : Ieliaug (^4. Henry , 526, 2356 !), 
Nanto (^4. Henry , 2480 A!); Bzeciitjen (^4 . Henry , 8892!), 
Tatsienlou ( Pratt, 414 !); Kwangtung : Canton, Fukwing 
(Krone in hb. Hance , 1506 !). Mus. Brit.; Herb. Kew. 

Japan. 

[1. Aloe chinensis, Baker , in Bot. Mag. t. 6301. Aloe bar- 
badensis, var. chinensis, Z2W. Suppl. p. 45. Originally recorded 
from China, where, however, it is most unlikely to be indigenous.] 
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1. Cordyline terminates, Kunth , f/? jtM. (1820) 

p. 30, et Enum. FI. v. p. 25; Baker, in Journ. Bot . xi. (1873) 
p. 2(55, el in. Journ. Linn. Soc xiv. (1S75) p. 539 ; Rook, 
f. FI. Brit . 2W1. xi. p. 331. 

Dracaena terminates, Linn. Syst. ed. 12, p. 24G; Hook, et Am. Bot. 
Beech. Voy. p. 97. 

Aletris chinensis, Lam. Encycl. i. p. 79. 

China (ex Kunth); [Formosa: Bank!using (A. Henry, 813!). 
Herb. Jvew. 

India, Malaya, and Pacific Islands. ^ 

Tar. ferrea, Baker, in Journ . Bot. xi. (1873) p. 265, et Journ. 
Linn. Soc ., Bot. xiv. (1875) p. 540 ; Hook. f. FI. Brit. 2nd. vi. 

p. 881. 

Cordyline Jacquini, Kunth, in Abh. Akad. Berl. (1842) p. 30, et Enum. 
FI. v. p. 23. 

Dracaena ferrea, Linn. Syst. ed. 12, p. 246; Bot. May. t. 2053 ; Lour. 
FI. Cochtnch. p. 196. 

Dracaena terminalis, Jacq. Ic. t. 448 ; Bed. Lit. t. 91; Lodd. Bot. Cab. 
t. 1224. 

China (ex Kunth ); Kwangtung : Saikeung (Krone in hb. 
Ranee , 412 !). Mils. Brit. 

India, Malaya. 

1. Anemarrliena asphodeloides, Bunge , Enum. PI. Chin. Bor. 
no. 373 ; Maxim. Ind. El. Pekin, in Prim. FL Amur. p. 478 ; 
Franck, et Savat. Enum. PI. Jap. ii. p. 83; Branch. FI. David. 
i. p. e308 ; Baker , in Journ. Linn . Soc., Bot. xv. (187(5) p. 268 ; 
Kunth, Enum. FI. iv. p. 600. 

Cirirai: Peking ( Williams in hb. Hance , 13471! Brctsehuei¬ 
der, 759 !). Mus. Brit. ; Herb. Kew. 

1. Diuranthera major, Hemsl. in Hook . Ic. FI. 1. 2734. 
Western China (Wilson !). Herb. Kew. 

2. Diurantliera minor, <7. H. Wright , ex Hemsl. I c. 

Paradisea minor, C. 21. Wright , in Kew Bulletin (1895;, p. 118. 
Yunnan : Mengtze, 6000 ft. ( Hancock , 94!). Herb. Kew. 

1. CMoropfcytnm chinense, Branch, in Journ. de Bot . (1891) 
v. p. 154. f 

fcszjacHHJBiN : Tacbienlu (Bonvalot ex Branchet). 



143. LILIACEJE. 


119 


2. Chlorophytum laxum, R. Br. Prodr . p. 277 ; Kunth, Enum. 
PL iv. p. 603 ; Hoolc.f. PL Brit . vi. p. 336. 

Chlorophytum laxiflorum, Baker, in Journ . Zmw. /She., J3o£ xv. (1876) 
p. 328. 

Chlorophytum falcatum, Baker, m i2e/. Zttf. t. 333. 

Phalangium parviflorum, Wight, 1c. Pl. Inch Or. t, 2039. 

Anthericum parviflorum, Benth. Pl. Hongk. p. 373. 

Kwangtung: Pakhoi ( Playfair , 66!); Hongkong ( Wright , 
536 ! PLance , 1264 ! Lamont, 800 !) ; Hainan (-4. j Henry, £364!). 
Mus. Brit.; Herb. Kew. 

Southern India-, Ceylon, Borneo, Tropical Africa, and Aus¬ 
tralia. 

1. Thysanotus chinensis, Benth . Z7. Hongk. p.372; Hance, 
wz A'ww- Abf. 5 me ser. y. (1866) p. 245 ; Journ. Bot. ix. (1871) 
p. 202; Baker, in Journ. Linn. Soc., Bot . xv. (1876) p. 337. 
Thysanotus ekrysanthereus, P. Muell. Fragm . v. p. 202. 

Thysanotus chrysantherus, Benth. FI. Austral. vii. p. 40. 
Kwangtung : Canton (Sampson, 535 ! Hance , 3882!) ; Hong¬ 
kong (Hance) ; South China (Krone !). Mus. Brit.; Herb. 
Kew. 

Philippine Islands, Tonkin, Northern Australia. 


1. Dianella nemorosa, Lam. Encyol. ii. p. 276 (1786); Jacg. 
Hort . Schccnb . i. t. 94. 

Dianella ensifolia, Red. Lil. t. 1 (1802) ; Bot. Mag. 1.1404; Hook. f. 
FI. Brit. Ind. vi p. 337; Baker, in Journ. Linn. Soc., Bot. xiv. (1875) 
p. 576. ^ ^ 

Dianella odorata, Blume, Enum. Pl. Jav. i. p. 13; Franck, et Savat . 
Enum. Pl. Jap. ii. p. 58; Engl. Bot. Jahrb. vi. (1885) p. 58. 

Dianella javanica, Kunth, Enum. PL v. p. 52. 

Dracaena ensifolia, Linn. Mant. p. 63 ; Ait. Hort. Kew. i. p. 454. 
Dracaena ensata, Thunb. et Ballm. Biss. p. 3. 

Formosa: Tamsui (Oldham, 5661), Bankingsing (A. Henry, 
66!), Apes Hill (A. Henry , 792 ! Swinhoe !): Szechuen : Chung- 
ching (Faber, 963 !) : Kwangtung : Pakoi (Playfair, 240 !), 
Macao ( Vachell !) ; Hongkong (Wilford , 87, 287 ! Wright, 537 ! 
Hinds ! Hance, 450 ! Lamont , 798 !) ; Hainan (A . Henry, 
8663!); Luchu Archipelago (Wright, 33 21). Mus. Brit.; 
Herb. Kew. * 

Tropical Asia to Tropical Australia, Mascarene Islands. 



120 


143 . LtLIACTSiE. 


1. Nothoscordum nerinifolium, Benth . et Rook, f Gen . PL 
iii. p. 802. 

Oaloscordtim nerinifolium. Herb, in Bat. Reg. (1844), Mine, p, 66 • 
Wcdp. Ann. i. p. 859 ; IAndl. in Bot. Reg. (1847) t, 5. 

Allium nerinifolium, Baker, in Journ. Bot. xii. (1874) p. 290. 

Allium Thunbergii, Franck. PL David, i. p. 306 ex parte, non G. Don. 

Allium Thunbergii, var. Davidii, Franck. in David , Fa's. n. 2124, 

Chihli : Peking ( Bretschneider , 157 ! Can tori), Jehol {David, 
2124 !)^ Shaksi (Pierson !). Herb. Kew. 

1. Allium Bakeri, Regel, Alliorum Monogr. p. 141. 

Allium splendens, Miq. in Ann . Mm. Bot. Lugd.-Bat. iii. p. 154. 

Caloscordum exsertum, Herb, in Bot. Reg. (1847), sub t. 5. 

Allium exsertum, Baker , in Journ . Bot. xii. (1874), p. 294, non 
G. Don. 

Shinuking : Moukden (Webster, 138, 233 !) ; Shantung 
(Main(jay, 222 !). Chefoo Mountains (Faber, 79 !); Chekiang : 
Chusan (Fortune, 102!); Kiangsi (Staunton !), Ki ukian g 
(Shearer !); Hupeh: Fang (A. Henry, 6739!), Tunghu (A. 
Henry, 7493!), Nanro (A. Henry, 3071, 4413!); Szechuen : 
North Wushan (A. Henry, 7038 !). Mus. Brit.: Herb. Kew. 

Japan. 

2. Allium BoudcLhse, Bebeaux, FI. Tchef. p. 137 ; FI. Tients. 
p. 44; Branch, in Mem. Soe. Sc. Hat. Cherbourg, xxiv. (1882) 
p. 259. 

Chihli : Tientsin (ex Bebeaux ); Shantung : Cliefoo (ex 
Bebeaux). 

Thirds said by Franchet to greatly resemble Allium amtl- 
lonicum, Linn. Debeaux states that this species is extensively 
cultivated iu Northern China and used, in the fresh state, in 
Chinese cookery. 

3. Allium Cepa, Linn. Bp. FI. ed. 1, p. 300; Lour. FI. 
Coehinch. p. 201 ; Bretschn. Early Bes. p. 178. 

Extensively cultivated in China. 

4. Allium chinense, G-. Bon, Monogr. All. p. 83; Kunth, 
Enum. PI. iv. p. 454; Baker, in Journ. Bot. xii. (1874) p. 291. 

Allium Thunbergii, G. Bon, Monogr. All. p. 84, non Branch .; Kunth 
Enum. FI. iv. p. 454; Miq. in Ami. Mus. Bot. Lwjd.-Bat. iii. p 154 ’ 
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A. Gray , Hep. Perils Exp. p. 322 ; Deheanx, FI. Tckef. p. 139 ; Hegel, 
Alliorum Monogr. p, 234, ex parte; Act. Hort . Petr op. x. {1887) p. 355 ; 
Baker et S. Moore, in Journ. Linn. Soc., Hot. xvii. (1879) p. 388. 

Allium triquetrum, Lour. FI. Cochinch. p. 202. 

Allium nereidum, j Ranee, in Ann. Sc. Nat. 5 me s£r. v. (1866) p, 244; 
Franch. in Mem. Soc. Sci. Nat. Cherbourg , xxiv. (1882) p. 259, 

Allium Grayi. Hegel , Alliorum Monogr. p. 125; Franck, et Savat. 
Enum. PI. Jap. p. 76; Franck. PI David, i. p. 304; Hegel, in Act. 
Sort. Petrop. x. (1889) p. 325; Baroni\ in Bull. Soc. Bot. Ital. (1898) 
p, 185. 

Allium odoruitt, Lour. FI. Cochinch, p. 203, non Linn. 

Chihli : Jehol (David ex Franchet ); Shingkking : Chienshan 
(ifcss!), Moukden (James l); Shantung: Chefoo (Wylceham 
Perry ! F. B. Forbesl Ilance , 7487 ! King]) Kiangsu: Shanghai 
(Maingay, 410 !); Chekiang: Ningpo ( Oldham , 82!); Kiangsi: 
Kiukiang (Shearer !) ; Fokien : Lamyit Island (Sioinhoe !) ; 
Formosa: Tamsui ( Oldham , 5641); Hijpeh: Hsingshan (A. 
Henry, 6926!), Iehang (A. Henry , 563! Watters !); Shensi: 
Mount Sikutzuisan (Giraldi ex Baroni ); Corea (Wylceham 
Perry , 45!); Corean Archipelago ( Oldham , 875!); Lucku 
Archipelago (Beechey ! Wright , 333 !). Mus. Brit.; Herb. 
Kew. 

Japan. 

Altbougb Allium Grayi is separated from A. ckinense, Gr. Don, 
by Hegel and placed in another section of the genus, it does not 
appear to differ even specifically from the latter. j 

5. Allium chrysocephalnm, Hegel, in Act . Hort. Petrop , x. 

(1887) pp. 291 et 835, t. 3. fig. 1. ~ 

Kansuh : Tangut (Przewahki). Herb. KAw, 

6 . Allium condensation, Tarcz. FI. Baic.-Dahur. n. 1151, absque 
descr.; Bull. Soc. Nat. Mosc. xxvii. (1854), ii. p. 121; Kunth , 
Enum. PI. iv. p. 456; Maxim. Prim. FI. Amur. pp. 281 et 478 ; 
Hegel , in Act . Hort . Petrop. iii. (1875) p. 105; Franck. PI. 
David, i. p. 304. 

Allium Stevenii, Willd., vax\ e, Ledeb. FI. Hoss. iv. p. 177. 

Chihli: Jehol (David, 1964, 2817, 2818, ex Franchet ), 
Peking (ex Maximomcz). 

Dakuria, Amur, and Mandshuria. * 

linn, journ.—botany, TOL. XXXVI. K 
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7. Allium cyaueum, Hegel , in Act . -Ho;*/. Pet cop. iii. (1S75) 
p. 174, et x. ]). 345, t. 4. fig. 3 c (exel. var- /3. brachystemon) ; 
Kanitz , i? 0 Z. ifes. &&&. Gentr. As . Mvped. p. 59. 

Kansuh : Tangut (Przewalshi !) : Szecuuen : Tachion] u 
(Loczy, 257, ex Kanitz ). Kerb. Kew. 

8. Allium cyathophorum, Branch, in Journ . de Boi. v. (1891) 
p, 154. 

Sze(?hxjeis t : Tachienlu ( Bonvalot ex Fran chef). 

r 

9. Allium Eetisowii, ifo^Z, m JcZ. /IbrZ. Petr op. v. (1877) 

p. 631; Gartenfi . t. 971. figs. Kanitz , Z?oZ. ifos. Szcvk. Gentr . 

-ris. Fxped. p. 59. 

ILostjh: Cziogeson ( Loczy , 177, ex Kanitz). 

Eastern Turkestan. 

10. Allium fistulosum, Z*«». >S^. Z^Z. ed. 1, p. 801 ; Bretschn, 
Farly Res . p. 178. 

Cultivated in Northern China. 

11. Allium flavovirens, Zra KcZ. i/orZ. Petrop. x. (1887) 

pp. 294 et 344, t. 8. fig. 1. 

Kanstth ( Przewalshi ex Beg el). 

12. Allium (§ Miziridium) Henryi, 0. i/. Wright, in Kew 
Bulletin (1895), p. 119. 

Htjpeh: Hsiugshan (A, Henry , 6924!). Mus. Brit.; Herb. 
Kew. 

Tfciris allied to A. Przewahhianum , var. planijoditm , Kegel, 
from which it differs in having longer leaves ami pedicels, a 
shorter broader spatlie, and fewer flowers. 

18. Allium Kerderianum, Bey el, in Act . iZb/’Z. fWre/?. x. (1887; 
pp. 2S9 et 324, t. 8. fig. 2. 

Kansuh (ex Regel). 

14. Allium japonicum, Regel , AlUonm Monogr. p. 188 ; 
Branch . eZ &mZ. Fmm. PL Jap . ii. p. 77 ; Branch, in Mem. Bov. 
Sc. Hat. Gherbourg , xxiv. (1882) p, 259. 

Shantung : ^Chefoo (Fanvel ex Franchet). 

Japan. 


« 
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15. Allium jeholense, Franck. FL David . i. p. 305. 

Chihli : Jehol (David, 2157, ex Franchet )• 

16. Allium kansuense, Regel , in Act . Hort. Petrop. x. (1887) 
pt. ii. p. 690 ; Gartenfl . t. 1317; AZ&y. t. 7290. 

Allium cyaneum, 0. brachystemon, Regel, in Act. Hort. Petrop. x. 
(1887) p.346. 

Kahsijh : Tangut (Przewalslci) ; Szechueh : Tachienlu 

(Soulie, 434!), Tongolo (Soulie , 256 !). Herb. Kew. 

«• 

17. Allium liueare, Linn . PZ. ed. 1, p. 295; Baker Sf 
$. Moore , m Journ . Linn. Soc ., PoZ. xvii. (1879) p. 388; Regel, 
Alliorum Monogr. p. 166; -4ZZZZ $p. CkrcZ. p. 66. 

Shingking : Moukden (James ! Poss, 348, 444 !), Chienshan 
(Ross, 4/7*7, 558!). Herb. Kew. 

Caucasus, Central and Northern Asia, Sachalin Islands. 

18. Allium macrostemon, Bunge , in Mem . Etr. Acad. 
Petersb. ii. (1835) p. 139 ; Enum. PI. Chin. Bor. p. 65 ; French, et 
Savat. Enmn. PI. Jap. ii. p. 76 ; Regel, Alliorum Monogr. p. 105* 

Chthli: Peking (Bunge, Bretschneider, 783 !). Herb. Kew. 
Mandshuria and Japan. 

19. Allium monadelphum, Turcz., var. tibeticum, Regel , in 
Act . Hort. Petrop. x. (1887) p. 311. 

Kansuit : Dsbachar-Dsargyn (Przewahki ex Regel). 

20. Allium odorum, Linn. Mant. p. 62; Bot. Mag.j^ 1142; 
Kunth, Emm . PI. iv. p. 432; French, in Mem. Sac. Sc. Nat . 
Cherbourg, xxiv. (1882) p. 260; French, et Savat. Enum. PI. 
Jap. ii. p. 78; Baker, in Journ. Bot . xii. (1874) p. 291; Regel, 
Alliorum Monogr. p. 175 ; Act. Hort. Petrop. x. (1SS7) p. 346; 
Hook . f. FL Brit. Ind . vi. p. 343; French. PI. David . i. p. 306. 

Allium uliginosum, G. Don, in Mem. Went. Soc. vi. (1832) p, 60; 
Hance, in Ann. Sci. Nat. 5me s&v. x. (1866) p. 245. 

Allium tuberosum, Roxb. Hort. Beng. p, 24, et FI. Ind. ii. p. 141; 
Kunth, Enum. PL iv. p. 454 ; Baker, in Journ. Bot. xii. (1874) p. 291; 
Hooh.f. FI. Brit. Ind. vi. p, 343. 

Allium senescens, Miq. in Ann. Mus. Bot. Lugd.-Bat. iii. p. 154. 
Chihli: Peking (Bullockl Bushelll Bretschneider ! Cantor ! 
Williamsl David l). Mount Conolly (Bullockl); Shihokihg-: 

* h2 
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Moukden (Webster, 199!); Shantung: Chefoo (Stoinhoe, 4! 
Fauvel ex Franchet ); Ktangsu : Shanghai (Faber l Ma ingay !) ; 
Hupeh : Patung (A. Henry > 2884, 4656, 5109, 6929 A !), Ichang 
(A. Henry , 443 !), Hsingshan (A. Henry, 6929 !); Hunan 
(X 7537, 79401); Kwangtung 366!); Hong¬ 

kong (Hance !) ; Poemosa : Takow (A. Henry , 1856!). Mus. 
Brit.; Herb. Kew. 

Siberia. 

* 

21. Allium polyrhizum, Turcz. eoc Hegel, Alltorum Mo nog r. 
p. 162, et in Act. Hort. Petrop. x. (1887) p. 339. 

Kansuh : Tan gut (PrzewalsTci ex Hegel). 

22. Allium Prattii, 0. H. Wright , n. sp. 

Qlabrum. Hulbus eyliudricus, fibris retieulatis involutus. 
Folia ligulata, basi apiceque attenuata, 9 poll, longa, 6 lin. lata. 
Fedunculus foliis sequilongus, cylindricus. Spatha scariosa, 
6 lin. longa, acuminata. Pedicelli 6-7 lin. longi, apice non 
incrassati. Periantliii segmenta oblonga, acuta. Filament a 
perianthio paullo longiora, basi breviter connata, alterna lanceo- 
lata. Ovarium profunde trilobatum ; stylus brevis. 

Szechuen: Tachienlu (Pratt, 576 !), Tongola (Soulie, 669!). 
Herb. Kew. 

Allied to Allium StoliczJci, Kegel. 

23. Allium Przewalskianum, Hegel, Alltorum Monogr. p. 164, 
et in Act . Hort. Petrop . x. (1887) p. 343, t. 4. fig. 2; Kan itz. 
Hoi. Hes. Sssech. Centr. As. Exped. p. 59. 

KwrifStTH: Kiver Tetung (Przewahki ex Hegel), Kunosaugfu 
{Loczy , 132 b, ex Kanitz). 


24. Allium saceuliferum, Maxim. Prim. FI. Amur. p. 281; 
Hegel , Alliorum Monogr. p. 171. 

Allium longistylum, Baker, in Journ. Hot. xii. (1874) p. 294. 

North China: between Peking and Moukden (Stauntonl ); 
Pokien : Amoy, Namtaiwu (without collector’s name, 1431!). 
Mus. Brit. 

Central and Northern Asia. 


25. Allium sativum, Linn. Sp. PI. ed. 1, p. 296 ; Lour. FL 
Cochinch, p. 201 ; Hretschn. Early Hes. p. 178. 

Cultivated throughout China. 
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26. Allium Semenovi, Hegel , in Bull. Soc. Bat. Mosc. xli. 
(1868) i. p. 449; Alliorum Monogr . p. 85: Baker, in Journ. 
Bot. xii. (1874) p. 293. 

Szechuen' : Tacliienlu (Pratt, 733 !). Herb. Kew. 

Mongolia, Temperate and Alpine Himalayas. 

27. Allium senescens, Linn . Sp . PI. ed. 1, p. 299 ; Xunth , 
Bnum. PI. iv. p. 421; Bot. Mag . t. 1150 ; Hegel , Alliorum 
Monogr. p. 137; Allii Sp. Asice Centr. p. 5S. 

Allium angulosum, Ker-Gawl. in Bot Mag. t. 1149, non Linn .; Bed. 
Lil. t. 281. 

Allium baicalense, Willd. JEnnm. Hort. Berol. p. 360. 

Shingktnq-: Changpeishan (James !). Herb. Kew. 

Central Emrope, Central and Northern Asia, Japan. 

28. Allium subangulatum, Reg el, in Act . Hort. Petrop. x. 
(1887) pp. 292 et 340, t. 5. fig. 1. 

Kanstjh : Tangut (Przewalski !). Herb. Kew. 

29. Allium tanguticum, Regel, in Act. Hort. Petrop. x.(l887) 
pp. 287 et 317, t. 2. fig. 1. 

Kansuh : Tangut (PrzewalskL). Herb. Kew. 

30. Allium tchefouense, Beleaux, FI. Belief, p. 138 ; Branch, 
in Mem. Soc . Sc. Bat. Cherbourg , xxiv. (1882) p. 259. 

Suaktuno: Chefoo (Beleaux). 

31. Allium tenuissimum, Linn. Sp. PI. p. 301; Baker, in 
Journ. Bot. xii. (1874) p. 292 ; Hegel, Alliorum Monogr? 157; 
Allii Sp. Asice Cent. p. 63 ; JDebeaux, FI. Belief, p. 138 ; Branch. 
PL David, i. p. 305 ; Branch, in Mem. Soc . Sc. Bat. Cherbourg, 
xxiv. (1882) p. 259. 

Chihli: Peking (Stauntonl Bushell ! Cantorl Williams in 
hb. Ilance, 11463 ! Bretsclmeider ! Bullock !); Shaottihg : 
Cbefoo (Faber, 80! Forbes !) ; Kiahgsi : Kiukiang (Bullock* 
27 !); Hupeh : Pang (A. Henry , 6860 !). Mus. Brit. ; Herb. 
Kew. 

Siberia. 

Var. auisopodium, Hegel , Alliorum Monogr. p. 157 ; Allii Sp. 
Asm Cent. p. 63 ; Baker , in Journ . Bot. xii. (1874) p. 292. 



126 


143. LILIACEJ®. 


Allium anisopodium, Ledeb. FI. Moss. iv. p. 183. 

Chihli : Peking (Bretschneider !) ; Kansu : Tan gut (Przo¬ 
ic ctlslci !); Foemqsa (ex Hegel). Mus. Brit ,; Herb. Kew. 

Siberia and Mongolia. 

32. Allium uratense, Franch. PI. David. i. p. 304. 

Chihli : Jehol (David ex Franchei). 

Mongolia. 

«* 

33. Allium venustum, G. H. Wright , n. sp. * 

Gracilis. Bulbus ignotus. Folia linearia, plana, glabra, 
obtusa, 10 poll, longa, 1 lin. lata. Seamus erectus, foliis sequi- 
longus, 8-12-florus ; spatha membranacea, suborbicularis, Peri- 
anthii segmenta ovata, subacuta, cmruleo-purpurea. Stamina 
inelusa; filamenta in tubo alte connata, perianthio breviter 
adnata; anthers? oblongs?. Ovarium oblongum ; stylus brevis. 

Szechuen : Tachienlu ( Sowlie , 609 !). Herb. Kew. 

This species much resembles Allium Henry i, C. H. Wright, 
which differs in having broader leaves and free stamens, with the 
alternate filaments toothed. It is also allied to Allium G-riffithi- 
anum , Boiss. 

34. Allium Victorialis, Linn. Sp. PI. ed. 1, p. 295; Kimth , 
JEnum. PI. iv. p. 432; Med . Lit t. 265 ; Mot, Mag. t 1222 ; 
Miq. in Ann. Mus. Mot. Lagd.-Mat. iii. p. 154; Maxim. Prim. 
FI. Amur. p. 283; Franch. et Savat . Emm. PI. Jag. ii. p. 78 ; 
Franch . PI. David, p. 306; Megel , Alliorum Monogr . p. 170; 
Allii Sp. Asm Cent. p. 68 : Booh. f FI. Brit. hid. vi. p. 342. 

OejKfvictorialis, Mamch, Meth . p. 243. 

Alliinn elliptieum, Wall. Cat. n. 5009 ; Kimth, Emm. PL iv. p. -150. 

Allium plantagmeum, Lam. FI. Fran iii. p. 262. 

Chihli : Juhol ( David ex Franchel ), Pohuasban (David, 
1843, ex Franchet) : Hupeh : Ilsingshan (A. Henry, 5590 ¥ 1), 
Tunghu (A. Henry , 5590 B!), South Patung (A. Henry, 5590 0!); 
Kansuh: Tangut (Przewalshi !); Szechuen: {South Wuahan 
(A. Henry , 5590!). Mus. Brit.; Herb. Kew. 

Central Europe, Central and Northern Asia, Temperate 
Himalayas, Japan, North-west America. 

Var, angustifolia, Hooh.f. FI. Brit Ind. vi. p. 342. 

Szeohtjen : Tachienlu (Soulie, 623 !). Herb. Km-. 

Si^im, Western Nepal. 
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35. Allium weichauicum, Palibin , in Act. Hort. Petr op. xiv. 
(1895) p. 142. 

Chihli : Wei eh an g (ex Palibin). 

35. Allium sp. A. tangutico , Re gel, affine. 

Szechuen: Tachienlu (Soulie , 129 !). Herb. Kew. 

1. Scilla cMnensis, Benth. FI. Rongle . p. 373; Baker, m 
Journ . Zwm. >Soe., Rot xiii. (1872) p. 233; Branch, tfn Mem . 
$oc. Afat Cherbourg, xxiv. (1882) p.259 ; Branch. PI. David, 
i. p. 306 ; Debeaux, Z7. Belief, p. 136. 

Barnardia seilloides, Lindt in Bot. Reg. t. 1029; Boole. Boi. Mag. 
t. 3788 ; Maxim. Ind. FI. Bek. in Prim. FI. Amur. p. 478 ; Kunth , 
Enum. PI. iv. p. 337. 

Chihli : Peking ( Bretschneider. , 754 ! Bushell ! Williams , 
291 !), Chihli Plains {David, 398, ex Franchet) ; Shingking : 
Ohieiishan (Ross, 317!); Shantung : Chefoo (F. B. Forbes'. 
Main gay, 110 ! Fauvel ex Franchet) ; Kiangsu : near Shanghai 
( Carles , 211!); Kiangsi : .Kiukiang (R. R. Forbes'. Shearer ! 
David , 918, ex Franchet) ; Hupeh : Ichaug (A Henry , 126, 
2927, 3264!), Nanto (A. Ro^ry, 4411, 2927, 3264!); Kwang- 
tung : Lappa Island (Vachell !) ; Hongkong : Chuckchew 
( Champion !) ; Cohea: Chemulpo (Carles, 1S6 !). Mus. Brit.; 
Herb. Jvow. 

2. Scilla japouica, Baker , t'/i Journ. Linn . >S f oe , Rot xiii. 
(1872) p. 233, non 

Omithogalum japonicum, Thimb. Ft Jap. p. 137* 

Barnardia japonica, Rcem. et Schnlt. Syst. vii. p. 535; 

PI. iv. p. 337. 

Coeea (TWykehani Perry , 6S !) ; Luchu Abchipelago ( Wright , 
331!). Herb. Kew. 

Japan. 

1 . Lilium amabile, Palibin, in Act . Hort Petr op. xix. (1901) 
p. 113. 

Cobea : Kyongkwi, Soul (Kahnowski ex Palibin). 

2. Lilium apertum, Branch, in Journ. de Bot . xii. (1898) 

p. 220. 

Lilium oxypetalum, Fran eh. in Journ. de Bot. vi *(1892) p. 320, non 
Baker. _ 
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Yunnan: Toll an gclian (. Delavay, 1178, ex Fran diet), Maculclinn 
(Delavay ex Fran diet). 

Tar. thibetica, Franck. inJourn. dc Bot. xii. fJ SOS) p. 221. 
Szechuen : Sela near tlie Mekong (< Soulie, 1031, ex Branch ef). 

3. Lilimn Bakerianum, Collett et llemsl. in Journ. Linn. Soc., 
Lot. xxviii. (1890) p. 138, t. 22. 

Yunnan : Szemao, 6000 ft. (A. Henry, 18026 I). Herb. Kew. 
This 'species, previously known only from Ihe Shan Slates, 
supports the theory advanced by Dr. A. Henry in the Kew 
Bulletin (1898), p. 294, that the flora of the Szemao district is 
closely allied to that of Upper Burma. 

4. Lilium Brownii, F. F. Brown , ex Spae in Ann. Hoc. Agric. 

de G-and , i. (1845) p. 437, t. 41, et Mem. Couronn . Bruxelles, 
xix. (1845-46) p. 11; non Pter. JEfortf. 2 me s6r. ii. p. 496: HI. 
des Sevres, t. 46; Flwes , Monogr. Lilium, t. 8: Baker, in Journ , 
Linn. Soc ., xiv. (1874) p. 230, L. japonieo, Thunb .; 

Baker, in Card. Citron. (1SS5) ii. p. 134 <fc (1891) ii. p. 225 ; 
Franck . in Journ . Je Po/. vi. (1892) p. 312; Baroni , in FPuovo 
Giorn. Bot. Ital. iv. (1897) p. 303. 

Lilium lougifiorum, Franck . P/. David, i. p. 307, non Thmb, 

Lilium japonicum, Bot. Mag. t. 1591, non Thunb, ; Baker, in 
Journ. Linn . $oc,, Po£. xiv. (1874) p. 230, ex parte. 

Lilium odorum, Blanch, in FI. des Serves, tt. 876-7. 

Chusan Abchipeuago ( Fortune, 66!); Kiangsi: Kiukiang 
(Bullock, 871 Shearer ! David, S55, ex Fran diet); Ho junk j 
A moy (Maclaglan f 111!); Hupeh: Ichang (^1. Henry, 514, 
4160i^-^anto (A. Henry, 2047, 2047 A!); Shensi (GiraUU ex 
Baroni ); Szechuen ; Tchenkeoutin (Forges, 174, ex Frtmchet ); 
Yunnan; Mengtze, 4600-7000 ft. (P. Henry, 9453, 9453A, 
9453 B, 9453 C !); Hongkong ( Champion , 23 !); Cokean Akohi- 
peuago ( Oldham , S69 !), Hersehel Island (Oldham, 1025!) ; 
Kwangsi : Lungchow Hills (JLTom, 602 !). Mus. Brit.; Herb. 
Kew. 

Yar. chloraster, Baker, in Card. Citron . (1891) ii. p. 225. 
Lilium longiflorum, var. chloraster, Baker, in Gard . C7<mt. (1891) ii. 

p. 66. 

Hupeh : Ichang (.4. Henry r 4162 !). Kerb. Kew. 

Var. leucanthum, Baker, in Gard. Citron. (1894) ii. p. 180 ; 
Bot. Mvg. t. 7722. 

Hupeh : Ichang (A. Henry !). 
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5. Lilium callosum, Sieb. et Zuce. FL Jap. p. 86, t. 41; Miq. 
in Ann . Mm. Bof. Lug d.-Bat. iii. p. 156 ; Xu nth, Emm. PL 
iv. pp. 262, 674 ; Baker, in Journ. Mori. Soc. n. s. iv, (1877) 
p. 46; in Journ. Linn. Soc., Bot. xiv. (1874) p, 250 ; Branch. 
et Savat. JEnum. PL Jap. ii. p. 85; Blwes, Monogr . Lilium, 
t. 41. 

Lilium pomponicum, Thunb. FL Jap. p, 134, excl. syn. 

Hupeh : Ichang (A. Henry , 2827 !) ; Coeea : Soul ( JH. 
Yeiich , 87!) ; Lucau Aechipelago (ex Kuntil). Herb. Hew. 

Japan, Mandsburia, Daliuria. 


6. Lilium concolor, Salisb. Par ad. t. 47 ; Lindt. 4' Pctcet. Floiv. 
Lard. ii. p. 115, fig. 193 ; Baker, in Journ. Linn. Soc., Bot. xiv. 
(1874) p. 236; Baker , in Journ. Hort. Soc. n.s.iv. (1877) p. 44; 
Kimth, JEnum. PI. iv. p. 259 ; Bar on i, in JLuovo Giorn. Bot. 
Ital. iv. (1897) p. 304. Typus bulbis solitariis, foliis latis, 
floribus inunaculatis. 

Lilium sinicum, FI. des Serves , 1.1206; III. Hort. 1856, t. 100. 

Yar. siuicum, Hook.f in Bot. Mag . t. 6005; bulbis solitariis, 
foliis latis. floribus maculatis. 

Lilium concolor, Bot. Mag. 1.1165. 

Yar. Buscliianum, Baker , in Journ. Linn. Soc., Bot. xiv. 
(1874) p. 236; bulbis solitariis, foliis angustis, floribus maculatis. 
Lilium Buscliianum, Lodd. Bot. Cab. t. 1628. 

Lilium puleliellum, Fisch. in FischMeyer et Ave-Lall., Lid. Sem. 
Hort. Petrop. vi. p, 56; GartenJL t. 284. fig. 2; Bev. Hort^Q L862) 

p. 181. 

Lilium concolor, var. pulchellum, Baker, in Journ. Linn . Soc., Bot. 
xiv. (1874) p. 237. 

Lilium concolor, Fhves , Monogr. Lilium , 1.18. fig. 1. 

Lilium partbeneion, Sieb. et Be Vriese , in Tuinb. Flora , ii. p. 341. 
Chihli ; Peking ( Bushell !), Jehol (David, 1864!), Sylineban 
(Provost, 139, ex Franchet) ; Shingking: Moukden (James l), 
Chaugpeislian (James !), Peilung (Webster l), Chienskan (Boss, 
370!), Toonghuahien (ifossl); Shantung: Ckefoo (Wykeham 
Perry ! Hancock,! ! Fauvel ex Franchet ); Shansi? between 
Tanning and Liuehiackung (Pierson in lib. Hance, 13273!); 
Chekiang : Mngpo ( Cooper !), Tinghae (Saiidilands !); Shensi : 
Mount Tunusse (Giraldi ex Baroni), Peishan (Maxmoyyjjp !). 
Mus. Brit.; Herb. Kew. * 
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Eastern Siberia, Japan. 

This species has long been in cultivation in China and Japan, 
whence it was introduced into Europe. It presents a series 
of forms, which so gradually merge into each other, that any 
attempt at grouping into varieties is a matter of great difficulty. 
The segments of the perianth vary much in direction and also 
in spotting, the type being quite destitute of spots. 

7. Lilium cordifolium, Tlmnb . in Trans. Linn. Soc. ii. (1797) 
p. 332, non D. Don ; Kuntk , Enum . El. iv. p. 268; Baker , in 
Joimi . Linn, Soc ., Lot. xiv. (1874) p. 227; Franck . et Savat. 
Enum. PI. Jap. ii. p. 72; J Franck, in Journ. de Bat. vi. (1892) 
p. 309; Card. Citron. (1877) ii. p. 304, fig. 61; Baker , m Itof. 
J/ky. t. 6337; -ZTezo Bulletin, 1889, p. 118. 

Hemerocallis cordata, Thunb. El. Jap. p. 143. 

Kiangsi: Kiukiang (David, 846, ex Eraneket ). 

Japan. 

The bulb of this species is eaten by the Japanese. 

8 . Lilium Delavayi, Eranck. in Journ . de Bot. vi. (1892) 
p. 314. 

Yunnan : Lankong ( Delavay , 4310, ex Eraneket ), Koutoui 
(Delavay ex Eraneket ), Yanginehan ( Delavay , 4309, ex Eraneket ), 
Houanglipin (Delavay, 3576, ex Eraneket). 

9. Lilium Duehartrei, Franck. Pi. David, ii. p. 128, i/i 
Journ. de Bot . vi. (1892) p. 316. 

IC^gstra: Tshagon (Potanin l); Szeciitien: Tachienlu (Prince 
Henri d* Orleans ex Eraneket); Yura an; Ivoutoui (Delavay, 
3983, ex Eraneket ). Herb. Kew. 

10 . Lilium Fargesii, Franck, in Journ. de Bot. vi. (1892) 
p. 317. 

Szechuen ; Tchenkeoutin (Earyes ex Eraneket). 

11 . Lilium formosum, Franck, in Journ . de Bot. vi. (1892) 
p. 313. 

Szechuen : Tehenkeoutin ( Faryes , 231, ex Eraneket). 

f 

12 . lilium gigauteum, Wall. Tent. FI. Nep. 21, tt. 12-13; 
Boty&lag. t. 4673 ; Balcer, in Journ. Linn. Soc., Bot. xiv. (1874) 
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p.227; Kuntk, Fnum. PL iv. p. 268; Hook. f. FL Brit. Ind . 
vi. p. 349 ; Franck, in Journ . de Bot . vi. (1892) p. 310. 

Lilium cordifolium, D. Don, Prodr. FL Nepal, p. 52, non Thunb. 
Hupeh : Patung (A. Henry , 3141, 4085 !), Kanto (A. Henry , 
2681, 4545, 6197 B!), Ckangyang (A. Henry, 6197 A!), Chien- 
shik (A. Henry, 5876!); Yunnan : Mengtze, 6000-9000 ft. 
( Hancock , 300 ! A. Henry , 10805 !). Mus. Brit.; Herb. Kew. 
Temperate Himalayas. 

Dr. A. Henry says of the Patung plant that his collector 
“ calls this Peh Wa, and says that the root is used in surgery. 
This name 1 have not seen mentioned in books. Large lilies 
with edible bulbs are named Peh Ho at Patung and Ichang.” 

13. Lilium Henrici, Franck . in Journ. de Bot . xii. (1898) 

p. 220. 

Yunnan: on the banks of the Mekong, near Loukou ( Prince 
Henri d'Orleans ex Francket ). 

14. Lilium Henryi, Baker, in Q-ard . Ghron. (1888) ii. p. 660, 

et (1890) ii. p. 380, fig. 75; Bot . t. 7177. 

Hupeh : Ichang (A. Henry , 4205, 4245, 4378!). Mus. Brit.; 
Herb. Kew. 

15. Lilium lankongense, Franck, in Journ. de Bot. vi. (1892) 
p. 317. 

Yunnan: Laukong ( 'Delavay, 4437, ex Francket), Heeehanmen 
(Delavay, 2559, ex Francket ), Mosoyn {Delavay, 3795, ex 
Franchet). ' 

i iii^ 

16. Lilium longiflorum, Thunb. in Trans. Linn. Soc. ii. (1797) 
p. 333; Kuntk, Fnum. PI. iv. p. 266; Walp. Ann . iii. p. 628; 

ifoZ. CW». t. 985 ; FL des Serves , t. 270; Afz#. in Ann . Jfes. 
Lugd.-Bat. iii. p. 157; Bentk. FL Hough . p. 374; Swinkoe , 
of Formosa Plants , no. 189 ; Baker, in Journ . $ 00 ., 

JBoZ. xiv. (1874) j). 229; Hance, in Journ . xii. (1874) 

p. 262; Franck, et Samt. Fnum . PZ. Jaj?. ii. p. 71; Franck . m 
Journ. de Bot . vi. (1S92) p. 311 (non .PZ. David, i. p. 307); 
Baker, in Gard. Ghron . (1891) ii. p. 225. 

Lilium candidum, Thunb. FL Jap. p. 133. 

Lilium longiflorum, var. suaveolens, I>V. iZer/. t. 560. 

Lilium Jama Jnri, # 2 >Z>. et De Vriese, in Tuinbomv Ft i. p. 319,1.11. 
Pokien : Amoy ( Fortune, 57!); Formosa ; Tamsui (Oldkgm. 
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565! Swinhoel Hancocic, 24! Maries 1 .)', Kwangtunu : Lofauslmn 
(Ford\)\ Hongkong (Urquhart ! j Fiance, 626! Lamonf, 802!); 
LucHir AechipeIiAGO ( Heecheg ! Wright , 334!), Ooainni (Car¬ 
penter !). Herb. Kew. 

Japan. 

17. Lilinm lopliophorum, Franch* in Journ. de JBot* xii. (1898) 

p. 221. 

Fritiilaria lopbopliora, Franck, in Journ. de Lot. v. (1891) p. 153; 
Hook. Ie. PL t. 2219. 

Szechtten: betweenBatang and Litang ( Bonmlot ex Franchet ), 
Taekienlu (Pratt, 261, 568!), Tongola (Soulie, 296, 326, 725!) 
between Litang and Tatsien(Pr^z<?e Henri d’ Orleans ex Franchet); 
Yunnan: near Likiang (Lelavay, 28, 237 ex Franchet ), Fang- 
yangtehang (Lelavay ex Franchet). Herb. Kew. 

18. Lilimn Lowii, Faker, in Hot* Mag. t. 7232 ; Hook. f. FI. 
Brit. Lid. vi. p. 350; Card. Chron. (1893) i. p. 121, fig'. 29; 
Journ. Hort. ser. 3, xxvii. (1893) p. 79, fig. 13. 

Lilinm nepalense, Collett et Hemsl. in Jour?i. Linn. Soc., Hot. xxviii. 
(1890) p. 138, non L. Lon. 

Yunnan : Mengtze, 5000-7000 ft. (Hancock, 214, 309, 568 ! 
(A. Henry, 10774, 10774 A !). Herb. Kew. 

Burma. 

19. Lilinm medeoloides, A. Gray, in Mem. Amer. Acad* vi. 
(1859) p. 415; Oliver , in Journ. Linn. SocHot. ix. (1865) 
p. 169 ; Franch. et Savat. Hnum. PL Jap. ii. p. 63, exel. syn. ; 
Mig^i Ann. Mas. Hot. Lugd.-Bat. iii. p. 156 ; Baker, in Journ. 
Linn. Hoc*, Hot. xiv. (1874) p. 236 ; Flwes , Monogr* Lilimn , t. 35, 
fig. sinist. 

Chekiang: Tsien Mountains (Faber, 1543 !); Coiumn Auoin- 
pelago ( Oldham , S73, 1024!). Herb. Kew. 

Japan. 

20. Lilinm mirabile, Franch. in Journ. de Hot. vi. (1892) 
p. 310. 

Szechuen : Tchenkeoutin (Farges ex Franchet). 

21. Lilinm myr iophyllum, Franch. in Journ. de Hot. vi. (1892) 
p. 313. 

'SSPWAN : Mosoyn ( Delavag , 3273, 3817, 4784, ex Franchet). 
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22. Lilium nepalense, D. Don , Z/& Mem . iii. (1820) 

p. 412, et Prodr. FI. Nepal, p. 52; ZFsZZ. PZ. As. iii. 
p. 67, 1?. 291; Baker, in Journ. Linn. Soc ., JBoaf. xiv, (1874) 
p. 231; Wives, Monogr. Lilium, t. 5 ; BoZ. Jfhy. t. 7048 ; HooJc.f. 
FI. Brit . Ind. vi. p. 350. 

Yunnan : Mengtze, 5000-7000 ft, (A. Henry, 9320 ! Hancoek, 
392!). Herb. Kew. 

Himalayas. 

A species with numerous forms, several of which $re in 
cultivation. • 

23. Lilium ocliraceum, Franck, in' Jo torn, de Bot. vi. (1892) 
p. 319, 

Yunnan: Tchangchan ( Delavay ), Tapiutze {Delavay, 369), 
Kanhaydze ( Delavay , 3274, ex Franchet ). 

24. Lilium papilliferum, Branch, in Journ. de Bot , vi. (1892) 
p. 316. 

Lilium Biondii, Baroni, in Nuovo Giorn. Bot. Ital. n. s. ii. (1895) 
p. 337, tt. 8-9, et iv. (1897) p. 304. 

Yunnan : Chouimaouan ( Delavay , 4592, ex Franchet) • 
Shensi: Mount Thaepechan ( Giraldi ex Baroni). 

25. Lilium pseudotigrinum, Carriere, in Rev. Hort. (1867) 
p. 411; Baker, in Journ. Linn . Soc., Bot . xiv. (1874) p. 248; 
Franck in Journ. de Bot. vi. (1892) p. 319. 

Szechuen: Tcheukeoutin ( Farges ex Franchef); Yunnan: 
Mengtze, 6000 ft. (A. Henry, 10774 B !). Herh. Kew. 

The leaves of the Mengtze plant are much shorter than"those 
of the cultivated plant, upon which the species was founded, and. 
resemble those of L. papilliferum, Branch. 

26. Lilium roseum, Wall: Cat . n. 5077; Bot. Mag. t. 4725; 
Belg. Hort (1854) p. 130, pi. 21. figs. 5-9; Hook, f FI Brit. 
Ind. vi. p. 352. 

Lilium Thomsonianum, Lindl. in Bot. Reg. (1845) t. 1; Hook.f. FI 
Biit. Ind. vi. p. 352 ; Franch. in Journ. de Bot. vi. (1892) p. 320. 

Fritillaria macrophylla, D. Don, Prddr. FI. Nepal, p. 51; Kunth, Bnum. 
PL iv, p. 253; Baker, in Journ. Linn. Soc., Bot , xiv. (1874) p. 268. 

Fritillaria Thomsoniana, D. Don, in Royle, III. Him. Bot. p. 388, t. 92, 
fig. 1; Kunth, Bnum. PI. iv. p. 672. 
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Szeoiiuen : Tachienlu (Pratt, 4S0, 070! Soulie, 380! Prince 
Kenri tVOrleans ex Franchet) ; Yunnan: Yentzeha y (Delavay, 
3061, ex Franchet ), Tcliangchan ( Delavay, 109S, ex Franchet ). 
Herb. Kew. 

^Northern India, Afghanistan. 

27. Lilium speciosimi, Thunb. in Trans. Linn. Soc. ii. (1797) 

p. 332, non Andr .; Kunth, Fnum. PL iv. p. 259; Si eh. et Zncc. 
_F7. J&p. p. 31, tt. 12-13. fig. 1; Lot. Beg. t. 2000; Baker, in 
Joitrn . Soc 22of. xiv. (1874) p. 234 ; Ilaitce, Journ.Bot. 

xii. (1874) p. 262 ; Branch. PI. David, p. 307 ; Branch . 
Savaf. 2hum. PI. Jap. ii. p. 67; Branch, in Joitrn. de Dot. vi. 
(1892) p. 315. 

Lilium snperbum, Thunb. FI. Jap. p. 134, non Linn. 

Kiangsi : Kiukiang (,Shearer ! Mollendorff in lib. Fiance, 
18422 ! David , 813, ex Franchet ), Mus. Brit. ; Herb. Kew. 

Japan. 

Yar. gloriosoides, Baker, in Gard. Ohron. (1880) ii. p. 198. 

Lilium lancifolium, var. glorioides (sic), Bretsch. Hist. Fur op. Dot. 
Disc. p. 742. 

Kiangsi : Lusban, Dragon’s Pool {Manes ex Bretschneider). 

28. Lilium sutchuenense, Branch. in Joitrn. de Bot . vi. (1892) 
p. 318; Baroni\ in JSfuovo Giorn . Bot. Ital . n. s. iy. (1897) 
p. 304; Bot. Mag. t. 7715. 

Lilium tenuifolium, var. punctatnm, Bur. et Branch, ex Branch. L c. 

Lilium cbinense, Baroni , in Nuovo Giorn. Bot, Ital. n. s. ii. (1895) 
p. 333, tt. 6-7. 

SIiensi: Inkiapo (Giraldl ex Baroni) ; Szechurn: Tachienlu 
(Prince Henri d'Orleans ex Franchet ), Tchenkeoutin (Barges ex 
Franchet). 

Var. atropurpureum, Baroni, in JSfuovo Giorn. Bot. Ital . n. ». 
iv. (1897) p. 304. 

Lilium cliinense, var. atropurpureum, Baroni , l c. ii. (1895) p. 335, 

Shensi (Giraldl ex Baroni). 

29. Lilium taliense. Branch, in Joitrn . de Bot . vi. (1892) 
p. 319. 

Yunnan : Koualapo (Delavay ex Franchet), Mosojai ( Delavai/ 
ex Franchet). 
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30. Lilium tenuifolium, Bisch. Ilort. GorenJc. ed. 2 (1812) 
p. S ; Schrank, PL Bar . Sort. Monac. t. 91; ScJiult. filSyst. 
vii. p. 409; Knnth , Enum. PL It. p. 263; Bot. Mag . t. 3140; 
Maxim. Ind. PL Pelc . Prim. PL Amur. p. 478 ; Bunge, Enum. 
Pl. Chin . -Z?or. p. 65 ; Ledeh. FL Boss. iv. p. 151; Baker, in 
Journ. Linn. Soc xiv, (1874) p. 250; Debeaux , P7. Tchef. 
p. 136; Branch, in Mem. Soc. Sc. Pat. Cherbourg, xxiv. (1882) 
p. 258; Bull. Soc. Bot . Prance , xxix. (1882) p. 12 ; 

PZ. David, i. p. 307; Kanitz, ifcs. Szech. Cfentr. As. Exped. 
p. 59 : Branch w Journ. de Bot. vi. (1892) p. 318 : Baroni, 

Nuovo Giorn. Bot. Ital. iv. (1897) p. 305. 

Chihli: Peking {Bretschneider ! Bushelll Provost, 11, ex 
Bran diet, Williams in lib. Plane e, 6504! David , 401, ex Pranchet ), 
Jehol {David, 1886, ex Pranchet ), Yaloo lliver {James !); 
Noethekn China: Gruangou {Bunge, 371); Shensi: Mounts 
Thaepeisan, G-niuju, and Lunsanbuo {Giraldi ex Baroni) ; 
Hijpeh : Icbang (-4. Henry , 511!), Chieushih (4t. Henry, 5917 !), 
Pang (-4. Henry, 6786 !); Kansuh : Tangut ( Przewalski !), 
Tonkerr {Loczy, 15, ex Kanitz) : Cokea: Chemulpo {Carles, 
129! Veitch, 86!) Mus. Brit.; Herb. Kew. 

Daburia. 


31. Lilium tigrinum, Ker-GawL in Bot. Mag. t. 1237 ; Kmith , 
Bnum. PL iv. p. 259; ited. Lit. t. 475; i//#. m JLftfg. i&tf. 
Lugd.-Bat. p. 156; Baker, in Journ. Linn . $£><?., Bot. xiv. (1874) 
p. 233; Branch, et Savat. Emm. PL Jap. ii. p. 66 ; Branch. PL 
David, i. p. 307, Journ. de Bot. vi. (1892) p. 319 ; Mariw. 
Soc. Nat. Mosc. (1879) p. 62; Elwes, Monogr. LUium, 

t. 38. 

Lilium speciosum, Andr. Hot. Hep. t. 586. 

Chihli : Peking {David, 2310, ex Pranchet) ; Hupeh : Icbang 
{A. Henry, 4140!), Patung (X Henry, 23971); Szechtjen : 
Tcheukeoutiu {Barges, 229, ex Branched) ; Cokea ( Wykelumi 
Perry !), Chemulpo ( Carles, 180!) ; Cobean Akchipelago {Old¬ 
ham, 871!). Mus. Brit.; Herb. Kew. 

J apan. 

Dr. A. Henry states that in Ichang this species is cultivated 
and tbe bulb eaten. Dried lily flowers are used by the Chinese 
for flavouring soups and as a remedy for pulnwmary diseases. 
See Kew Bulletin, 1889, p. 116. 



136 


143. ULIACEiE. 


82. Lilium yiumanense, Fra/tch. in Jo urn. do Bot. vi. (1892) 
p.311. 

Yunnaist: Tapintze (Delamy, 1887, 2787, 3577, ex Franchci), 
Mengtze, 6000 ft. (A. Henn /, 10743! Hancock, 174!). Herb. 
Kew. 


1. Nomocharis meleagrina, Franck . in Journ. de Bot . xii. 
(1898) p. 196. 

Szechuen : Sela, on the Mekong {Soulie, 1032, ex Fran diet ). 

2. Nomocharis par dan thin a, Franck. in Journ. de Bot . iii, 
(1889) p. 113, t. 3. 

Ytjotae : Mount Koualapo ( Delavay , 257, ex Francket ). 

This genus is intermediate between Lilium and Fritillaria , 
from both of which it differs in the following characters :—Lower 
part of the filaments inflated and hollow, foveola multifid and 
partly free, inner lobes of the perianth differing from the 
outer. f 

1. Fritillaria camschatcensis, Ker-Gawh in Bot. Mag . sub 
t. 1216 ; Lamb . in Trans. Linn . /SW. x. (1811) p. 265, t. 11; 
Kuntk, Fnum. FI. iv. p. 254. 

Lilium eamschatcense, Linn. JSp. PI. ed. 1, p. 308 ; Lour. FI. Cockmck. 
p. 207. 

Fritillaria kamtschatcensis, Finch. e.v Hook. Fl. JBor.-Amer. ii. p. 181, 
t. 193 a; Baker, in Journ. Linn. SocBot. xiv. (1874) p. 278, 

Chjna (ex Loureiro). 

America north of the United States, Kamtschatka and Papain 

2. Fritillaria cantoniensis, Lour. Fl Cochinck. p, 206; Ker- 
Gawl. in Bot. Mag. sub t. 1537 ; Kuntk , Emm. PI. iv. p. 255. 

Kwangttwg: Canton (ex Loureiro). 

A doubtful plant, supposed by Grawler to be the same as 
Uvularia ckinensis, which is now reduced to JDisporum pullim , 
Salisb. 

3. Fritillaria cirrhosa, D. Don, Prodr. Fl Nepal p. 51; 
Kuntk, Fnicm+Pl. iv. p. 258; Baker , in Journ. Linn. Soc., Bot . 
xiv. (1874) p. 257; Hook.f\ Fl Lrit , Ind. vi. p. 253. 
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Fritillaria verticillata, Wall. Cat . 5079 A, non Willd. 

Szechtten : near Tacbienlu (Pratt, 609, 845, 852!), Tongolo 
(SoidiS, 707!), Tcheto near Tongolo ( Soultt , 578, ex Franchet). 
Herb. Kew. 

Var. ecirrhosa, Franck, in Journ. cle Pot. xii. (1898) p. 233. 
Szechcen : Tacbienlu (Pratt, 739, ex Franchet), Tizon 
(Soulie, 620, 707, ex Franchet). 

Central and Eastern Himalayas. * 

4. Fritillaria dagana, Turcz. in Flora , xvii. (1834) i. p. 25; 
Ledeb. FI. j Ross* iv. p. 148 ; Franch. PI. David, i. p. 308 ; Baker, 
in Journ . Linn. Soc ., Bot. xiv. (1874) p. 271. 

Imperials dagana, Turcz. Bull. Soc. Fat. Mosc. (1837) i. p. 62, et 1838, 

p. 102. 

Cjecihli : Jehol, Mount Nantachan (David, 1816, ex Franchet), 
Peishan (David in bb. Llance, 13188 !). Mus. Brit. 

Siberia. 

5. Fritillaria Delavayi, Franck. in Journ. de Bot. xii. (1898) 

p. 222. 

Yunnan : at the base o£ the glacier of Likiang ( Delavay , 27, 
ex Franchet'). 

6. Fritillaria Przewalskii, Maxim, ex Batalin, in Act. Sort. 
Petr op. xiii. (1893) i.p. 105. 

Kansuh : Tangut, Mudshik (Przewalski !), Eiver Myndanscba 
(Grum-Grschimailo ex Batalin). 

7. Fritillaria Souliei, Franch. in Journ. de Bot. xii. £1898) 

p. 221. 

Szechuen: Dongcbingtcbratsong,nearTs6kong on the Mekong 
(Soulib, 1029, ex Franchet). 

8. Fritillaria verticillata, Willd., var. Thunbergii, Baker , in 
Journ. Linn. Soc., Bot. xiv. (1875) p. 258; Bance, in Journ. 
Bot . xxi. (1883) p. 358. 

Uvularia cirrhosa, Thunb . FL Jap. p. 136; Kunth, Fnum. PI. iv. p. 202. 
Fritillaria Thunbergii, Miq. Ann. Mus. Bot. Lugd.-Bat. iii. p. 157. 
Fritillaria collicola, Bance, in Journ. Bot. viii. (1870) p. 76. 

China ( Fortune, 27 !) ; Chekiang- (Tarrant dn bb. Bance, 
1665 !), Nmgpo (Maries !), Meicbi (Forbes Sf Garles !); Yunnan : 

LINN. JOUEN.—BOTANY, VOL. XXXVI. # L ^ 
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summit of Lopindiau (.Delamy , 2066, ex Franchet)* Mus. Brit. ; 
Herb. Kew. 

"V"ar. ecirrhosa, Franck, in Journ de JBot . xii. (1898) p. 223. 
Szechtjen : Heoupin, near Tcbenkeou ( Farges , 984, ex 
Franchet). 

Japan. 

1. Tulipa edulis, Baker, in Journ . Linn. SocBot. xiv. (1874) 
p. 295; Maxim, in Bull. Soc. Nat. Mosc. (1879)j>. 62. 

Oritbyia edulis, Miq. in Ann. Mus. Bot. Lugd.-Bat. iii. p. 158; Franck, 
in Mem. Soc. Sc. Nat. Cherb. xxiv. (1882) p. 258; Lebeaux , FI Shanghai , 
p. 64. 

Tulipa graminifolia, Baker, in Journ. Bot. xiii. (1875) p. 230, et xvi, 
(1878) p. 138. 

Shakttog : Cbefoo (j Hancock \ Fauvel ex Franchet ); Che- 
kiakq : Dfingpo {Fverard ! Ma?icock, 131); Kiakgsi: Kiukiang 
(Bullock , 244 ! Maries ! Shearer ! Carles , 500!); Hupeh : 
Icbang (A. Henry, 3323, 3323 A !). Mus. Brit.; Herb. Kew. 
Japan. 

2. Tulipa erytbronioides, Baker, in Journ. Bot. xiii. (1875) 
p. 292. 

Chekiang: Snowy Valley (QueJcett !), Tientsi Mountains 
(Faber, 96!). Herb. Kew. 

1. Gagea lutea, Ker-G-awl. in Bot Mag. t. 1200; JRoern. et 
Schult. Sgst vii. pp. 588 & 1703; Eunth, Enum. Bl. iv. p. 236; 
Baker et S. Moore, in Journ. Linn. Soc., Bot. xvii. (1874) 
p. 388; Branch, et Savat. Enum. Bl. Jap. ii.p. 61; j Kook. f. El. 
Brit. Ind . vi. p. 355. 

Gagea fascicularis, Salisb. in Non. $ Sims, Ann. Bot ii. (1806) p. 555 
ex parte. ' 

Ornithogalum luteuxn, Linn. Sp . PL ed. 1, p. 300. 

Shingking: Fungshan (Boss, 30!), Muchi (Webster, 141!); 
Coeea : Soul Mountains ( Carles !). Herb. Kew. 

Northern India and Japan. 

2. Gagea paucifiora, Turcz. in Bull. Soc. Mat. Mosc. (1838) 
p. 102; Bedel. El. Boss. iv. p. 143; Branch. Bl David, i. 
p. 308. ' 

* Elecostigma paudflorum, Turcz. in Trautv. PI. FI. Boss. Imag. p. 8, 
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t. 2, et FI. Bciic.-Dahur. ii. p. 209; Maxim. Ind. FL Mongol in Prim . 
JF/. Amur. p. 485. 

Ornithogalum paueiflorum, Turcz. in Pull. Soc. J/osc. xxvii. (1854) 

ii. p. 113. 

Tulipa ornithogaloid.es, Fisch. e.c Zedeb. FL Foss. iv. p. 143. 

Szechenya lloydioides, Kanitz , in Pot . J Res. Szech. Centr . As. Exped. 
p. 60, t. 7. figs. 1-3. 

Ka^suh: Tangut ( Przewalskil Loczy ex Kanitz).' Herb. 
Kew. r 

Central and Jforthern Asia. 

1. Lloydia alpina, Salisb. in Trans. Kort. Soc. i. (1812) p. 328. 
Lloydia serotina, Sweet } Ilort. Brit. ed. 2, p. 527; JReichb. FI. Germ. 

Fxcurs. p. 102; Kunth , Enum. PL iv. p. 244; Baker, in Journ. Linn. 
Soc., Pot. xiv. (1874) p. 300; Hance, in Journ. Pot. xvii. (1879) p. 15 ; 
Kook. f. FI. Brit. Ind. vi. p. 354. 

Anthericum serotinum, Linn. Sp. PI. ed. 2, p. 444. 

Gagea serotina, Ker-Gawl. in Journ. Boy. Inst. i. (1816) p. 180. 
North Chi^a : Siaowutaishan ( Hancock in hb. Kance !); 
Szechxjen : near Taehienlu {Pratt, 532!). Mns. Brit.; Herb. 
Kew. 

Widely distributed through the mountainous regions of the 
North Temperate Zone. 

2. Lloydia Delavayi, Franch. in Journ. de Bot. xii. (1898) 
p. 193. 

YtrxNAN: Mount Tsangchan ( Delavay , 95, ex Franchet ). 

3. Lloydia filiformis, Franch. in Journ. de Bot . xii. (x898) 
p. 192. 

Szechuen : Tongola and Mount Dzeura (ex Franchet ; col¬ 
lector’s name not stated). 

4. Lloydia ixiolirioides, Baker , in Kook. Ic . PZ. t. 2215. 
SzEOHTrEN : Taehienlu {Pratt, 533 !). Herb* Kew. 

5. Lloydia oxycarpa, Franch. in Journ. de Bot. xii. (1898) 
p. 192. 

Ytjotan : Heechanmen {Delavay, 1554, ex Franchet), Maeul- 
chan {Delavay ex Franchet), Likiaug {Delavay *ex Franchet), 
Tsangchan, near Tali {Delavay, 93, 294, ex Franchet). ^ 

* L 2 
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6. Lloydia tibetica, Baker, in Kook. Ic. PJ. t. 2216. 
Szechuen : near Taebienlu ( Bratt , 857!). Herb. Kew. 

Var. lutescens, Branch, in Journ . de Bot. xii. (1898) p. 193. 
Szecktten : Tehenkeoutin (Barges, 429, ex Branchet ), Tongolo 
(Soulie, 301, 805, ex Branchet), between Litang and Batang 
([Prince Kenri d’ Orleans ex Branchet ). 

Var # purpurascens, Branch . m Journ. de Bot . xii. (1898) 
p. 193. 

Yujtxan : Likiang (Delavay, 25, ex BranchetJ. 

7. Lloydia triflora, Baker , Journ. Linn . $><?., Potf. xiv. 

(1874) p. 300, et xvii. (1879) p. 388. 

Gagea triflora, Schultes f. Syst. vii. p. 551; Kunth, JSnum. PI iv. 
p. 242; Ledeb. FI. Boss. iv. p. 141; Maxim. Prim. FI. Amur. p. 278. 

Oraithogalum triflorum, Ledeb. in Mem. Acad. Sc. Pttersb. v. (1812) 
p.529; Ib.t. 379. 

Shinokhtg: Kwandien (Boss, 115!), Fungwangchung (Boss, 
119!). Herb. Kew. 

North-east Asia, Kurile Is., Japan. 

1. Heloniopsis japonica, Maxim. in Bull. Acad . Si. Betersb. 
xi. (1867) p. 436 ; Mel. Biol. vi. p. 211; Branch, et Savat. 
JSnum . Bl. Jay. ii. p. 87 ; Baker, in Journ. Linn. Soc ., Bot. xvii. 
(1879) p. 460. 

Scilla japonica, Thunb. FI. Jap. p. 137; Zb. dec. iv. t. 4; Kunth, 
Bnum. Bl. iv. p. 330. 

S«gerokia japonica, Miq. in Ann. Mm. Bot. Lugd.-Bat. iii. p. 145. 
Cokea : near Pkyong Kang (Carles I), Soul Mountains (Carles, 
136!). Herb. Kew. 

Japan. 

2. Heloniopsis umbellata, Baker, in Journ. Bot. xii. (1874) 
p. 278, et Journ * Linn. Soc., Bot. xvii. (1879) p. 460. 

Fobmosa (Stoinhoe !). 

1. Ypsilandra thibetica, Branch. Bl. David, ii. p. 132,1.17; 
Diels, in JEJngl. Bot . Jahrb. xxix. (1900) p. 240. 

Szechhen" : near Tacbienlu (Bratt, 766!). Herb. Kew. 
«*2?ibet. 
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1. Tofieldia brevistyla, Franck, in Journ . cle Boi. xii. (1898) 
p. 223. 

Szeohtjew : Tachienlu ( Soulie 833, sx Francket). 

2. Tofieldia divergens, Bureau et Franck, in Journ . cle Bot . y« 
(1891) p. 157. 

SzECHUEisr: Fouli ( Bonvalot ex Bureau et Francket). 

3. Tofieldia iridacea, Franck, in Journ. de Bot. xii. r (1898) 
p. 224; Diels , in Engl. Bot. Jakrb . xxix. (1900) p. 239. 

Ytonan: Tchenfongchan (Delavay , 4906, ex Frcmchet ), near 
Kulongtchang (Delavay ex Francket). 

4. Tofieldia nuda, Maxim, in Bull. Acacl. St. Petersb. xvii. 
(1872) p. 176; Mel. Biol. x. p. 416, non Franck, et Savat. Enuni. 
Fl.Jajp. ii. p. 89; Somoko Zusetsu, vii. t. 29 ; Diels, in Engl. Bot. 
Jakrb. xxix. (1900) p. 239. 

Tofieldia thibetica, Franck. PL David, ii. p. 133. 

Hupeh (A. Henry, 7627 A!), Hsingshan (A. Henry, 6561!); 
Hunaist (Hancock , 40!); Szechueh : North Wushan (A. Henry , 
7627!), Mount Omei (Faber, 893 !), near Tachienlu (Pratt, 9 !). 
Mus. Brit.; Herb. Hew. 

Tibet, Japan. 

5. Tofieldia setchuenensis, Franck, in Journ. de Bot. xii. (1898) 
p. 224; Diels , in Engl. Bot. Jakrb. xxix. (1900) p. 239. 

Szechueh : near Tchenkeoutin (Farges , 238, ex Francket). 

6. Tofieldia yunnanensis, Franck, in Journ. cle Bot. xii. (1898) 
p. 225. 

Xuitnan; Tsangohan (Delavay , 79, ex Francket). 

1. Tricyrtis formosana, Baker , in Joicrn. Linn. Soc., Boi. xvii. 
(1879) p. 465. 

Foemosa (Oldham , 5701 Hancock, 11! A. Henry, 1267, 
1393«!). Mus. Brit.; Herb. Kew. 

2. Tricyrtis latifolia, Maxim. in Bull. Acad. St. Petersb. xi. 
(1867) p. 435; Mel. Biol. vi. p. 208 ; Franck, et Savat. Emm. 
PI. Ja$. ii. p. 74 ; Baker, in Journ. Linn . Soc., Bot. xvii. 
p. 464: 

Foemosa : Bankinsing Mountains (A. Henry, 1485 I); Hupeh ; 
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Iehang (A. Henry , 953 !), Cbienshih (A. Henry , 5871!); Patung 
(A. Henry, 4690!), Nanto ( A. Henry . 4619 a!). Mus. Brit.; 
Herb. Kew. 

Japan. 

3. Tricyrtis macropoda, Mig. in Yersl. en Med. Hon . 

Wetensch. ii. (1868) p. 86, in Ann. Mus. Bot. Lugd.-Bat. iii. 
p. 155 ; Gartenfl. t. 613; Branch, et Savat. Bnum. Bl. Jap. ii. 
p. 7£;*Baker, in Journ . Linn. Soc., Bot. xvii. (1879) p. 464; 
Hemsl. in Journ. Bot. xiv. (1876) p. 210. ♦ 

Kiangsi: Kiukiang ( Fot'bes !). Mus. Brit. 

Japan. 

4. Tricyrtis pilosa, Wall. Tent. FI. Hep. p. 62; Hunth , Fnum. 
FI. iv. p. 279; Bot. Mag . t. 4955 ; Baker, in Journ. Linn. Soc., 
Bot. xvii. (1879) p. 464; Branch, in Journ. de Bot. iv. (1890) 
p. 319 (sphahnate T. villosa); Hooic.f. Bl. Brit. Ini. vi. p. 359. 

Tricyrtis elegans, Wall. Tent. FI. Nep. t. 46. 

Chihli: Tongkeou (Bodinier ex Branchei) ; Chekiang: 
Ningpo (Baber, 3571 Hancock , 37!); Kiangsi: Kiukiang 
( Shearer ! Forbes ex Hemsley ), Lushan Mountains (Bullock, 86 !); 
Hupeh: Patung (A. Henry, 4780!); Szechuen: Mount Omei 
(Faber, 222 !). Herb. Kew. 

Temperate Himalayas. 

1 . Disporum calcaratum, JD. Don, in Froc. Linn. Soc. i. (1839) 
p. 45, et in Trans. Linn. Soc. xviii. (1841) p. 516; Kunth , j Bnum. 
FL iv. p. 207 5 Baker , in Journ. Linn. Soc., Bot. xiv. (1874) 
p. 58$; HooJc.f. Bl. Brit. Ind. vi. p. 359. 

Disporum "Wallicliii, D. Don, in Froc, Linn. Soc. i. (1839) p. 45, et in 
Trans. Linn. Soc. xviii. (1841) p. 516 ; Hunth, Enitm, Pi. iv. p. 207. 
Uvularia Wallicbii, Wall. Cat. n. 5087. 

Yunnan : Mengtze (Hancock, 46 !). Herb. Kew. 

Temperate Himalayas, Kbasia Hills, Birma. 

2. Disporum Lesckenaultianum, D. Don?, Hance, in Journ. 
Bot. xxv. (1887) p. 13. 

Kwangtung : Lofausban (B. C. Henry). 

3. Disporum pullum, Salisb. in Trans. Hort. Soc. i. (1812) 
p. 831; D. Ddh, in Trans. Linn. Soc. xviii. (1841) p. 521; Hunth, 

+~Bn 2 pm. FI. iv. p. 208; Baker, in Journ. Linn. Soc., Bot. xiv. 
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(1875) p. 589; Maxim. in Bull. Acad - Petersb , xxix. (1884) 
p. 216; UzoZ. xi. p. 860; Branch, et Savat. Fnum. PI. Jap. 

ii. p. 52 ; Hook.f. FI. Brit. Ind. vi. p. 360. 

CJvularia chinensis, Ker-Gaiol . in Bot. Mag . t. 016. 

Streptopus chinensis, in Bees , CycZ. xxxvii. sub JJmtlana, n. 4. 
Pobmosa: Kelung {Ford\)\ Hupeh (^1 . Henry , 5459, 5545!), 
Iehang (^4. Henry, 577, 919, 1179, 2960, 2960 A, 3321, 3782! 
Watters in lib. Hance , 21206!) ; Kwangtctng : Whampoa 
{Hance, 19079! cult.). Mus. Brit.; Herb. Hew. r 

Japan, Temperate Himalayas, Java, Sumatra. 

4. Disporum sessile, D. Z> 0 «, ProcZr. PZ. Nepal, p. 50; Kunth, 
13mm. PI. iv. p. 208; Maxim, in Bull. Acad. St. PStersb. xxix. 
(1884) p. 216; Mel . PZoZ. xi. p. 860 ; A. Gray, in Rep. Berry's 
Fxped. p. 321; Baker , in Journ. Linn. Soc ., Bot. xiv. (1875) 
p. 589; Branch, et Savat . Fnum. PL Jap. ii. p. 51; Hance , m 
Journ. Bot. xxi. (1883) p. 358, et xxv. (1887) p. 13; French. in 
Bull . Soc. Bot. France , xlvi. (1899) p. 214. 

TJvularia sessilis, Thunb. FI. Jap. p. 135, excl. syn. 

Chekiang: Meichi {Guides, 212! Maries !); Kiangsi: Kiu- 
kiang {Faber, 896 !); Eokien : Mountains of Kuatun {Be la 
Touche ex Franchet ); Hupeh : Nanto {A. Henry , 7635 !), 
Patung {A. Henry , 247, 1474 I); Kwangtung : Taimoshan 
{Westland !). Mus. Brit.; Herb. Kew. 

Japan. 

5. Disporum smilacinum, A. Gray , in Proc. Amer. Acad. (1858) 
p. 321, et Bot. Jap. p. 414; Miq. Ann. Mus . Bot. Lugd.-Bat. 

iii. p. 147; Baker, in Journ. Linn. Soc., Bot. xiv-. (1875) p. 590 
excl. syn.; Baker et S. Moore , in Journ. Linn. Soc., Bot. xyii. 
(1879) p. 387; Maxim, in Fngl. Bot . Jahrb. vi. p. 53 ; Branch . 
et Savat. Fnum. PI. Jap . ii. p. 52. 

Shingking- : Chienshan {Ross, 52 5 !), Toonghwahien (Ross, 
26!), Moukden {James l Webster , 18!); Coeea: Chemulpo 
{Carles, 66 !); Luchu Aechipejdago {Boderlein ex Maximomcz ). 
Mus. Brit.; Herb. Kew. 

Japan, Eastern Siberia. 

Yar. viridescens, Maxim . _BwZZ. Petersb. xxix. 

(1884) p. 216; Mel. Biol , xi. p. 859; Palibin , JETer/tf. 

Petrop. xix. (1901) p. 114. ^ " 
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Uvularia ? viridescens, Maxim . Prim, Fl, Amur, p. 273. 

Prosartes viridescens, Hegel,* Flor. Ussur. p. 162, n. 493. 

Chihli : Mountains west of Peking (Tatarinom ex Maximowicz). 
Cokea: Kyong kwi, Soul (Gfortsche ex Palibin), Huttschaimeo, 
Pauekhan, Tap Tong, and Mt. Yisan {Sontag ex Palibin). 
Manschuria. 

6 . Disporum uniflorum, Baker, in Journ. Bot . xiii. (1875) 
p. 230 ^ Maxim . Bull. Acad . Petersb . xxix. (1884) p. 216 ; 
Mel. Biol. xi. p. 860. # 

Kiahgsi : Kiukiang (Shearer !). Herb. Kew. 

1 . Clintonia udensis, Trauiv. et Mey. Bl. Ochot. p. 92; Maxim. 
Prim. Fl, Amur. p. 278 ; Franclu et Savat . Fnum. Pl. Jap. ii. 
p. 50; Maxim, in Bull. Soc . -AW. (1879) p. 62; Branch. 

PL David, ii. p. 309; Baker, in Journ. Linn. Soc., Bot. xiv. 
(1875) p. 585. 

Chihli : Poliuaskan (Bretschieider ex Maximowicz); Shihg- 
eihg: Changpeishan(j 0 wz<?$!); Hupeh : South Patung(\4. Henry , 
6085 !), Pang (A. Henry, 6085 a !), Kuei (A. Henry, 6085 b !) 5 
Szechueh (A. Henry , 8832! Potanin \) 9 Mount Omei {Faber, 
891!), Taehienlu {Pratt, 319, 685 !). Mus. Brit.; Herb. Kew. 
Japan, Eastern Siberia. 

1. Trillium Tschonoskii, Maxim, in Bull. Acad. St. Petersb . 
xxix. (1884) p. 218 ; Mel. Biol . xi. p. 836. 

Shihgkihg : Moukden {James !); Hupeh : {A. Henry , 6067, 
6067 B!); Szechueh: near Taehienlu {Pratt, 840!), Mount 
Omei - ' [Faber, 980!). Mus. Brit.; Herb. Kew. 

Japan. 

This is very near to T. erectum , Linn., of which it may pos¬ 
sibly be a variety. 

1 . Paris chinensis, Branch. PI. David, ii. p. 135, et in Mini. 
Soc, Philom. Paris, Cent. (1888) p. 287. 

Hupeh : Changyang {A. Henry , 5230 !)\ Kweichau {Ferny 
ex Branched). Herb. Kew. 

Tibet. 

2 . Paris Delftvayi, Branch, in Journ. de Bot. xii. (1898) p. 190. 
w Yuhjs'an : Longki {Delavay ex Branchet). 
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3. Paris Fargesii, Franch. in Journ . de Hot. xii. (1898) p. 190. 

Szechuek : Tehenkeoutia (Faroes ex Franchet). 

4. ' Paris incompleta, Bleb. FI. Taur.-Cauc. i. p. 306, et iii. 
p. 287; Bieb. Cent. FI. Bar. Boss. t. 74 ; Kwnth, Enum. PL v. 
p. 119 ; Ledeb. FI. Boss. iv. p. 121; Franch. in Mem. Soc. 
Philom. Paris , Cent. (1888) p. 283. 

Corea ( Wykeham Perry , 43 !). Herb. Kew. 

Caucasus. f 

5. Paris petiolata, Baker, MSS. in Herb. Kew. 

JBLerba erecta. Folia circa 7, verticillata, herbacea, ovata, 
breviter acuminata, basi subcordata, ssepe inasqualia, 3 poll, 
longa, 2 poll, lata; petiolus 1-1| poll, longus. Pedunculus 
7 poll, longus. Perianthii segmenta exteriora 5, ovato-elliptica 
breviter acuminata, basi brevissime et late unguiculata, 1^- poll, 
longa, 9 lin. lata; interiora exterioribus multo breviora, anguste 
oblanceolata, 10 lin. longa, 2 liu. lata. Stamina 10, 6 lin. longa; 
connectivum supra antheram longe productum. Ovarium 5-angu- 
latum ; stigmata 5, crassiuscula, recurva. 

Szechueh : near Tacbienlu {Pratt, 572*!). Herb. Kew. 

Var. membranacea, Wright (an sp. distincta?). A typo differt 
foliis majoribus basi cordatis, 4-6 poll, longis, 2-4 poll, latis, 
periantbii segmentis exterioribus angustioribus, interioribus 
linearibus, staminum eonnectivo apice in globulo (non mucrone) 
producto. 

Hupeh: South Patung {A. Henry, 5385,5385 A!). Herb. Kew. 

6. Paris polyphylla, 8m. in Bees's Cyclop, xxvi. n. 2; B . Bon, 
Prodr. FI, Nepal, p. 49; Kunth, Fnum. PI. v. p. 118; Wall . PI. 
As. Bar. t. 126; J Poole, f. Illust. Himal. PI. t. 24; Hook.f, FI. 
Brit. Iiul. vi. p. 362; S. Moore, in Journ. Bot. xvi.(1878) p. 138, 
et xxi. (1883) p. 358; Franch. in Mem. Soc. Philom. Paris, Cent. 
(1888) p. 287, et Bull. Soc. Bot. France , xlvi. (1899) p. 214. 

Shihgicihg: Laoling ( Webster , 10«!); Chekiang: JSTiugpo 
(. Everardl); Kiangsi : Kiukiang {Shearer ! Maries! Faber, 
305!), Lushan Mountains ( Sty an! ); Fokien : Mountains of 
Kuatun {Be la Touche ex Franchet ); Hupeh : Patung (A. Henry, 
206, 2432, 2831, 4083, 4088!); Szechuek : South Wu=>han 
{A. Henry, 5387 a), Mount Omei {Faber, 306 l)f near Tachienlu 
{Pratt, 56! SouJU, 185, 213 !); Kweichau {Perny ex Franchet 
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Ytokait {Delavay ex Fra ticket); KwAUTOTrao: Lofaushan {Faber 
ia ht>. Mance, 22122!). Mus. Brit.; Herb. Kew. 

Himalaya. 

Var* brachystemon, Franck. in Journ. de Bot. xii. (1898) 
p. 191. 

Szechuen : Tcheakeoutin {Farges ex Franchet), 

Yar. platypetala, Franck. in Journ. de Bot. xii. (1898) p. 191. 

SzEcfiuEN : Tcheukeoutia ( Farges , 573, ex Franchet ). 

7. Paris qxL&drifolia, Linn. Sp. PL ed. 1, p. 367; Kuntk, 

Fnum. FI, v. p. 116; Franck. in Mem . Fkilom . Pains, 

Cent. (1888) p. 278. 

Szechuek: Mount Oraei {Faber, 3071). Herb. Kew. 

Yar. setclraenensis, Franck . za Journ . deBoi . xii. (1898) p. 191. 

Szechtten: Tckenkeoutin {Farges, 414, ex Franchet). 

Europe, Northern Asia. 

Yar. obovata, Beg el et Til . F£. p. 121; Maxim. Prim . 
.M. Amur, p. 272; Begel, FI. TTssur. p. 162 ; Franck, et Savat. 
Fnum. PI. Jap. ii. p. 56; Franck . FI. David, ii. p. 134; Franck. 
in Mem. Soc . Fkilom. Paris, Cent . (1888) p. 282. 

Paris obovata, Ledeb. Ic. PL Boss. i. t. 16; Kuntk, Fnum . P£. v. 
p. 117. 

Paris kexaphylla, Cfom. m Linnaa, vi. (1831) p. 586; Ledeb. FL Boss. 
iv. p. 120; Kuntk, Fnum. PI. v. p. 117 ; Franck. PI. David, i. p. 309. 

Shiitqexn’g- : Tungcbesbien {James \), near Moukden {James !), 
Chienshan (ite, 448!), Ngai Eiver (Poss, 226!). Herb. Kew. 

Northern Asia, Japan. 

8. Paris yunnanensis, Franck, in Mem. Soc. Fkilom. Fans , 
Cent. (1888) p. 290, 

Xxjnn'AE' : Chetchotze {Delavay ex Franchet). 

Said to be allied to P. polyykylla, Sm., but to differ in the 
leaves being almost coriaceous and the anthers elongated. 

[Melantkium cockinckinese, Lour. PL Cochinch, p. 216, is a 
doubtful plant. . Hance suggests that it may be Asparagus lucidus, 
Lindl., with which the description agrees, except that the fruit 
is said to be capsular. Vide BeutL FL Hongk. p. 371.] 
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1. Veratrum album, Linn . Sp. PL p. 1044; Maxim. Prim . 

A7. Amur. p. 289 ; Lil, t. 447 ; j Kunth, Enum . PZ. iv. p. 186; 

Baker, «« Journ. Linn . $ 00 ., Potf. xvii. (1879) p. 470. 

Chihli : Peking ( Tatarinow ex Maximowicz) ; Hupeh : South 
Patung (A. Henry , 6060!); Szechuen: Mount Omei (Eater > 
888 !). Mus. Brit.; Herb. Kew. 

Mountains o£ Europe and Northern Asia. 

Var. viride, Baker, Journ . $ 0 c., Potf. xvii. (1879) p. 471 . 

Veratrum virile, A#. PTortf. 1T<520. iii. p. 422; Kunth , Enum . P/. iv. 

p. 188. 

Helonias viridis, Ker-Gawl in Bot. Mag. 1.1096. 

Melanthium viride, Thunb. Diss. Melantlu pp. 3 & 6 . 

Shingking: between Moukden and Kirin (James). Herb. 
Kew. 

North America. 

2. Veratrum bracteatum, Batalin , in Act . Petr op. xiii. 

(1893) i. p. 106. 

Kansuh: between Morping andWuping (Potanin ex Batalin), 
Mount Tshagola (Potanin ex Batalin ). 

3. Veratrum Maackii, Begel , P7. JTssur. p. 169, t. xi. figg. 8-14; 
Baker, arc Journ. Linn . $ 00 ., Bot . xvii. (1879) p. 473. 

Zygadenns japonicus, ATzg'. zw Aww. ikte. PoA Lugd.-Bai. iii. p. 146. 
Shingking: between Moukden and Kirin (James !); Yunnan : 
Mengtze (Hancock, 81!); Corea : Chemulpo ( Carles , 86 !). 
Herb. Kew. 

Northern Asia, Japan. 

An imperfect specimen at Kew collected inlchang may belong 
to this species. 

4. Veratrum Maximowiczii, Baker, mi Journ. Linn . $ 00 ., Atf. 
xvii. (1879) p. 472; Branch. PL David, i. p. 809, 

Veratrum parviflorum, Franch. et Savat. Enum , PJ. Jap. ii. p. 91, non 
Michx. 

Kiangsi: Kiukiang (David, 842, ex Franchet); Hupeh: 
Nanto (A. Henry , 4610A!), Ichang (A. Henry , 4610!). Mus. 
Brit.; Herb. Kew. 

Japan. 

5. Veratrum nigrum, Linn. Sp. Pl. ed. 1, p/1044; Bed. Lil. 
t. 416; Bot. May. t. 963 ; Kunth, Enum. PI. iv. p. 186; French 
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et Savat. Emm. PL Jap . ii. p. 90; Maxim. Prim* EL Amur. 
p. 289; Baker , in Journ . Linn. Soe., Bot . xvii. (1879) p. 472; 


Emncli. PL Bavicl. i. p. 310. 

Melantkium nigrum; Thanh. Biss. Melanth . pp. 4 & 8. 

Chihli: Jehol (David, 2037, ex Franchei) ; ShingbOTG : 
Tanghoko (James !); Hupeh: Hsingshan and Pang (A. Henrg, 
6082 a !), South Patung ( A. Henry , 6082 &!) ; Szechuen : 
Tachienlu (Pratt, 718!), Tongolo (Soulie, 931 !). kfus. Brit.; 
Herb. Hew. 

Central Europe, Northern Asia, Japan. # 


Yar. japonicum, Baker, in Journ. Linn. SocBot. xvii. (1879) 
p. 472. 

Foehosa : Tamsui ( Hancock , 30 !) ; Szechuex : Mount Omei 
(Faher, 937, 960!); Kwajtgtu^g : Lofauslian (Ford !). Herb. 
Hew. 

Japan. 

This variety connects Y. nigrum , Linn., with V. Mackii, Hegel. 


1. Zygadenus sibiricus, A . Gray, in Ann. Lyc. Hew York , iv. 
(1837) p. 112. 

Melantkium sibiricum, Linn. Amcen. Acad. ii. p. 348, t. 4, n. 11 ; Linn. 
Sp.PLe d. 1, p.339. 

Antkericuni ? Grmelinianuni, Schultes f. Syst. vii. p. 481. 

Leimantlmim ? sibirieum, Schultes f. Syst. vii. p. 1551. 

Anticlea sibirica, Kunth, Enum. PI. iv. p. 191 ; Ledeb. FI. Foss. iv. 
p. 207 ; Baker, in Journ. Linn. Soc., Bot. xvii. (1879) p. 483. 

Hupeh : Fang (A. Henry, 6889 3); SzECHUEir: one specimen 
from North Wuskan (ex A. Henry). Herb. Hew. 

Siberia. 


144. PONTEDEBlACEiE. 

(By N. E. Bbowk, A.L.S.) 

1. Monockoria kastsefolia, Presl, Belly. Haenk . i. p. 128; 
Kunth, Enum. PL iv. p. 133 ; Miguel, FI. Ind . Bat. iii. p. 548; 
Thwaites, Enum . PI. Zeyl. p. 321; Hook. f. FI. Brit. Ind. vi. 
p. 362. 

3Ionockoria hastata, Sohns-Laubach, in DC. Monogr . Phan. iv. p. 523. 
Monockoria dilatata, Kunth, Enum. PI. iv. p. 134. 

^ Monockoria sagittata, Kunth, Enum . PL iv. p. 134. 
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Pontederia hastata, Linn. Sp. PL p. 288; Linn. f. Suppl. p. 192; 
Loureiro, FI. Cochmch. p. 199; Roxburgh, PL Corom. ii. p. 6, t. 111. 

Pontederia dilatata, Buchanan , in Symes, Embassy to Ava , p. 475 cum 
fig., et ed. 2, iii. p. 309, t. 23 ; Andr . Bot. Rep. vii. t. 490. 

Pontederia sagittata, Roxb. FI Ind. ii. p. 124. 

Kwangtung : Lofaushan ( Ford , 331!), opposite Hongkong 
{Ford, 161!), Fatshan (Wenyon !), Whampoa {Hance, 1372, ex 
Holms-haulach ); Hainan {A. Henry, 8238! a form with more 
racemose flowers). Herb. Kew. # 

Cambodia, India, Malay Archipelago, New Guinea. 

2. Monochoria Korsakowii, Regel 8f Maack , in Mem . Acad. 
Fetersb. iv. 1861, p. 155; Regel, Opuit Florid TTsuriuskoi , 
p. 170, t. 12. figs. 1-7; G-artenfl . (1862) p.S13, t. 374; Hance, in 
Bourn, Linn. Soc ,, Rc>£. xiii. (1872) p. 88 ; Franch . PZ. David. i. 
p. 310. 

Monockoria vaginalis, var. Korsakowii, Solms-Laubach, in DC. Monogr. 
Phan. iv. p. 525; Palibin , m Act. Hort. Petrop. xix. (1901) p. 115. 

Chihli: Peking {Bretschneider, 768!; 'Williams in herb. 
Hance, 13463 !, ZtoZd!); Shingking {Ross, 40! Webster, 262!) ; 
Shantung {Faber, 92!); Corea: Chemulpo {Carles l), Soul 
{ Gottsche, Kalinowsky). Mus. Brit.; Herb. Kew. 

Mandshuria, Japan. 

3. Monochoria ovata, Kunth, Fnum. FI. iv. p. 665. 

Pontederia ovata, Hook. § Am. Bot. Beechey's Voxj. p. 218. 
Kwangtung : Canton {Millett). 

I have seen no specimen of this imperfectly described species, 
which may, perhaps, be the same as M. Korsakowii , Regel & 
Maack. 

4. Monochoria vaginalis, Fresl, Relig. ILaenk. i. p. 128; 
Kunth, Fnum . FI. iv. p. 134; Miq. FI. Ind. Rat. iii. p. 548; 
Hook. f. II. Brit. Ind. vi. p. 363; Benth . FI. Hongk . p. 374; 
Holms-LaubacTi, in DC. Monogr. Fhan. iv. p. 524. 

Pontederia vaginalis, Burm. f. FI. Ind. p. 80; Linn. Mant. p. 222; 
Roxb. FI. Ind. ii. p. 121; et PL Coromand . ii. p. 6, t. HO. 

Chihli (Puss, 288!); Kxangsi: Kiukiang {Shearerl); Formosa 
( Wilford, 150! Oldham, 644! Hwinhoe, 5! Flay fair, 170!); 
Hupeii: Ichang {A. Henry, 129! 2357!); Sssechuen : Mount 
Omei {Faber, 243)!; Hongkong: Happy Y&lhy{Wilford, 150!); 
Hainan {A. Henry , 83681 8780!). Mus. Brit.; Herb. Kew. 
Japan, India, and Malay Archipelago. c 
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Yar. plantaginea, Solms-Laubach , in DC. Monogr . Phan. iv. 
p. 524. 

Monochoria plantaginea, Kunth, JEnutn. PI. iv. p. 135; Benth . PI. 
Hough, p. 375. 

Monochoria linearis, Miq. FI. Ind. Bat iii. p. 549. 

Monochoria Junghuhniana, Hassh., in Flora , xxxv. (1852) p. 115. 
Pontederia plantaginea, Ro.vb. FI. Ind. ii. p, 123. 

Pontederia linearis, Hassh. Cat. Hort. Bogor. p. 28, et in Flora, xxv. 
(1842) ii. Beibl. p. 4. 

Pokier : Amoy (Blance, 1426 !) ; Eobmosa : Takow {Henry, 
718!), South Cape {Henry, 718 A!); Hongkong (fPright, 540 !); 
Hainan ( A . Henry, 8386 !). Mus. Brit. ; Herb. Kew. 

Japan, Tonquin, India, and Malay Archipelago. 


145. PHILYDRACE2E. 

(By N. E. Bbown, A.L.S.) 

1. Philydrnm lanuginosum, Banks, in Gaertn. Fruct. i. 
p. 62, t. 16. fig. 10; Bot . Mag. t. 783 ; Kunth , Knum. PI. iii. 
p. 380; Griffith, Noiul. iii. p. 231, Icon. t. 269; Benth . FI. 
Hongl\ p. 380; Hance, in Journ. Bot. ix. (1871) p. 202; Caruel, 
in DC. Monogr . Phan . iii. p. 3; Hook. f. FI. Brit. Ind . vi. 
p. 363. 

Garciana cochinckinensis, Lour. FI. Cochinch, p. 15. 

Kwangtttng : Pakhoi ( Playfair , 199!), Canton ( Loureiro ); 
Hongkong, Happy Yalley and Say wan ( Wilford, 315 ! Wright, 
5391 Champion, 290! Seemann, and Leclancher ex Caruel). Mus. 
Brit.; Herb. Kew. 

Cochinchina, Tonqnin, Malay Peninsula and Archipelago, 
Australia. 


146. XYBIDE2E. 

(By N. E. Bbown, A.L.S.) 

1 . Xyris bancana, Mig. FI Ind. Bat., Suppl. i. p. 608; 
Kilsson, in Kongl. Svensk . Yet.-Akad. Handl. xxiv. no. 14 (1892), 
p. 37 ; Hook.f. FI. Brit. Ind . vi. p. 366. 

Xyris schcenoides, Benth. FI. Hough, p. 379, non Martius. 
Hongkong (If right, 548!). Herb. Kew. 

The material of this plant at Kew is too meagre to permit of 
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an accurate comparison by dissection, but it is either X. bancana 
or a new species, and is perfectly distinct from X. schmnoides , 
Mart., with which Bentham identified it. 

2. Xyris pauciflora, Willd. Phytog , p. 2, t. 1. fig. 1 ; et Sp. 
PL i. p. 255 ; Wall . PL Asiat, Par. iii. p. 29 ; Kimth, JEJnum . PL 
iv. p. 17 ; Penth. PL Hough . p. 379 ; Nilsson , in KongL Svensh . 
VeL-Akad. HandL xxiv. no. 14 (1892), p. 36 ; Hook . /I X2, -Sr#, 
vi. p. 365. f 

Kwangtung*: Pakhoi (Playfair, 2!); Hongkong : Happy 
Valley ( Wilford, , 57! Wright , 547 !). Herb. Kew. 

Tonquin, India. 


147. COMMELINACEiE. 

(By 1ST. E. Brown, A.L.S.) 

1. Aneilema angustifolium, X. X. Proton , n. sp. 

Herba A . sinico simillima sed minor, 6-12 poll. alta. Qaules 
floriferi erecti, graciles, glabri. ZbZsa radicalia 4-9 poll, longa, 
1 J -8 lin. lata, linearia, acuta, glabra; caulina simillima sed 
minora, 1-3 poll, longa, vaginis eiliatis. Panicula terminales, 
pauciramosse, glabrae; rami 1-3 poll, longi, parte florifera cicatri- 
cibus approximate notata. Practece 1\ lin. longae, ovatse, acutae 
vel subacutse, caducse. Pedicelli 1 | lin. longi. Sepala lf -2 lin. 
longa, ovata, subobtusa. Pet ala circa 2 lin. longa, ca&rulea. 
Stamina 2 fertilia, 3 sterilia, filamentis barbatis. Capsula tri- 
gona, If lin. longa, obtusa, apiculata. Semina foveolato-rugosa, 
minutissime furfuraeea. 

Aneilema nudiflorum, R. Br ., var. rigidior, Benth. FI Hough . p. 377. 

Formosa: Takow ( A . Henry , 1897 !), and without precise 
locality ( Oldham , 576 partly!); Szechuen : above Chungking 
(Faber, 106 !) ; Kwangtung : Lantao Island (Ford, 398 !), Pak- 
hoi (Playfair, 135 !, 225 !) ; Hongkong ( Wright , 546!). Mus, 
Brit.; Herb. Kew. 

2. Aneilema divergens, C. B. Clarke , CommeL Sf Cyrt . Peng . 
t. 16; et in PC. Monogr . Phan . iii. p. 203; Hook.f FL Brit . 
Jw vi. p. 376. 

Aneilema herbaceum, Wall., var. divergens, 0. -S. Clarke , in Jouni. 
Linn . &>£?., Po£. xi. (1870) p. 448. 



152 


147. COMMELIHACEJE. 


Bobmosa : Bankinsing Mountains ( A . Henry , 899 !); Yra- 
it ah’ : Hotha {Anderson !). Herb. Kew. 

India. 

3. Aneilema formosanum, N. F. Brown , n. sp. 

Herb a 12-15 poll. alta. Radices fibrosse, erassse. Folia radi¬ 
cals 8-11 poll, longa, |-1 poll, lata, ensiformia, acuminata, 
basi angustata, utrinque parce puberula. Scapi erecti, 7-10 poll, 
longi, ^phylli, vaginis duabus 5-8 lin. longis instructs puberuli, 
faseieulos 1-4 gerentes, fasciculis e ramulis 2-3 ereetis, |-2 
poll, longis puberulis eompositis. Bracts <b 3-6 lin. longae et 
bracteolae 2^3 lin. longae, ovatge, acutae, amplexicaules, submem- 
bran aceae. Flores ? Capsula trigono-oblonga, obtusa, apieulata. 
Semina obscure et minute tuberculata. 

Boemosa: Bankinsing (A. Henry , 8721). Herb. Kew. 

Allied to A. seapifiorum , Wight. 

4. Aneilema japonicum, Maxim . in Fngl. Bot. Jahrb . vi. (1885) 
p. 53, vix Kunth. 

Lxjchtj Abchipelago *. Amami-O-sima ( Doderlein ). 

This can scarcely be the Oommelina japonica , Thunb., in 
Trans. Linn. Soc. ii. (1794) p. 332, with which Maximowicz 
identified it, since the description differs in several important 
particulars. Mr. C. B. Clarke appears to have seen no specimen 
that he could identify with Thunberg’s description. (See DC. 
Monogr. Phan. iii. p. 231.) 

5. Aneilema Keisak, Hassle. Commeh Hid . p. 32; C, B. Clarice , 
in DC. Monogr . Phan. iii. p. 209; Franck. PI. David, i. p. 310. 

Aneilema oligantkum, Franck . et 8avat. JEnum. FI. Jap. ii. pp. 94 et 
532. 

Shantung : at the foot of Chefoo Mountains (j Faber, 280 !) ; 
Kiangsu: Hills near Shanghai (CM<?s, 420!); Kiatosi: Kiu- 
kiang (Shearer 1 David , 922); Pokier : Amoy (Swinhoe !); 
Hupeh : Ichang (A. Henry , 128, 2757 !). Mus. Brit. ; Herb. 
Kew. 


6. Aneilema Loureirii, Hance, in Journ. Bot. vi. (1868) p. 250; 
C.B. Clarice , in DC. Monogr. Phan. iii. p. 201 ; Hooh.f. FI. Brit . 
Ind . vi. p. 375. 

Aneilema spectabile, Kurz, in Journ. As. Soc. Beng. xl. (1871) pt. 2, 
p. 77; C. B. Clarke, Commel. <$r Cyri. Beng. t. 20. 
pommelina tuberosa, Lour. FI. Cochinck. p. 40. 
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Kwangtung : Foot of White Cloud Hill or Pakwan Mountain, 
Canton ( Sampson -, 252 ! kb. Hance , 13842 !). Mus. Brit.; Herb. 
Kew. 

Burma, Siam. 

7. Aneilema medicum, E. Hr. Prodr . p. 271 in adn.; C. B , 
Clarice, in DC, 21onogr. Phan . iii. p. 202. 

Commelina mediea, Zom?\ J?2. Cochinch. p. 40. 

China : without locality ( Loureiro ). r 

Cochinehina*<?.r Loureiro. 

Bretschneider, in his 4 Early European Besearches into the 
Flora of China,’ p. 179, states that the Chinese name quoted by 
Loureiro for this plant, 14 in China as well as in Japan is applied 
to Ophiopogon japonicus , Ker.” But Loureiro’s description of 
the flowers and fruit in no way agrees with those of Ophiopogon . 

8. Aneilema nudiflorum, B. Br . Pro dr. p. 271 in adn.; Benth . 
FI. Hongh. p. 376 ; C. B. Clarice , Commel. Sf Gyrt. Beng. t. 21; 
et in JDC. JSIonogr. Phan . iii. p. 210, exel. var. y; Hook.f. FI. 
Brit. Ind. vi. p. 378. 

Commelina nuditiora, Linn. Mant. ii. p. 177 (nec Sp. PI .); Reichenb . 
Icon. Bot. F;.vot. cent. 2, p. 15, t. 136. 

Eokien : Amoy (Swinhoe !) ; Formosa ( Oldham , 576 partly ! 
Wilford , 551! A. Henry , 882 !) ; Hupeh : Ichang (A. Henry , 
2252!); Szechuen : Mount Omei, lower regions {Faber, 245 !); 
Kwangtung : Lofaushan {Ford, 138 !), Canton (/Sampson, 253! 
Lamontl ); Hongkong ( Wilford , 49! Hance, 256! Lamont !); 
Hainan {A. Henry , 8334!); Luchu Archipelago ( Wright , 
353 !). Mus. Brit.; Herb. Kew. 

India, Siam, Malay Archipelago. 

9. Aneilema paucifolium, N. F. Brown , n. sp. 

Herha 6-S poll, alta, basi ramosa. Badices fibrosse, erassse, 
tomentosse. Caules erecti vel basi subdecumbentes, simplices 
vel subsimpliees, glabxd, basi unifoliati rarius bifoliati, florum 
fascicules 3-4 racemosim dispositos gerentes. Folia §-2^ 
poll, longa, 1|-2| lin. lata, linearia, acuta, canaliculata, arcuato- 
recurva. Bractece vaginiformes, J poll, longse, erectae, submem- 
branaceae. Fasciculi 4-8-flori. Pedicelli erecti, 5-8 lin. longi, 
medio bracteolati, supra braeteolas articulati ek pubescentes, 
infra articulos glabri. Bracteolce Taginiformes, membranacese, 

LINN. JOURN.—BOTANY, YOL. XXXYI. M * 
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parvse. Sepala lin. longa, 1 lin. lata, oblouga vel ©lliptico- 
oblonga, subobtusa, apice cserulea, pare© pubescentia. Pet ala 
obovata, cserulea, Stamina 2 fertilia, 4 sterilia, filamentis barbatis. 
Capsula immatura trigouo-ob longa, loculis 3 - 4 -spermis, seminibus 
uniseriatis. 

Kwangtijis-g-: Pakhoi {Playfair, 131!). Herb. Kew. 

A very distinct and remarkable species, belonging to the same 
group as A . Keisctk , Hassk.; but the stems appear usually to bear 
only one developed leaf at tbeir base, the others being reduced 
to submembranous sheaths, which are erect and rather closely 
embrace the stem and fascicles of pedicels. 

10. Aneilema scapiflorum, Wight , var. latifolium, H. F. Brown , 
n. var.; folia quam ea typi latiora et minus acuminata, 4-7 poll, 
longa, f-l^ poll. lata. 

HAi]SA 3 r: Lingtnen {A. Henry X). Herb. Kew. 

The type extends from the Temperate and Tropical Himalayas 
southwards to Ceylon and Tenasserim. 

11 . Aneilema sinicum, Lindl. Bot . Beg . t. 659; C. B. Clarice, 
in DC. Monogr . Phan. iii. p. 212; Hoolc.f. FI. Brit. Ind. vi. 
p. 379. 

Aneilema secunda, Wight, Ic. PI. Ind. Or. vi. p. 31, t. 2075. 

Commelina sinica, Poem, et Schult. Syst. L, Mant, i., AdditamenL i. ; 
p. 376. 

Kwak&ttog : "West Kiver {Ford !). at the foot of Pakwan 
Mountains {Sampson in hb. Fiance, 14736!); Lantao Island 
{Ford, 402!). Mus. Brit.; Herb. Kew. 

India, Malay Archipelago, Tropical and South Africa?, 
Madagascar? 

I doubt the identity of the African plant with this. 

12 . Aneilema spiratum, B. Br. Prodr . p. 271 in adn.; C. B, 
Clarice, in DC. Monogr, Phan . iii. p. 207 ; Hoolc.f. FI Brit . Ind. 
vi. p. 377. 

Aneilema nanurn, Kwnth, JS 'man. PI iv. p. 65; Wight, Ic. PL Ind. Or, 
vi. p. 31, t. 2077; C. B. Clarke, Commel . fy Cyrt . Bmg. t.18. 

Aneilema melanostietum, Ranee, in Journ. Bot vii. (1869) p, 167. 

Hainan (Swinhoel herb. Hance, 14412!). Mus. Brit.; Herb. 
Kew. % 

^India, Malay Archipelago. 



147. COMMELINACEJE. 


155 


A. melanostictim , Hauce, was doubtfully placed by C. B. 
Clarke, DC '. Monogr. Phan. iii. p. 206, as a synonym of 
A . esculentwm , Wall., and the incorrect locality “ Hongkong ” 
quoted for it; but Swihhoe’s specimen from Hainan has been 
named (in my opinion correctly) A. spiratum by Mr. Clarke, 

13. Aneilema vaginatum, R. Br. Prodr. p. 271 in adn.; Wight, 
Ic. PI. Ind. Or. vi. p. 31, fc. 2076 ; C. B. Clarice, Comm el. Gyrt . 
Beng. t. 23; et in DC. Monogr. Phan . iii. p. 216; Rooh.f. FI. 
Brit. Ind. vi. p.*381. 

Hongkong ( Lamontl). Mus. Brit. 

India, Cambodia. 

1. Commelina auriculata, Blame, JEnum. PI. lav. i. p.2; C.B. 
Clarice, in DC. Monogr. Phan. iii. p. 186. 

Formosa: Tamsui ( Oldham, 578!); Kwangtttng: Macao 
(. Meyen ) ; Hongkong (Wright, 544!). Mus. Brit.; Herb. Kew. 
Malay Archipelago, Australia. 

2. Commelina benghalensis, Linn. Sp. PI. p. 41; Wight, lc. 
PI. Ind. Or. vi. p. 29, t. 2065 ; Benth. FI. Rough . p. 376; G. B. 
Clarice, Commel. fy Cyrt. Beng. t. 4, et in DC. Monogr. Phan. 
iii. p. 159; Boolc.f. FI. Brit. Ind. vi. p. 370. 

Commelina procurrens, Schlecht. in Linncea, xxiv. (1851) p. 656, et 
xxv. (1852) p. 183 ; cf. Gartmjl. iv. (1855) p. 44. 

Commelina delicatula, Schlecht in Gartenjl. iii. p. 349, t, 104. fig. a. 
Formosa ( Oldham , 5771); Hupeh : Iehang (A. Henry, 2353!); 
Szechtjen: Hokiang and Hankee rice-fields {Faber, 965!); 
Kwangtung: Macao {Tatel)-, Hongkong {Wright, 542 1 Ranee, 
407! Lamont !). Mus. Brit.; Herb. Kew. 

Widely distributed through the tropics of the eastern hemi¬ 
sphere. 

3. Commelina communis, Linn. Sp. PI. p. 40; Benth. FI. 

Rough, p. 376; Debeaux, in Act. Soc. Linn. Bordeaux, xxx. 
(1874) p. 117, & xxxii. (1875) p. 27; FI. Shangh. p. 65, et 
FI. Tchef. p. 140; Ranee, in Journ. Bot. xi. (1874) p. 262; 
Franch. in Mem. Soc. Sc. Wat. Cherbourg, xxiv. (1882) p. 260, 
et PI. David, i. p. 310 ; C. B. Clarke, in DC. Monogr. Phan . iii, 
p. 170; Palibin, in Act. Hort. Petrop. xix. (1901) p. 115; nec 
Kunth , nec plur. auct. * 

m2 
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Commelina polygama, Roth , in Roenier et Usteri , May. Rot. iv. (1790) 
p. 14; et Cat. Rot. i. p. 1. 

Commelitia vulgaris, Schmidel, 1c. PL ed. 2, p. 159, tt. 40, 41. 

China (Fortune, 24!) ; Chihli : Peking (Bret Schneider, 769! 
Bushell ! David, 471); Shingking : Moukden (Webster, 310!); 
Kaichow to Kiccbow (Foss, 246 !) ; Shantung : Chefoo (Ford l 
Debeaux, Fauvel ); without locality (Maingay, 133!); Kiangsu: 
Shanghai (Maingay, 389, 439!); Chekiang: Ningpo Moun¬ 
tains (Faber, 18 !); Kiangst : Kiukiang (Shearer ! Moellendorf\ 
David, 929); Htoeh : Patung (A. Henry, 1800f 4927 !), Ichang 
(A. Henry , 76 !); Hongkong (Lamont ); Corea : Inchon 
(Gottsche), Soul (j Kalinowsky, Sontacj) j Chemulpo (Bunge). 
Mus. Brit.; Herh. Kew. 

Japan, Mandshuria, Ussuri. 

Yar. ludens, C. B. Clarke, in DC. MLonogr. Phan . iii. p, 171. 
Commelina ludens, Miq. Journ, Rot. Neerl. i. (1861) p. 88. 
Kwangtung : Fukwing (Krone ex Miquel). 

I have seen no specimen of this variety, although it is said in 
Mr. Clarke’s monograph to be frequent in South China. 

4. Commelina? Loureirii, Eunth , Fnum. PL iv. p. 60; C. B. 
Clarke , in DC. Monogr. Phan. iii. p. 191. 

Lechea chinensis, Lour. FI. Cochinch, p. 60. 

Kwangtung : near Canton (ex Loureiro ). 

An altogether doubtful plant. 

5. Commelina nndiflora, Linn. Sp. FI. p. 41, neque Mart. 177, 
nec amt .; C. B. Clarke , in DC. Monogr. Phan. iii. p. 144; 
Hook.f FI. Brit. Did. vi. p. 369. 

Commelina longicaulis, Jacq. 1c. PL Ear. ii. p. 8, t. 294. 

Commelina ochreata, Schauer , in Nov. Act. Acad. Nat. Cur. xix., Suppl. 
i. (1843) p. 447. 

Commelina salicifolia, Benth. FI. Hongk. p. 376, non Ro.vb. 

Commelina communis, C. B. Clarke , Commel $ Cyrt. Rernj. t. 1, non 
Linn. 

[Formosa : Takow Plain (A. Henry, 2041!), South Cape (A. 
Henry, 357!); Kwangtung: Lappas Island (Vachell , 83!), 
Macao and Lint in (Meyen ); Hongkong ( Wright, 543! Wilford, 
362! Hance, 406!); Luchu ( Wright , 347 !). Mus. Brit.; Herb. 
Kew. ^ 

Widely distributed throughout the warmer regions of both 
hemispheres. 
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6. Commelina obliqna, Buch.-Ham., in D. Bon, Prodr . FL Nep. 
p. 45; C. B. Clarke, Commel . Cyrtf. Beng . tt. 9, 10, 11, a/ m 
D<7. Monogr. Phan* vi. p. 178; llooh. f. FL Brit. Ind. vi. 
p. 372 (non Vahl). 

Commelina polyspatlia, Wight, Ic. PL Ind . Or. vi. p. 29, t. 2066. 
Formosa: Tamsui (-4. Henry, 1447!); Kwangtung: Lofau- 
slian {ForAX), Lantao Island {Ford, 406 !). Herb. Kew. 

India, Malay Archipelago. 

7. Commeling, nndulata, B. Br. Prodr. p. 270 ; (7. B. Clarice , 
wa DO. Monogr. Phan. iii. p. 179; Hook. f. Fl. Brit . TfofZ. vi. 
p. 373. 

China {Mzlletl Lay !); Chusan Archipelago {Tvan ex 0. B. 
Clarke ); Formosa: Takow {Playfair, 62 !); Kwangtung : Can¬ 
ton {Hance, 21055!), Macao ( Gaudickaud, 62, ex 0. J5. Clarke) ; 
Corea : N.E. coast {Perry, 105 !) ; Lttchu ( Wright, 347, 348!). 
Mus. Brit.; Herb. Kew. 

India, Australia, Philippines. 

1. Cyanotis arachnoidea, C. B. Clarke, in DC. Monogr. Phan. 
iii. p. 250; Hook.f. FL Brit, Ind. vi. p. 386. 

Cyanotis pilosa, Wight, Ic, PL Ind. Or. vi. p. 32, t. 2083, non Poem, 
et Schult. 

Formosa: Bankinsing Mountains {A. Henry, 9001). Herb. 
Kew. 

Indian Peninsula and Ceylon. 

2. Cyanotis axillaris, Boem . § Schult . Syst. vii. p. 1154; 
Be?ith. FL Honglc . p. 378; C. B. Clarke, Commel . Sf Cyrt. Beng. 
t. 35, et in DC. Monogr. Phan. iii. p. 244 ; Hook. f. Fl. Brit. 
Ind. vi. p. 388. 

Tradescantia axillaris, Boxb. PL Corom. ii. p. 5,1.107. 

Kwangtung: Pakhoi ( Playfair, 216 1); Hongkong {Ranee, 
427 !). Mus. Brit.; Herb. Kew. 

India, Malay Archipelago, Australia. 

3. Cyanotis barbata, D. Don, Prodr. FL Nep. p. 46; C. B. 
Clarke, Commel. <$* Cyrt. Beng. t. 37, et in DC. Monogr . Phan . 
iii. p. 248: Hook.f. FL Brit. Ind. vi. p. 385. 

Cyanotis nobilis, Hassle. Commel. Lid. p. 148 ; C. B. Clarke, Commel. 
Sr Cyrt. Beng. t. 39. 

Cyanotis fasciculata, Benth. FL Hough, p. 378, non Boem. Schult. 
Kwangtung: Mountains of the province of Pakwan, n^gap. 
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Canton (Sampson, hb. Hance, 42S); Hongkong (Harland ! 
Lamont !). Mus. Brit; Herb. Kew. 

India, Burma. 

4. Cyanotis cristata, Boem. $ Schilt., var. Griffithii, C. J5. 
Cfoyia, DO. Monogr. Flan. iii. p. 248; Hook. f. FL Frit. 
Ind * vi. p. 385. 

Hainan (.A. Henry, 8418 !). Herb. Kew. 

Malay Peninsula. 

Mr. Clarke does not describe the corolla, jvhicli is gamo- 
petalous. 

1. Ploscopa scandens, Lour. FI. Cochinch. p. 193; C. B. Clarke , 
in DO. Monogr. Flan . iii. p. 265; Hook . f. FI. Brit. Ind . vi. 
p. 390. 

Floscopa paniculata, Benth. FI. Hongh . p. 377 (excl. synon. Afr. et 
Amer.). 

Dithyrocarpua paniculatus, Kanth , Enum. FI. iv. p. 79; C. B. Clarke , 
Commel. 4* Cyrt. Beng. t. 34. 

Ditliyrocarpus petiolatus, D. undulatus, & D. Rothii, Wight , /<?. P£ 
Irce?. Or. vi. p. 32, tt. 2079, 2080. 

Kiangsi (Staunton !); Fokien : Amoy (Sioinhoe !); Kwang- 
tung : Lappas Island (Vaehell , 109 !), Macao (Lay !), Lofaushan 
(Faber, 4!); Hongkong (Earland, 544! Lamontl). Mus, Brit.; 
Herb. Kew. 

India, Burma, Malay Archipelago, Australia. 

1. Porrestia cMnensis, H. F. Brown, n. sp. 

Herba perennis, caule robusto, elato, glabro., Folia 7-12 poll, 
longa, lf-2f poll, lata, lanceolata vel elliptico-lanceolata, apiee 
acuminata, basi longe attenuata, supra glabra, subtus minute 
puberula, interdum costis hirsutis; vaginae puberulse vel longe et 
appresse villosse, ore villoso-ciliatse. Flores dense capitati, 
sessiles; bractese ovatse, acutae, carinatse, gl abrse, marginibus 
carinisque ciliatis; sepala 4|~5| lin. longa, oblonga, cucullata, 
obtusa, acute carinata, carinis dense vel sparse fulvo-birfcis, 
marginibus ciliatis; petala oblanceolato-oblonga, obtusa; filar 
menta apiee barbata; ovarium superne hirsutum. Capsula 8 lin. 
longa, 2§ lin. lata, ellipsoideo-trigona, superne hirsuta; semina 
1^-1^ lin. longa, 1| lin. lata, rugosa. 

^ JFobmosa : Tainsui ( Oldham , 578/1!), Bankinsing Mountains 
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(A. Henry, 149!, 1618 A.!); Kwakgtung: without locality (Ford, 
256 !); Haika.it : without locality (A, Henry , 8670 I). Mus. 
Brit.; Herb. Kew. 

This plant was united with F. hispida, Less. & Rich., by 
Mr. Clarke in DO. Monogr* Phan* iii. p. 286, but that species is 
a native of New Guinea and quite distinct. 

1. Pollia sorzogonensis, Hndl. ex Mig. FI* Ind. Bat* iii. p.541; 
C. H. Clarice, in DC* Monogr . Fhan . iii. p. 126 ,* BeiUh . FI. 
Hongk. p. 877 f Hook, f. FI* Brit. Ind. vi. p. 867. 

Aclisia sorzogonensis, B. Meyer, in Presl, Bel. Haenk. i. p. 188, t. 25. 
[Formosa : Bankinsing (A. Henry , 133, 575 !); Hupeh : 
Ichang (A. Henry , 4163 !); Kwakgtukg : Lofaushan (Ford !) ; 
Hohgkong ( Wright, 545! Lamont ! Forbes ! Hance , 1035!). 
Mus. Brit.; Herb. Kew. 

Var. gigantea, C. B. Clarke, mi DC. Monogr. Phan . iii, p. 127; 
Hook.f FI. Brit. Ind. vi. p. 368. 

Pollia japonica, Hance, Journ* Bot* xvi. (1878) p. 233, not of 

Thunb. 

Aneilema didymum, See?n. Bot. Voy. i Herald, 1 p. 422. 

Hupeh : Changyang (A. Henry , 6231 A !) ; Kwahgtuhg : 
Filoitsz, North River (Sampson in hb. Hance. 11388!). Mus. 
Brit.; Herb. Kew. 

India, Malay Archipelago. 

2. Pollia Zollingeri, C. B. Clarke , in DC. Monogr. Phan. iii. 
p. 127. 

Formosa ( Wilford, 521!); Szechuek : Mount Omei, 4000 ft. 
(Faber, 309!). Herb. Kew. 

Malay Archipelago. 

1. Streptolirion volubile, Fdgew* in Proc. Linn. Soc. i. (1845) 
p, 254; et Trans * Linn. Soc . xx. (1846) p. 90, t. 2 ; Wight, Ic . 
PI. Ind. Or. vi. p. 32, t. 2081; C. B. Clarke, in DC. Monogr. 
Phan . iii. p. 261; Branch* PI. David* i. p. 311; Hook. f. FI* 
Brit* Ind* vi. p. 389. 

Chihli : Peking Mountains ( Bretschneider , 154! David, 408, 
Bullock, 98!); Hupeh : Patung district (A* Henry, 2428,2482, 
4170!), Nanto (A. Henry , 2587 !); Kwahgtuhg (Ford, 261, 310!). 
Mus. Brit.; Herb. Kew. 

Himalaya, Khasia, Burma. ^ 
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2. Streptolirion longifolium, Gagnep. in Bull. Soc. Bot. France , 
xlvii. (1900) p. 334,1.11. 

Yunnan : near Yunnan-sen (Duclones ex Qagnepam ). 

1. Tradescentia vaga, Xawr. jF7. Cochinch . p. 193, non JBltme . 

Kwangtuno: Canton ( Loureiro ). 

This is altogether a doubtful plant. It was combined by 
Eoemer <fc Schultes in their Systema, vii. p. 1153, with a Javan 
plant (*T. my#, Blume) under the name of Cyanotis vaga, Eoem. 
& Schult.; but their description is based upon a'specimen from 
Java sent to them by Blume, and does not at all accord with that 
of Loureiro. The plant described by C. B. Clarke in DC. 
Monogr . Phan. Hi. p. 252 as Cyanotis vaga is probably that which 
Roemer & Schultes had in view, and cannot be the T. vaga , 
Lour., therefore the name Cyanotis vaga must be restricted to 
the Javan plant. 

14S. FLAGELLARXACEJS. 

(By If. E. Brown, A.L.S.) 

1. Flagellaria indica, Linn . Sp. PI 333; Lam . EncycL il 
P* 502, t. 266 ; Gaertn. Fruct i. p. 61, t. 16. f. 9 ; Lour. FL 
Cochinch, p. 211; Willi. Sp. PI. ii. p. 263 ; Bedoute , Lil v. 
t. 257; Poem. Sf Schult. Syst . vii. pt. 2, p. 1492 ; Booth* FI. Did. 
ii. p. 154; Kunth, Emm. PI. iii. p. 370; Kook, f FI Brit, Ind. 
vi. p. 391, 

Formosa: South Cape (A. Kenny, 1355!); Hainan (A. 
Henry, 8657!). Herb. Kew. 

India, Malay Archipelago, Polynesia, and Australia. 

149. JTOfCACE,E. 

(By 1ST, E. Brown, A.L.S.) 

I. Luzula campestris, DC. FL Fran?, iii. p. 161 ; Kunth, 
Fnum. PL iii. p. 307; Kook.f FL Brit. Did. vi. p. 401; B etc Jib. 
Ic. FL Germ. ix. p. 14, tt. 375-376 ; Syme, English Bot.e d. 8, x. 
p. 8, 1.1551; Buehenau , in Engl. Bot . Jahrb. xii. (1890) p. 155. 

Luzula multiflora, Lej. FL Emir. Spa , i. p. 169. 

Luzula campestris, DC., var. umltiflora, Celakov. Prodr. FI Bbhmen , 
1869, p. 85, & J881, p. 749; BncJmiau, in Engl Bot . Jahrb . xii. (1890) 
p. 161; Franch . Pi. David, i. p. 312. 

«»j-juzula campestris, DC., var. congesta, Buehenau, in Enal. Bot. Jahrb. 
xii. (1890) p. 162. 
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Luzula multiflora, Syme, English Bot. ed. 3, x. 1.1550. 

Luzula campestris, DC var. capitata, Buchenau , in Engl. Bot . Jahrb. 
xii. p, 160; Bdlibin, in Act. Hori. Betrop. xix. (1901) p. 117. 

Chihli: Jebol (David ex Fran diet) ; Kiangsu: Cbingkiang 
(Maries !), Shanghai ( Maingay , 279 !); Chekiang : Tientai 
Mountain, 3000 ft. (Faber, 74 !); Kiangsi: Kiukiang (Maries !); 
Hupeh: Patung District (A. Henry , 1793,3739!); Szechuen: 
near Tachienlu, 9000-13,000 ft. (Pratt, 12! Soulie , 753); Corea 
(Perry), Soul (Kalinowshy ex Palibin ), Mount Yisan (Sentag ex 
Palilin). Mu«s. Brit.; Herb. Kew. 

Generally distributed in temperate regions. 

2. Luzula chinensis, JV. E. Brown, n. sp. 

j Kerba perennis, csespitosa, 2-2 \ ped. alta. Folia 4-8 poll, 
longa, 4-9 3in. lata, late linearia, acuminata, glabra, juniora 
sparsim ciliata, adulta glabra. Inflorescentia elongata, inter- 
rupta, subcontracta, e cymis 3-4 composita; cymse corymbosse, 
erectse, compacts, multiflorss, 2 inferiores distantes; rami fili- 
formes, erecti. Bractece late ovatae, aeutse vel bre viter acuminate. 
Perianthii segraenta subaequalia, 1 3in. longa, acuminata, rubes- 
centia. Stamina 6, inclusa. Pistilluon inclusum; stigmata 3, 
ovario sequilonga.— L. effusa, Buchenau, in Engl. Bot. Jahrb. xii. 
(1890) p. 463, nec p. 106. 

Szechuen (A. Henry, 88291 Pratt, 360!). Mus. Brit.; Herb. 
Kew. 

This more closely resembles the Tropical American L.gigantea, 
Desv., than any other species, but the perianth-segments do not 
taper to such fine awn-like points, and are reddish instead of 
dark brown. Erom L . effusa , Bucken., it is at once distinguished 
by the more numerous flowers and compact, not diffuse, cymes. 

3. Luzula effusa, Buchen. Kritisch . Verz. June. p. 88; et in 
Engl. Bot* Jahrb. yi. (1885) p. 196, &> xii. (1890) p. 106. 

Hupeh ; Fang, 6000-9500 ft. (A . Henry, 6809 !); Kansu 
(Potanin)) Szechuen: Mount Omei (Faber, 1175!). Mus. 
Brit.; Herb. Kew. 

India. 

4. Luzula pilosa, Willd ., var. plumosa, Franch* PL David, ii. 

p. 188. 

Luzula plumosa, E. Mey. in Linnma, xxii. (1849) p. 387; Buchenau, 
in Engl* Bot . Jahrb. xii, (1890) p. 85. 
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Szechuen: Mon pin ( David ex Francket). 

North India to Japan. 

o. Lnznla vernalis, DC. FL Frang. iii. p. 160; Desv. in Journ. 
Bot. (1808) i. p. 138; Kuntk. Enum. PL iii. p. 297; E. Mey. in 
Linncsa, xxii. (1849) p. 883. 

Luzula pilosa, Willd. Emm . PL Sort. Berol p. 393 ; Buclienau , in 
Engl Bot Jakrb. xii. (1890) p. 83, t. 1. fig. 18 ; Syme, Engl Bot ed. 3, 
x. p. 5, 1 1548 ; Beichb . Ic. FL Germ. ix. t. 381. 

Hupeh : Patung district (A . Henry , 3515, 3515 A, 3515 B, 
5206 !), Clianglo ( A. Henry , 6316 !). Mns. Brit.; Herb. Kew. 
North Temperate Zone. 


1. Jimcus alatus, Franck. Sf Sac at. Enum. PL Jap , ii. pp. 98 
& 534; Buclienau, in 3ngl» Bot. Jakrb. xii. (1890) p. 304, & 
xxix. (1900) p. 238. 

Chekiang: Ningpo Mountains (Faber, 6!); Kiangsi : Kiu- 
kiang (Shearer); Hupeh: Patung district ( A . Henry, 1794!), 
Chiensbih (A. Henry, 5785 !). Herb. Kew. 


2. Jimcus allioides, Franck . PI. David . ii. p. 137 ; Buclienau , 
m Engl. J3o£. Jakrb. xii. (1890) p. 399. 

Juncus macranthus, Buclienau, 1. c. xii. (1890) p. 398, & xxix. (1900) 
p. 238. 

Hupeh : Hsingshan (A. Henry, 6927!); Kansuh (Potanin !); 
Szechuen (A. Henry, 8916!), near Tachienlu, 9000-13,000 ft. 
(Pratt, 398! Soulie, 827 I), Moupin (David), Tongolo (Soulie, 
720,961!). Herb. Kew. 

3. Jimcus bufonius, Linn. Sp. PL ed. 1, p. 328; Kunth, Enum , 
PL iii. pp. 353 <& 597; Bunge , Enum. PL Chin . Bor . p. 67; 
Buclienau , in EngL Bot . Jakrb. xii. (1890) p. 174, fc. 1. figs. 4-5, 
t. 2. fig. 3, & t. 3. fig. 5; Syme, English Bot. ed. 3, x. p. 34, 
tt. 1572-1573; Beichb , J<?. J&7. Germ. ix. p. 18, t. 395 j Franck . 
jPZ. David, i. p. 311; HooJc.f. FL Brit Ind. vi. p. 392. 

Chihli: Jehol (David, 1896, ex Francket), near Kantai and 
Tanshan (ex Bunge); Szechuen (A, Henry, 8843! Pratt, 390!). 
Mus. Brit.; Herb. Kew. 

^Generally distributed except in the hottest and coldest regions. 
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4. Juncus bulbosus, Linn . Sp. PI . ed. 1, p. 327; Kunth, 
Enmi. PL iii. p. 351. 

Juncus eompressus, Jacq. Enum . FiW’ pp. 60 & 235; Franck, 

in Mem. Soc. Sc. Nat. Cherbourg, xxiv. (1882) p. 261; PL David, i. 
p. 311; Buchenau, in Engl. Bot. Jahrb. xii. (1890) p. 185; Reichh. ic. 
jPZ. Germ . ix. p. 19, t. 399 ; Sgme, English Bot. ed. 3, x. p. 37,1.1575; 
Hook. f. El. Brit. Ind. yi. p. 393; Palibin , in Act. Port, Petrop . xix. 
(1901) p. 116. 

Juncus bottnicus, Wahlb. FI. Lapp. p. 82, t. 5; Bunge, Enum. 
Cftm. Pon p. 67. 

Chihli : Jehol {David, 1907!), near Kantai (ex Bunge), 
Tansban (ex Bunge), and without precise locality ( Potanin ); 
Shihg-kijS’Gt : Lading {Boss, 380!); Shantuhg- : Cbefoo ( Fauvel , 
Perry l ); Cobean Archipelago : Port Hamilton {Oldham, 
896!). Herb. Kew. 

Europe and North Asia, Kashmir. 

5. Juncus diastrophanthus, Buchenau , in Engl. Bot. Jahrb. 
xii. (1890) p. 309, & xxix. (1900) p. 238. 

Szechuek : Nanchuan {Bock von Bosthorn, 2102, ex Buche¬ 
nau ). 

6. Juncus effusus, Linn. Sp. PL ed. 1, p. 326; Kunth, Enum . 
PL iii. p. 320; Buchenau, in Engl . Bot. Jahrb . xii. (1890) p. 228; 
Franck * in Mem . $ 00 . $ 0 . Nat. Cherbourg , xxiv. (1882) p. 261; 
jPZ. David, ii. p. 137 ; Kance, in Journ. Bot. xiii. (1875) p. 107; 
Kurz, in Journ. Bot. xxxi. (1893) p. 193 ; Syme, English Bot . 
ed. 3, x. p. 21, t. 1561 ; Beichb . Ic. FI. Germ. ix. p. 21, t. 413 ; 
Kook. f. FL Brit . Ind. vi. p. 392 ; Palibin, in Act. Kort. Petrop . 
xix. (1901) p. 116. 

Juncus Leersii, Buchenau, in Engl. Bot. Jahrb. xxix. (1900) p. 238, nun 
Marsson. 

Scirpus capsularis, Lour. FL Cochinch, p. 44. 

Shestgicihg : Liautong Peninsula {Swinhoel); Shantung : 
Cbefoo {Fauvel ex Franchet ); Kiastgsu : Shanghai {Maingay, 
4211); Chekiaug: Ningpo {Cooper l, Sivinhoel); Pokiest: 
Amoy {Sampsonl); Pormosa: Tamsui {Oldham, 580!) ; Hupeh: 
Patung district {A. Kenry, 1781, 4049 1), Nanto and mountains 
to the northward {A. Kenry, 1953, 3855 !); Bzechueh : Mount 
Omei, 3400 ft. {Faber, 1136!), Kinshan {Bock von Bosthorn, 78, 
ex Buchenau ), Moupin {David ex Franchet); YtrKHAH {Ander¬ 
son !); Kwakgttog : Canton, near the "White Cloud Monastery 
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{Sampson, 843, 2157 !); Corea, Port Chusan ( Wilford , 935!), 
Soul {Kalinowsley ex Falibin)-, Coreah Archipelago ( Oldham, 
894!): Ltjchtj ( Wright, 328 !). Mus. Brit.; Herb. Kew. 
Europe, Asia, America, Africa, and Australia. 

7. Juncus glaucus, Sibth. FL Oxon. p. 113; Kunth , FJnum . 

PZ. iii. p. 316 ; By me, English Bot . ed. 3, x. p. 25, t. 1563 ; 
Beichb. Ic. FL Germ . is. p. 22, t. 415 ; Buehenau, in EngL Bot . 
Jahrb . iii. (1890) p. 243, t. 1. figs. 2-3, et t. 3. fig. 8 ; jHco&. 
PZ. PrZZ. Tnd. vi. p. 393. f 

Juncus infiexus, Buds. FL AngL ed. 1, p. 130 (1762)! and perhaps 
also of Linn . Sp. FL ed. 1, p. 326. 

Eansuh (Potanin !). Herb. Hew. 

Europe, Asia, Africa, and Kew Zealand. 

8. Juncus himalensis, Elotzseh, in Klotzsch 4' Garcke, Bot. 
Ergebn . Reise Frinz Waldemar, p. 60, t. 97 ; Buehenau, in Engl . 
Bot. Jahrb. xii. (1S90) p. 405; Boole, f. Fl. Brit . Ind. vi. 
p. 398. 

Szechuen *. near Tacbienlu, 9000-13,500 ft. (Pratt, 96, 844 !). 
Mus. Brit.; Herb. Kew. 

India. 

Pratt’s no. 844 has broader leaves than is usual in this species, 
but in other characters seems not to differ. 

9. Juncus khasiensis, Buehenau , in Engl . Bot. Jahrb . xii. 
(1890) p. 407; Boole, f FL Brit. Ind. vi. p. 399. 

Szechuen : Tacbienlu ( Soulie , 652 !). Herb. Kew. 

Also in Assam. 

10. Juncus luzuliformis, FrancTi. FL David, ii. p. 137; BitcJ/e- 
nau , in EngL Bot . Jahrb. xii. (1890) p. 204, et xxix. (1900) 
p. 238. 

Szechtok: Moupin (David ex Franchet). 

11. Juncus modestus, Buehenau , in EngL Bot . Jahrb . xii. 
(1890) p. 203. 

Hupeh : Pang (A. Benrg , 6846, 6868 !); Szechuen : Yalley 
of the Biver Heiho, above Hunneiku (Potanin ex Buehenau), 
near Taehienlu?9000-10,000 ft. (Pratt, 162!). Mus. Brit.; Herb. 
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12. Juncus modicus, H F. Brown, n. sp. 

Dense esespitosus. Oaules 3-5 poll, longi, filiformes vel setaeei. 
Cataphylla basilaria truncata, setaceo-mucronata. Folia eaulina 2, 
setacea vel filiformia, inferius 2|-4J poll, longum, superius ^-1 
poll, longum. Ga/pitula 3-8-flora. Bractece flores subaequautes 
vel breviores, lanceolatse, acutas, pallidse. Perianthii segmenta 
1^-2| lin. longa, | lin. lata, linearia vel lineari-lanceolata, acuta, 
pallida. Stamina 6, ex serta; filamenta filiformia: antherje lineares. 
Fructus 2-21 lin. iongus, perianthium sequans; stylus Sxsertus 
i; lin. Iongus. * 

" Hupeh: Pang, 8000-9000 ft. (A. Henry, 6834,6854,6868A!). 
Mus. Brit.; Herb. Kew. 

Allied to J. sphenostemon , Bucbenau. 

13. Juncus pauciflorus, B. Br . Prodr. p. 259; Kunth , Fnum. 
Pl. iii. p. 320; Buchenau , £* Engl. Bot. Jahrb . xii. (1890) p. 238; 
Palibin , Act. Hort. Petrop . xix. (1901) p. 116. 

Chekiang : in running streams near Hingpo ( Oldham , 76 !); 
Kiangsi: Kiukiang (Shearerl); Hupeh: Ichang (A. Henry, 
222, 592, 3653 !) ; Szeohuen : Mount Omei, 3400 ft. (Faber, 
1137!); Corean Archipelago ( Oldham , 895 !), Tracey Island, 
in a marshy place near the beach ( Oldham , 1067!). Herb. Kew. 
Japan, Hew Caledonia, Australia, and New Zealand. 

14. Juncus Potanini, Buchenau , Engl . Boi. Jahrb. xii. 

(1890) p. 394, et xxix. (1900) p. 238. 

Kansuh: b} r the Lumbu Eiver and Jombunon Eiver (Potanin 
ex Buchenau ); Szechuen : Kzeruzo (Potanm ex Buchenau). 

I have not seen an authentic example of this plant, but pi'ob- 
ably a specimen from the following locality should be referred 
to it: — 

Hupeh: Kuei, on wooded precipices, 6000 ft. (A. Henry,* 
6169!). Herb. Kew. 

15. Juncus prismatocarpus, B. Br. Prodr. p. 259; Kunth, 
Emm. PI. iii. p. 337; Buchenau , in Engl . Bot. Jahrb. xii. (1890) 
p. 310; HooJc. f. FL Brit. Ind. vi. p. 395. 

Juncus Leschenaultii, J. Gay , in Laharpe, Monogr. Jone . p. 137; 
Kunth , J Emm. PI. iii. p. 336; Bentli. FI. Bough, p. 380. 

Juncus sinensis, J. Gay , in Laharpe , Monogr. Jonc. p. 137; Kunth, 
Enum. PL iii. p, 336; Buchenau , in Engl. Bot. Jahrb. xii. (1890) p. 313. 
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Juneus prismatocarpus, B. Br ., var. Lesclienaultii, Buchanan, in Engl. 
Bot. Jahrh . xii. (1890) p. 811, & xxix, (1900) p. 238. 

Juneus lamprocarpus, Bnchenau , in Engl BoL Jahrh . xxix, (1900) 
p. 238, non Ehrh. 

Sha^txjng- : at the foot of Chefoo Mountains ( Faber,, 75! 
Fauvel); Fobmosa ( Oldham, 579! Swinhoel ); Hupeh: Patung 
district ( A . Henry, 2471, 4902!), Ichang and neighbourhood 
(A. Henry , 8504, 3518, 3984!), 3STanto (A. Henry, 3863!) ; 
YunnaN (.Anderson !); Kwangtung- : Pakhoi {Playfair, 50 !); 
Hongkong (J Ranee, 599! Faber, 240! Wright, "554 ! Wilford, 
269!); Steaits op Cobea: Tsusima Island (Wilford, 809!); 
Luchu Islands ( Wright , 329!). Mus. Brit.; Herb. Kew. 
Japan, India, Australia, New Zealand. 

16. Juneus Przewalskii, Buchenau, in Engl . BoL Jahrh . xii. 
(1890) p. 401. 

Kansuh : alpine heights near the river Tetung, a tributary of 
the Hoangho (Przewalski ex Buchenau ). 

17. Juneus setchuenensis, Buchenau, in Engl. BoL Jahrh. 
xxix. (1900) p. 238, name only. 

Szechuen: Nanchuan (Bock von Bosthorn, 2101, ex.Buchenau). 

18. Juneus Thomsoni, Buchenau, in Bot. Zeit. xxv. (1867) 
p. 14S ; et in Engl. Bot . Jahrh . xii. (1890) p. 390. 

Kansuh: Tangut region (Przewalskii)*, Szechuen: Tongolo 
(Boulie, 960!). Herb. Kew. 

Himalaya. 

This is treated as a form of J . leucomelas , Koyle, in Hook. f. 
FI. Brit . Ind. vi. p. 397, and it may be, but it seems constantly 
to differ in wanting the leafy prolongation to the lowest bract 
which is so characteristic of J. leucomelas, Koyle. 

19. Juneus Hancockii, Hance, in Journ. BoL xvi. (1878) 

p. 111. 

Nobth China: Siao Wutaishan (Hancock). Mus. Brit. 

Only one specimen of this is at present known, which is re¬ 
ferred to J*. triglumis , Linn., by Buchenau in Engl. Bot. Jahrh. 
xii. (1890) p.388; but it differs from that species in having a 
short sheathing leaf near the top of the stem, and when better 
k~wn will probably prove distinct. 
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150. PALMS. 

(By C* H. Weight, A.L.S.) 

1. Areca Catechu, Willd. Sp. PI. iv. i. p. 594; Lour . P7. 
Cochinch . p. 567; Kunth , Enum . PZ. iii. p. 184; JihrZ. AfaZ. 
Hist. Palm . iii. p. 169, t. 102 ; Hook , f EL Brit. Ind. vi. 
p. 405; Bretsclm. Hist. Europ . P 0 Z. PZstf. p. 11. r 

Areca Cathecu* Xwm. ££?. PZ. ed. 1, p. 1189 ; Burm.f. FI. Ind. p, 241. 
Areca hortensis, Xowr. PZ. Cochinch, p. 568 in obs. 

South China (rare, ex Loureiro ); Formosa: Takow (A. 
Henry !); Hainan (A. Henry , 8406 !). Mus. Brit. ; Herb. Kew. 
India and Malaya. 


1. Arenga Engleri, Peoo. Malesia, iii. p. 184; Kew Bulletin , 
1895, p. 19. 

Formosa: Tamsui ( Oldham , 626, 627!), Kelung (Ford, 26!), 
Takovv, Ape’s Hill (A. Henry , 798!), Bankinsing (A. Henry , 
798 A !). Mns. Brit.; Herb. Kew. 

“ This palm is called in Formosa Tiung , the name given in 
North [Formosa ?] to Trachjcarpus Eortunei. ”—A. Henry. 

2. Arenga saccharifera, Lalill. in Mem. Inst. Par. iv. p. 209; 
Griff. Palms Brit, Ind . p. 164, t. 235 A; Mart. Hat. Hist. 
Palm . iii. p. 191, t, 108 ; Kunth , Enum. PL iii. p. 197; Pbo/s. /. 
PZ. PnZ. Prc<Z. vi. p. 421; P^Z. PoZ. Jahrb. vi. (1885) p. 52. 

Luchu Archipelago {JDdderlem ex Engler). 

South-east Asia and Malaya. 


1. Caryota mitis, Lour. EL Cochinch . p. 569; Mart. Nat. Hist . 
Palm. iii. p. 191; Hooh.f. EL Brit. Ind. vi. p. 423. 

Caryota wens, Jqcq. Fragm . p. 20, t. 12. fig. 1, non Xw. 

Hainan: Kuanglang (A. Henry, 8373 !). Herb. Kew. 

2. Caryota ochlandra, nance , m Journ . PoZ. xvii. (1879) 
p. 176. 

Kwangtung : Canton, and Kwangsi ( Hance, 20332 !). 
Mus. Brit. * 
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1. Phoenix Hanceana, Naudin , in Kerch ., P«Zw. p. 252, 
Man. Acclirn. p. 407 ; Hance , in Journ . PoZ. xvii, (1879) 
p. 174. 

Phoenix acaulis P ? Bentk Flor. Hongk. p. 340; Kance , in Ann . $c, 
iV 7 «£., i?o£. o me ser. v. (1866) p. 247, et Journ. Linn. Soc Potf. xiii. 
(1872) p. 129; Seemann, Lot. Voy. 1 Herald p. 416. 

Phoenix farinifera, Kance , m Journ. Bot. vii. (1869) p. 15, et Journ. 
Linn . >5toe., 2?o£. xiii. (1872) p. 129, non Boxb. 

Phoe^x humilis, Boyle , var. Hanceana, Becc. Malesia , iii. pp. 348 et 
392. t 

[Formosa : Takow {Swinhoe , 17!), Taiwan’ {Flayfair, 374!); 
Kwangtung : Macao ( YachellV ); Hongkong ( Wright, 507! 
Kance , 1192! Jbr<Z in hb. Forbes , 608 !); Hainan (-4. Henry , 
8595 !). Mus. Brit.; Herb. Kew. 

1. Licuala Pordiana, Becc. Malesia, iii. p. 198. 

Kwangtung : Lofausban (Ford, 139 ! 22267 in bb. Hance !). 
Mns. Brit.; Herb. Kew. 

1. Livistona chinensis, Mart. Nat. Hist. Falrn. iii. p. 240, 
t. 146. figs. 1-3; Walp. Ann. v. p. 816; Branch, et Savat . 
Fniim. FI. Jap. ii. p. 2; Hance , in Journ. Bot. xvii. (1879) 
p. 174; Hook. /, FI. Brit. Bid. vi. p. 434; Bull. Soc. Bot. 
France , viii. (1861) p. 426. 

Livistona sinensis, Griff. Balms Brit. Ind. p. 131, t. 226 D. 

Latania chinensis, Jacq. Fragm. p. 16, t. 11, fig. 1 • Bretschn . Hist. 
Burop. Bot. Disc. pp. 120 et 712. 

South China (ex Martins ); Hongkong : cultivated (Hance, 
21013!). Mus. Brit. 

Cultivated iu India and Japan. 

1. Tracliycarpus excelsus, H. Wendl. ex C. Gay, in Bull Soc ♦ 
Bot. France , viii. (1861) p. 429 ; Diels , mi JEVzyZ. P 0 Z. Jahrl. 
xxix. (1900) p. 233. 

Tracliycarpus Fortunei, H. Wendl. in Bull. Soc. Bot. Hance, viii. 
(1861) p. 429; Diels, in Fngl. Bot. Jahrh. xxix. (1900) p. 233. 

Chamserops excelsa, Thunb. FI. Jap. p. 130; Mart. Nat. Hist. Balm. 
iii. p. 251, t. 125; KuntJi, Enum. PL iii. p. 250; Walp. Ann. v. p. 818; 
Franck et Savat. Emm. Bl. Jap. ii, p. 1. 

Chamserops Fortunei, Hook, in Bot. Mag . t. 5221; Debeaux , FI. 
Jjfoangh p. 59. 
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Kiangsu : Shanghai ( Montigny ex Gcvy\ Kiangnan (ex Gay) ; 
Chekiang : Chusan (. Fortune ), Hangtcheoufou (ex Gay) ; 
Kiangsi (Staunton l); Eoemosa : Tarnsui ( Oldham , 628!); 
Szechtjen : Chung Ching (Mesny in hb. JEEance , 21707 !) ; 
Cobean Abchipelago : Tsusima ( Wilford , 750 !). Mus. Brit,; 
Herb. Kew. 

Japan. 

This plant has been cultivated in many parts of China for a 
considerable time, and it is doubtful in what provinces it is 
really wild. C. Gray in the above-mentioned paper sums up the 
evidence without, however, coming to any definite conclusion. 

2. Trachycarpus khasianus, H. Wendl . ex C. Gay , in Bull . 
Soc. Bot. France , viii. (1861) p. 429. 

Chamserops khasiana, Griff, in Calc. Journ. Nat. Hist. v. (1845) 
p. 341; KurZj in Journ. Bot. xi. (1873) p. 193; Bot. Mag. t. 7128; 
Hook./. Fl. Brit. Inch vi. p. 436. 

Yunnan : Momyen (Anderson !). Herb. Kew. 

Eastern Bengal and Burmah. 

This species is inserted here on the faith of Kurz’s deter¬ 
mination. The specimen at Kew is very imperfect. 


1. Rhapis flabelliformis, Ait. Hort. Kew. ed. 1, iii. p. 473; 
Mart . Nat. Hist. Balm, iii, p. 253, t. 144; Kimth , JEnmn. Bl. 
iii. p. 251; Jacq . Hort . Schoenbr . t. 316; Bot. Mag. t. 1371; 
Branch, et Savat. Bnum. Bl. Jap. ii. p. 2 ,* Benth. Bl. BEonglc. 
p. 340; Bretschn. Hist. Burop. Bot. Disc. p. 126. 

Rhaphis Kwanwortsik, H. Wendl. Ind. Balm. p. 34; Seem. Bot. Voy. 
1 Herald / p. 416. 

China (Macartney I Staunton !) ; Hongkong (Kance> 10164! 
Lamontl Ur quit art ! Wilford , 138!); Luchtt Abchipelago 
(Wright !). Mus. Brit.; Herb. Kew. 

Japan. 

2. Rhapis humilis, Bhwie, Bumph. ii. p. 54; Mart. Nat . Hist 
Balm. iii. p. 254; Walp. Ann. v. p, 818. 

China (ex Blume). 

3. Rhapis major, Blume , Bumph . ii. p. 55 ; Dfart. Nat . Hist. 
Balm . iii. p. 254 ; Walp . Ann. v. p. 818, 

China (ex Blume). 

LINN. JOTTBN.—BOTANT, VOL. XXXVI. N 
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1. Calamus formosaniis. Becc. in Records Bot. Survey India , 
ii. (1902) p. 211. 

Formosa: Kelung ( Oldham , 629!), Bankinsing (A. Henry , 
522, 522 A !), South Cape (A. Henry , 587!). Mus. Brit. ; 
Herb. Kew. 

2. Calamus Henryanus, Becc . -m Records Bot . Survey India , 
ii. (1902) p. 199. 

Yunnan : Szemao Mountains (X Henry, 12239!). Herb. 
Hew. 

3. Calamus Margaritae, Hance , w? Journ. Bot. xii. (1874) 

p. 266. 

Formosa*. Bankinsing (^1. Henry , 521, 521 A !); Hongkong 
(Afrs. in hb. Hance, 18407!), Happy Valley (Fbn£!), 

"Washermans Bavine ( Urqiihart !). Mus. Brit.; Herb. Kew. 

4. Calamus tetradactylus, Hance , in Journ. xii. (1875) 
p. 289. 

Hongkong : Wongneichung (Do^s in hb. Hance , 18979 ! 
Ford !), Victoria ( Lamont !), Little Hongkong (Lamont !) ; 
Hatnan : Hoihere (A. Henry, 8213!). Mus. Brit.; Herb. Kew. 
Saigon. 

5. Calamus thysanolepis, Hance , m Journ. Bot. xi. (1874) 
p. 265. 

Hongkong (Bods in hb. Hance , 18373 ! Lamont !). Mus. 
Brit.; Herb. Kew. 

6. Calamus Walkeri, Hance , in Journ . Botf. xi, (1874) p. 266. 
Hongkong ( Walker in hb. Hance, 18225!). Mns. Brit.; 

Herb. Kew. 


1. Cocos nucifera, Linn. Sp. Bl. ed. 1, p. 1188; Lour. FI 
Cochincli . p. 566 : Seem. Bot . Fo?/. 4 Herald / p. 416 ; Williams , 
The Middle Kingdom , ed. 2, i. p. 360. 

Hongkong : planted on the sea-shore (ex Seemann) ; Hainan : 
cultivated (ex Loureiro). 

All tropical* shores. 
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151. PANDANACECE. 

(By C. H. Wright, A.L.S.) 

1. Pandanus furcatas, IZortf. p. 71, J7. J?zr/. 

iii. p. 744; Hoolc. f FI. Brit. Bid. vi. p. 484; Balf.f. in Journ. 
Linn. Soc. xvii. (1878) p. 47 ; Warburg, in Fngl. Bfianzenr 
Pandanacece , p. 75. 

Pandanus urophyllus, Fame, in Journ. Bot. xii. (1875) p. 68. 

Pandani sp., Hance, in Journ. Linn. SocBot. xiii. (1872) p. 129. 
Kwangtung .* Canton, Lienchan {Lamont !) ; Hongkong 
(Harland and Lamont in lib. Hance, 18394 !). Mus. Brit. 

India and Malaya. 

2. Pandanus odoratissinms, Linn.f Suppl. p. 424; Lour. FI. 
Cochinch, p. 603 ; Balf f in Journ. Linn. Soc. xvii. (1878) 
p. 54; Hance , in Journ. Linn. Soc. xiii. (1872) p. 129 ; War¬ 
burg, in Fngl. PflanzenrPandanacece, p. 46. 

Pandanus fascicularis, Lam. Fncycl. i. p. 372 (excl. var. 0); Seem. 
Bot. Voy. ‘ Herald * p. 416 ; HooJc.f. FI Brit. Ind. vi. p. 485. 

Eormosa*. Tamsui (Oldham, 631!); Kwangtung: Macao 
{Yachelll); Hongkong- {Hance, 7151); Hainan: Hoihow {A. 
Henry, 8290!). Mus. Brit.; Herb. Hew. 

Indian Archipelago and North Australia to Sandwich Islands. 

1. Freycinetia formosana, Hemsl. in Keio Bulletin, 1896, 
p. 166 ; Warburg, in Fngl. Bfianzenr., Pandanacece, p. 41. 

Formosa: without locality {Oldham, 630!), Kelung {Ford, 
45!). Herb. Kew. 


152. TYPHACEcE. 

(By N. E. Brown, A.L.S.) 

1. Typha angustata, Bory S? Chaub. Fcoped. Sc. de Moree, ii. 
pt. 2, p. 338 ; Boiss . FI. Orient, v. p. 50; Rohrb . in Yerhandl. 
Bot. Ver . Prov. Brandenb. xL (1869) p. 87, figs. 4-6 ; Kronfeld , 
in Yerhandl. zool.-bot . Q-esellsch. Wien, 1889, p. 159, t. 4, fig. 6, 
t. 5. fig. 1; Hook.f. FI. Brit. Ind. vi. p. 489. 

China {Karolhoiv ex Kronfeld) ; Chihii: near Peking 
{Bretsclmeider, Fischer ex Kronfeld). 

Throughout the warmer parts of Asia, South-eastern Europe, 
aud the north-eastern part of Africa. 
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2. Typha angustifolia, Linn. Bp. FI ed. 1, p. 971; Bunge , 
Enum. PL Chin. For. p. 67; Syme, English Fot. ed. 3, ix. p. 4, 
t. 1886; Feichb. Ic . FL Germ . ix. p. 2, t. 321; Fokrb. in 
Verhandl. Fot. Ver. Prov . Frcmdenb. xi. (1869) p. 81, fig. 3 ; 
Kronfeld , Z? 2 . Verhandl. zool.-bot. Gesellsch. Wien, 1889, p. 150, 
t. 5. fig. 2; Debeaux , _FZ. Tchef. p. 132 ; Franch . 2 V& Jim. 

Ahtf. Cherbourg , xxiv. (1884) p. 260. 

Chihli : near Kantai (ex Bunge '); Shantung : Chefoo and 
vicinity (ex Debeattx, Fauvel ex Franchet ); Formosa : Takow 
(A. JSfonry, 1815 !). Herb. Kew. 

Widely dispersed in temperate regions. 

3. Typha latifolia, Linn . PZ. ed. 1, p. 971; Kunth, Fnum . 

PZ. iii. p. 90; Byyne, English Fot . ed. 3, ix. p. 2, t. 1385 ; 
Feichb. Ic. FL Ge?*m. ix. p. 2, t. 323 ; Bohrh . in Verhandl . 

Fer. Pro#. Brandenb. xi. (1869) p. 75, fig. 1 ; Kronfeld, 2*;2 
Verhandl . zool.-bot. Gesellsch. Wien, 1889, p. 176, t. 5. fig. 11; 
Po&r. P7. Cochinch . p. 552 ?; Fretschn . Early Bes. p. 181. 

China (ex Loureiro ). Frequent in North China (ex 
schneider). 

Widely distributed in north temperate and subtropical regions. 

4. Typha laxmanni, Lepechin , 222 Abu. -Jcf. Petrop . 

xii. (1801) pp. 84, 335, t. 4; Kronfeld, in Verhandl. zool.-bot. 
Gesellsch. Wien , 1889, p. 167, t;. 4. fig. 3, ett. 5. fig. 15; Hook.f. 
FL Fill. Ind. vi. p. 489. 

Chihli : near Peking (Z? retschneider , 771!). Herb. Kew. 
Widely dispersed in temperate Asia. 

5. Typha Martini, JmZ., var. Davidiana, Kronfeld, in Ver¬ 
handl. zool.-bot . Gesellsch. Wien , 1889, p. 149. 

Typha Laxmanni, Franch. PI. David, p. 312, non Lepechin (ex 
Kronfeld). 

Chihli : Jehol {David, 1860, ex Franchet). 

6. Typha minima, Pw; 2 <?&, in Hoppe , PoZ. Taschenb. (1794) 

pp. 118,187 ; Pfrjffw. Deutschl. FL ed. 2, ii. p. 251; Fraune, 
Salzb. FL ii. jp. 624; TFZZZP % PZ. iv. p. 198; Franch. PL 
David, p. 313; Feichb . Ic. FL Germ. ix. p. 1, t. 319. figs. 742 
243: Kronfeld, in Verhandl . zool.-bot. Gesellsch . 1889, 
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p. 141, t.1. fig. 2, &> t. 5. fig. 7, and incl. yar. Begelii, Kronf 
p. 147, t. 4. fig. 4, & t. 5. fig. 9. 

Typlia Laxmanni, Ledeb. Fl. Ross . iy. p. 3 ; Rohrb . m VerhandL Bot, 
Ver. Prov . Bmndenb. xi. (1869) p. 91, non Lepechin. 

Typlia minor, Smith, FL Brit. iii. p. 960, fy in Engl. Bot. ed. 1, 1. 1457 ; 
Bunge, Enum. Pl. Chin. Bor. p. 67. 

Typlia Bungeana, Pres?, EpimeL Bot. p. 239 ; Walp. Ann. iii, p. 495; 
Kurz, in Journ . Bot. v. (1867) p. 96. 

Chihli: Jehol {David, 2723, ex Franchet ), near Ka^itai (ex 
Bunge ); KAixsnjH : Tangut (Przewalslci I); Chijta {Karolkow $ 
Krause ex Kronf eld). Herb. Kew. 

Temperate Asia and Europe. 

7. Typlia orientalis, Fresh EpimeL Bot. p. 239; Walp. Ann . 
iii. p. 495 ; Kronf eld , m* VerhandL zool.-bot. Gesellsch. Wien , 
1889, p. 175, t. 4. fig. 1, & t. 5. fig. 14. 

Typlia Shut tie worthii, Koch *.$• Sond., yar. orientalis, Rohrb. in Ver¬ 
handL Bot. Ver. Prov. Bmndenb . xi. (1869) p. 80. 

TypLa latifolia, Bretschn. Early Res. p. 181, non Linn, (ex Kronf eld), 
Typlia japonica, Miq. Ann. Mus. Bot. Lugd.-Bcit. iii. p. 160 ; Branch, 
et Savat. Enum. PI. Jap. ii. p. 11. 

ISToeth Chiha (ex Bretschneider ); Chihli: north-west of 
Peking {Bretschneider, Moellendorf \); HxtpeH: Nanto (A. 
Henry, 2105 !), Patung {A. Henry , 5118, 7396!), Hsingshan 
{A. Henry , 6501!). Mus. Brit.; Herb. Kew. 

Japan. 


153. ABOIDEHC. 

(By N, E. Browk, A.L.S.) 

1. Pinellia cordata, JST. E. Br n. sp. 

Tuber globosum, i-f poll. diam. Folia subhastato-cordata, 
acuminata, 2|-3| poll, longa, lj~lf poll, lata, petiolo 5-6 poll, 
longo, basi et apice tuberifero. Scapus 1|-2 poll, longus, quam 
petiolus dimidio brevior. Spathce tubus ovoideus, | poll longus, 
^ poll, latus ; lamina |-1 poll, longa, cucullata, obtusa, margiui- 
bus recurvis? Spadicis appendix filiformis, sigmoideo-erecta, 
2| poll, longa. 

Chekiang: Boot of Tientai Mountain {Faber fS2 !); Kiangsi; 
Kinkiang {Shearer !). Herb. Kew. 
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The leaves of this species somewhat resemble the cordate 
ones of the juvenile state of P. tuberifera , Tenore, but are not 
so constricted above the basal lobes. It is readily distinguished 
by its short scape and broader and more hooded limb of the 
smaller spathe, which has a much shorter and more ovoid tube; 
the bulbils on the petioles are also smaller and more pointed 
than in P. tuberifera , Tenore. 

2. Pinellia integrifoiia, H. F. Br. in Hook. 1c. Plant, six. 
t. 1875. 

Hupeh: Ichang ( A. Henry , 668, 4323 I). Mus. Brit,; Herb. 
Kew. 

3. Pinellia pedatisecta, Schott , in Oest. Bot . Wochenbl. vii. 
1857, p. 341 ; Schott , ProcJr. Aroid. p. 20. 

Pinellia tuberifera, Tenore, var. pedatisecta, Engl, in DC. Monogr. 
Phan . ii, p. 567, 

Pinellia Wawrse, Engl, in DC. Monogr. Phan. ii. p. 568; Franck. PI. 
David, i. p. 313. 

Chihli: Peking, ISTankow Pass ( Wawra , 1037, ex Fngler) ; 
Sang-yu {David, 2236, ex Franchet)-, Szechuen: Yangtze- 
kiang (. Faber , 979!). Herb. Kew. 

4. Pinellia tripartita, Schott, Synop. Aroid. p. 5; Prodr. 
Aroid . p. 20; Fngl. in DC. Monogr . Phan. ii. p. 566; JSF. F. 
Brown , in Journ. Linn. SocBot. xviii. (18S1) p. 246. 

Atherurus tripartite, Blume, Bimphia , i. p. 137, tt. 31 et 37 F; Kunth, 
Enum. PI. iii. p. 54. 

Arisaema tripartitum, Engl in DC. Monogr. Phan. ii. p. 538. 

Lttchtt Abchipelago (C. Wright , 319!). Herb. Kew. 

Japan. 

5. Pinellia tuberifera, Tenore , in u Atti Ilia . riun. Scienz . 
Ital. p. 522; Sem. Cat. Hort. Heap. 1830/’ et in Atti Beale 
Accad. Scienze , iv. (1839) p. 70, t. x.; Schott, Prodr . Aroid. 
p. 20; Gen. Aroid . t. 4; Fngl. in DC. Monogr. Phan. ii. p, 566 ; 
Hance ,> in Journ . Linn. Soc. 9 Bot. xiii. (1872) p. 88; Branch. in 
Mini. Soc. Sc. Hat. Cherbourg, xxiv. (1884) p. 260; Palibin, in 
Act. Hort. Pet^op. six. (1901) p. 117. 

Arum macrourum, Bunge, Enum. PI. Chin. Bor. p. 67. 

Arum ternatum, Tkunb. FI. Jap. p. 233. 
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Atherurus terrains, Blume, RumpMa, i. p. 136; Kimth, E?ium. PL iii. 
p. 54. 

Chihli: Peking {Williams ! JEtusheW. Bullock, 94j! J Bunge), 
Fankow Pass ( Wawra 987, ex JEJngler) ; Hupeh: Ichang (A. 
Henry, 3646 !) ; Shaxtuxg : Chefoo (Fciuvel ex Franchet ) ; 
Putot Island (Wright, 508) ; Corea : Soul ( Kaliwioshy ex 
Talibin ). Mus. Brit.; Herb. Kew. 

Japan. 

Tar. subpan&urata, JSfoyZ. Bot. Jlahrh i. (1881) p. 483; 
Franck. PL David. i. p. 313. 

Chihli: Peking (David, 2330, ex BSitgler). Herb. Mus. 
Paris. 

I have not seen a specimen of this, variety, but from tbe 
description it would appear to be merely an abnormal form. 


1. Pistia Stratiotes, Linn. Bp. PI. ed. 1, p. 963; Kunth , 
E?iw?i. PL iii. p. 8; En/jl. m DG. Monogr. Phan. ii. p. 634; 
Hoolc.f. FI. Brit. Ind . vi. p. 497. 

Kwangtung : Whampoa ( Ranee , 6065 I). Mus. Brit.; Herb. 
Kew. 

Throughout the tropies. 


3. Arisaema amurense, Maxim. Prim . j57. Amur. p. 264; Engl, 
in DC. Monogr. Plum. ii. p. 549. 

Arissenia amurense, Maxim., var. robustuin, Engl, in DO. Monogr. 
Phan, ii. p. 550; Palihin, m Act . Kart. Petrop. xix. (1901) p. 117. 

Shihgking: Laoling (Webster, 311); Black Bear Talley, 
Toonghvvahien (Boss, 32 !); Corea : Port Hamilton (Wilfordl). 
Herb. Kew. 

Mandshnria, Amur. 

Tar. Sazensoo, JEJngl. in DC. Monogr. Plum. ii. p. 550. 

Arissema japonicimi, var. Sazensoo, Blume, Bwnphia, i. p. 107 P 
Aristema serratum, Schott, var., Baker <t S. Moore, in Journ. Linn. 
Soc. Bot. xvii. (1879) p. 387. 

Shixokixg: Chienshan and south of Hingjing ( Ross , 250 !); 
Chekiaxg: Tientai Mountain, 3000 ft. (Faber, 84!); Kiaxgsi : 
Ohinkiang and Kiukiang (Maries !); Hupeh ; South Patting 
(A. Henry, 5394 !), Manto (A. Henry, 5394T3, 4571 ! and 
probably 3030). Mus. Brit ; Herb. Hew. 
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Yar. magnidens, A r . E. Br., n. var.; foliolis grosse dentatis, 
dentibus poll, longis, cum minoribus interjectis. 

Hupeh (A . Henry, without Ibcality, 6363 A! 6730 A !), South 
Patang (A. Henry, 5393 !). Mus. Brit.; Herb. Kew. 

The variety Sazensoo is very variable in the size and form of 
the leaflets, which sometimes arise almost directly from the apex 
of the petiole, at others have long stalks as in the typical form. 
The more southern forms have two leaves to each plant, with 
leaflets*attaining 9 inches in length and 6 inches in breadth, 
and occasionally six or seven in number instead of five. The 
variety magnidens is a very striking form, but I can find nothing 
to distinguish it except the remarkably large teeth of the 
leaflets. 

2. Arissema asperatum, AT. E. JBr n. sp. 

Petiolus 12 poll, longus, toto processibus brevibus dense 
obtectus; lamina tripartita, segmentis omnibus sessilibus, latera- 
hbus lO-lOj poll, longis, 9 poll, latis, subrhomboideo-ellipticis, 
aeutis, intermedio paullo breviore, latissime obovato, apice 
retuso apiculato, basi cuneato, costis subtus asperatis. Scapus 
10 poll, longus. ut in petiolo processibus brevibus asperafcus. 
Spathee tubus 2~2^ poll, longus, cylindricus; lamina 4£ poll, 
longa, abrupte proeurva (vel decurva P), oblanceolata, acuminata. 
Spadieis appendix 2£ poll, longa, anguste eylindrica, obtusa, tc r 
| poll, erassa, basi abrupte incrassata, truneata, apice e fauce 
longe proeurva. 

Hupeh: Patung district, cultivated, the tuber used as a drug 
(A. Henry, 3776!). Herb. Kew. 

More nearly allied to A . verm cosum, Schott, than to any other 
species, but perfectly distinct in its inflorescence and in the 
petiole being much more densely covered with short cylindric or 
conical processes. 

3. Arissema Bockii, Engl. in Engl. Bot. Jahrb . xxix, (1900) 
p. 235. 

Szechuein t : Nanclman (Bock von Eosthorn , 382, ex Engler). 

4. Arissema jonsanguineum, Schott, in Bonplandia, vii. (1859) 
p. 27, et Prodr. Avoid, p. 52 ; Hook. f. EL Brit. Ind . vi. 
p. 505. 
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Arissema erubeseens, Schott , var.consanguineum, Engl. in. DC. Monogr. 
Phan. ii. p. 558. 

Arissema Giraldii, Baroni, in Bull. Soc. Tosc. Ort. xviii. (1893) p. 356, 
1. 12 ; et Bull. Soc. Boi. Ital. (1S93) p. 515 ; Engl, in Engl. Jdhrb. xxix. 
(1900) p. 236. 

Arissema Tatarinowii, Schott , in Bonplandia , vii. (1859) p. 27; et 
Prodr. Avoid, p. 53; Engl, in DC. Monogr. Phan. ii. p. 559, et in Engl. 
Bot. Jahrb. xxix. (1900) p. 236, incl. var. latisecta, Engl. 

Chihli: Peking (Tatarinoio ex Schott) ; Hijpeh: Patung(A. 
Eenry, 3780, ^653, 5303, 5303 A, 5397, 5379 A & B !) • Hong¬ 
kong : Lantao Island, 2000-3000 feet (Westland, 93!) ; Sze- 
chuen : Hanchuan (Bock von Bosthorn , 2103, 2104, 2105, 2106, 
2107, 210S, 2109, 2110, 2111, ex Engler), Changlingkang ( Bock 
von Bosthorn , 644, 650, ex Engler ), Tsakulao ( Bock von Bost¬ 
horn, 2562, ex Engler'); Shensi: Tsinlingshan ( Giraldii ). 
Mus. Brit.; Herb. Kew. 

Sikkim, Khasia, Kumaon. 

5. Arissema cordatum, JV. E. Br n. sp. 

Petiolus 18 poll, longus, basi breviter vaginatus, brunneus, 
atroviride maculatus, lamina pedatipartita, segmentis 5-6| poll, 
longis, 2-2^ poll, latis, oblongo-ellipticis ntrinque acutis, sessi- 
libus. Scapus 2-4 poll, longus. Spathce tubus 1§-1| poll, 
longus, cylindricus; lamina ampla, explanata triangulari-cordata, 
acuta, 2-2| poll, longa et lata, auriculis rotundatis. Spadix 
unisexualis, appendice in filum tenuem quam spatha duplo loDgi- 
orem attenuata. 

Kwangtung: Tai Mo Mountain opposite Hongkong, 2300 
feet ( Westland , 92 !). Herb. Kew. 

A very distinct species, unlike any other known to me, readily 
distinguished by the triangular-cordate limb of the spathe, when 
flattened out, and long filiform appendix. In the living state 
the form of the spathe would probably be something like that of 
A . nepenthoides , Mart., but with proportionately broader auricles. 
The scapes may be longer than I have described them, as they 
are detached, and there is no tuber. 

6. Arisaema Franchetianum, Engl, in Engl . Bot. Jahrb. i. 
(1881) p. 487, et xxix. (1900) p. 236; Eratich . PL David . ii. 
p. 139. 

Szechuen : Moupin (David ex Engler). 
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7. Arisaema heterophyllum, JBlume , Bumpkia, i. p.110; Hunih , 
Emm. PI. iii. p. 20 ; Schott, Prodr. Avoid, p. 35 ; IV. E. Brown , 
in Journ. Linn. Soc., Pot. xviii. (1S81) p. 250. 

Arisaema Thunbergii, Bkme, var. beterophyllum, JE%?. in DC. Monogr. 
Phan, ii. (1882) p. 546. 

Arisaema curvatimi, Hance, in Journ. Bot. xviii. (1880) p. 302, non 
Kunth. 

Kiangsu : Fengwangshau near Shanghai (Forbes in lib. 
Hance, 8139 |) • Che kiajtg : Tientai Mountain, 3000 feet (Faber, 
85!); Eiahgsi : Kiukiang (Shearer !); Hupeh : Icliang (A. 
Henry, 212, 3574 !), South Patung ( A . Henry, 5508 1); Corea : 
Soul Mountains {Carles !), West coast (Wgkekam Perry, 50 !) ; 
Cohean Archipelago; Surly Island ( Oldham, 817!). Mus. 
Brit.; Herb. Hew. 

Japan, according to Blume, but I have seen no Japanese 
specimen. 

8. Arisaema japonicum, Blume, Bumphia, i. p. 106; Kunth, 
Emm. iii. p. 19; Schott, Prodr . Avoid, p. 40; Branch. et Savat. 
Enum. PI. Jap. ii. p. 5; Engl, in DC. Monogr. Phan. ii. 
p. 549. 

Arissema latisectum, Blume, Bumphia, i. p. 110. 

Arum dracunculus, Thumb. FI Jap. p. 233, non Linn. 

Chekiang : Tientai Mountain (Faber, S8!) ; Formosa : Ke- 
lung ( Oldham, 634? leaf only) ; Hupeh: Patung (A. Henry , 
5371!); Szechueh: South Wushan (A. Henry, 5536 !). Hei'b. 
Kew. 

Japan. 

9. Arisaema lobatum, Engl. Bot. Jahrb. i. (1881) p. 487; 
Franck. PI. Dadd. ii. p. 138. 

Szechueh : Moupin (David ex Engler). 

Tar. Rosthorniannm, Engl, in Engl. Bot. Jahrb. xxix. (1900) 
p. 235. 

Szechuen : Tunchu&n (Bock von Bosthorn, 651, 1237, ex 
Engler). 

10. Arissema parvum, A r . E. Brown, in Journ. Linn* See., Bot. 
xxix. (1892) p. §20. 

Szechue 35T : near Tachieulu (Pratt, 841!). Herb. Kew. 
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11. Arissema penicillatum, JV. E. Brown , in Journ . Linn. 
Soc Bos?. xviii. (18S1) p. 248, t. 5. 

Ariseema laminatum, Benth . 2*7. Hough . p. 342, non Blume. 

Hong-kono ( Harland , 1026 ! Sance, 1238 !), top of Bidge 
( TJrquhart, 182 !), Victoria Peak (Ford, 1! Lament !). Mus. 
Brit.; Herb. Kew. 

12. Arissema pictum, JV. A. Brown , ^ Journ . Xto. &?£?., 
xxix. (1892) p. 321. 

SzECHUEisr: dear Tacbieulu (Pratt, 61 !). Herb. Kew. 

Probably specimens collected by Dr. Henry in the province of 
Hupeh (5381 A & 5381B) and in the province of Szechtjeh at 
S. Wushan (5381 C) belong to this species, but the tuber bears 
two leaves, the leaflets are all much broader, the middle one 
being elliptic-rhomboid and nearly as broad as long, and the 
spatlie appears to have a very short tail. Henry’s 5381, however, 
from the province of Hupeh, has the middle leaflet oblong in 
form and more like that of A . pictum, but the lateral leaflets are 
stalked. All these may be forms of one variable species, but 
more material with perfect spathes are needed to decide. Mus. 
Brit.; Herb. Kew. 

13. Ariseema ringens, Schott , 2llelet. p.17; Prodr. Aroid , p.31; 
Kunth , Enwn . PI. iii. p. 17 ; Gartenjl . 1861, p. 1, t. 313; Flore 
des Serves, xii. (1857) p. 167, tt. 1269, 1270; Franck, et Savat. 
Fnum. FI. Jap. ii, p. 4 : Sance, in Journ . Bot. xrii* (1879) p. 15 ; 
Fngl. in DC. Monotjr. Phan. ii. p. 534. 

Ariseema preecox, De Vriese , Sort us Sparnbergensis, ex K. Koch , in 
Allgem. Gartenzeit. 1857, p. 87; Schott , Prodr . Aroid. p. 32 ; Bot. Mag. 
t. 5267; Franck. et Savat . Emtm. PI. Jap. ii. p. 4. 

Ariseema Sieboldii, De Vriese , ex AT. Koch , in Allgem. Gartenzeit. 1857, 
p. 85. 

Ariseema ringens, Schott , var. Sieboldii, Engl. in DC, Monogr. Phan. 
ii. p, 534; Palibin , in Act. Hart. Petrop. xix. (1901) p. 117. 

Ariseema ringens, Schott, var. preecox, Engl, in DC. Monogr. Phan. ii. 
p. 535. 

Kiakgsu : Grutzlafl: Island, near Shanghai (Serb. Hongkong 
Bot . Gard. 101!); Pobmosa ( Oldham , 633! & 118 ! [hb. Hance , 
11066!], Swinhoe ! Hancock, 10, a form with narrower leaflets !); 
Cobea: Port Hamilton ( Wilford, 662!); Coreitst Abchipelago 
( Oldham, 816II; Luchu Abchipelago ( Wright , 314 !). Mus. 
Brit.; Herb. Kew. 

Japan. 
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14. Arisaema Thunbergii, Plume , Bumphia , i. p, 105 ; Kunth , 
Enum. PI. iii. p. 19 ; Scliott . Prodr. Avoid . p. 3S ; Branch, et 
Savat. Enum. PI. Jap. ii. p. 4; Etigl. in EG. Monogr. Phan . ii. 
p. 546, Engl. Pot. Jahrh. xxix. (1900) p. 238. 

Arum dracontium, Thunh . Z7. Jap* p. 233, non Zznn. 

Httpeh : Chienshih, South Patung (A. Henry , 5370, 5370 A!); 
Corea : Port Hamilton( Wilford , 660!); Corean Archipelago : 
Tsusima Island ( Wilford , 660 !). Mus. Brit.; Herb. Kew. 
Japan. 

15. Arisaema pentaphyllum, Schott , Melet . p. 17, et Prodr. 
Avoid . p. 59 ; Plume, Bumphia 7 i. p. 109; j Ku?ith, Enum . PZ. iii. 
p. 20; Engl, in PO. Monogr. Phan . ii. p. 560. 

Arum pentaphyllum, Zmw. PZ. ed. 1, p. 964; Lour. FI. Cochin. 
p. 533. 

China (ex Loureiro). 

This is altogether a doubtful plant, and is only known from 
the figure given by Zanoni in his 4 Istoria Botanica, 5 p. 170, t. 78 
(1675), under the name “ Eumphal pianta orientale,” which has 
been copied in later works by other authors. Zanoni gives India 
as its habitat, and Louriero’s Chinese plant may be different. 
The plant figured by Zanoni is certainly not an Arisaema , but 
probably some species of Tgphonium , badly drawn. 

1. Typhonium divaricatum, Beene, in Nouv. Ann. Mus. Par. 
iii. (1834) p. 367 [Herb. Timor, p. 39J; Plume , j Rumphia, i. 
p. 130, t. 36 a; Kunth , Enum. PL iii. pp. 26 et 581; Schott , 
Avoid . i. p. 12, 1.18, Gen. Ai'oid. t. 17, et Prodr. Avoid, p. 106 ; 
SomoTcu Zusetsu, ed. 2, xix. t. 4; Seem. Pot. Voy. ‘ Herald / p.417; 
Engl, in DO. Monogr. Phan. ii. p. 611; Pooh. f. EL Prit. Ind. 
vi. p. 510. 

Arum divaricatum, Linn. Sp. PI. ed. 1, p. 9GU; Boxh. FI. Ind. iii, 
p. 503; Wight 7 Ic. PI. Or. iii, pt. 1, p. 6, t. 790 ; Lodd. Lot. Cab. t. 516 ; 
Benth. FI. Hongh. p. 342. 

Arum trilobatum, Curt. Bot. Mag. tt. 839 et 2324, non Linn. 

Arum diversifolium, Bhme } Cat. Gewass. Buitenz. p. 102. 

China (Hance ex Seemann ); Kwangi'ctng: Tingushan, Can¬ 
ton (Lamoni) 1076!); Hongkong ( Champion , 289! Hance\). 
Mus. Brit.; Herb. Hew. 

Ceylon, Malay Archipelago, and Japan, according to authors; 
but I have seen no native specimens of this plant except those from 
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Hongkong above quoted ; all the others I have seen are cultivated 
specimens. Possibly T. Ftoxburghii , Schott ( T.javanicum , Miq.), 
or T. Motleycmum, Schott, may have been mistaken for this 
species, as they are very similar, hut the neuter organs are reflexed 
or decurved at their tips, whilst in T . divarication they are erect. 

2. Typhonium giganteum, Engl. in Hot. Jahrh. iv. (1883) 
p. 66, t. 1. 

Typhonium giganteum, FngL, var. Giraldii, Baroni , in Nuovo Giorn. 
Bot . Ital. ser. 2, iv. (1897) p. 189, t. 6 ; Sprenger , in Gard. Ckron . ser. 3, 
xxxii. (1902) p. 150. fig. 51. 

Chihli : Peking Mountains (Shatschhow ex Engler, Bret - 
schneider , 132 !); Hupeh : Hsingslian, 4500 feet ( A . Henry , 
6537!); Shehsi (Giraldi !). Mus. Brit.; Herb. Kew. 

1. Amorphophallus campanulatus, Beene, in Nouv . Ann. Mus. 
Bar. iii. (1834) p. 366 \Herb. Timor . p. 3S] ; Blume , Bumphia , i. 
p. 139, excl. tt. 32, 33, et deseriptione; Wight , Ic. iii. pt. 1, 
p. 5, t. 785 ; Engl, in DC. Monoyr. Phan . ii. p. 309, excl. planta 
javanica; Hance , in Bourn . .Pof. xvii. (1879) p. 15; Hook.f. El. 
Brit. Ind. vi. p- 513. 

Amorphophallus virosus, N. E. Brown f in Gard. Ckron. ser. 2, xxiii. 
(1885) p. 759; Bot. Mag. t. 6978. 

Arum campanulatum, Boxb. Ft. Ind , iii. p. 509. 

South Chesta (Hance, 17601!). Mus. Brit. 

Tropical Asia. 

2. Amorphophallus Henryi, N. E. Brown , n. sp. 

Folia 1^-2 ped. diamu, glabra; petiolus levis ; segmenta termi- 
nalia, 3§-5 poll, longa, 1 poll, lata, lanceolata, acuminata, cetera 
minora. Pedunculus 2-4 poll, longus, levis. Spatha 4-5 poll, 
longa, interne convoluta, intus basi verrucosa; lamina late 
ovata, acuta, atropurpurea. Spadix sessilis, quam spatha duplo 
longior ; p ars feminea 6-10 lin. longa, 4-6 lin. crassa, cylindrica, 
maseula f-1 poll, longa, obconica; appendix 5-7 poll. longa, 
fusiformis, acuta. Ovarium globosuni, 2-loculare ; stylus lin. 
longus ; stigma maguum, capitatura. 

Eokmosa : Takow, on Ape’s Hill in rocky situations (A. Henry, 
7761). Herb. Kew. 

3. Amorphophallus hirtus, N. E. Brown, n. sp. 

Folii immaturi glabri segmenta lineari-Hneeolata, atfcenuato- 
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acuminata, petiolo ]evi. Peduncuhts 15 poll, vel ultra longus, 
levis. Spatha 6 poll, longa, glabra, interne convoluta, intus basi 
verrucosa; lamina ovata, subacuta. Spadix sessilis, quam spatha 
duplo longior, inter partes masculse et feminese pilis paueis in¬ 
structs, pars feminea 1 poll, longa, | poll, crassa, mascula 
1-1^ poll, longa, basi angustata; appendix 7-10 poll, longa, 
f-1 poll, crassa, tereto-attenuata, pilis longis flexuosis laxe 
obtecta. f Ovarium ellipsoideum vel subglobosum, 2-loculare; 
stylus § lin. longus, crassus; stigma 2-lobum. ^ 

Formosa.: Takow, on Ape’s Hill (A. Henry, 1914!). Herb. 
Kew. 

Tliis differs from all the other species of Amorphophallus by 
the presence of hairs upon the appendix, resembling Helieodi- 
ceros crinitus , Schott, in this respect, and the few that occur 
between the male and female parts of the spadix represent the 
only approach to neuter organs hitherto found in the genus. 

4. Amorphophallus Konjac, K. Koch , in Berlin. Allgem. Gartenz . 
1858, pp. 166, 411. 

Amorphophallus Itivieri, i( Burieu, in Cat. des graines dujard . Bordeaux , 
1869, p. 12 *5 Rev. Hort. 1870, p. 573, figs. 75-76 ; 1872, p. 19; 1873, 
pp. 305 & 344 ; Gard. Chron. 1873, p. 610, figs. 117-119; FI. des Senes , 
xix. (1873) p. 43, tt. 1958-1961; Engl, in BC. Monogr. Phan. ii. p, 312 ; 
Illustr . Hort. xix. (1872) p. 246; Monats. Ver. Beford . Gartenb. Berlin , 
1880, p. 187, t. 7. 

Brachvspatha Konjac, IC Koch , in Berlin . Allgem . Gartenz. 1858, 
pp. 166, 412. 

Conophallus Konjac, Schott, ex Miq. Annal. Mus. Bot. Lugd.-Bat. ii. 
p. 202 ; Branch, et Savat. Emm. PL Jap . ii. p. 7. 

Ariscema Konjac, Siebold, exK. Koch , in Berlin. Allgem. Gartenz, 1858, 
pp. 166,412. 

Dracontium polyphyllum, Thunb. FI. Jap. p. 234, non Linn. 

Proteinophallus Itivieri, Hook. f. in Bot. Mag . t. 6195. 

Tapeinoph alius Bivieri, Baill. Bid. Bot i. plate issued in part 5, 
June 1877, et iv. p. 153. 

Hydrosme Bivieri, Engl. Bot. Jahrl. i. (1881) p. 188. 

Szechtje^ : South Wusban, cultivated (A. Henry , 5544 !). 
Herb. Kew. 

Cochinchina, Japan (cultivated). 

Probably leafy specimens from Ichang ( Henry , 4223), distri¬ 
buted from Kew, also belong here. Dr. Henry states of it, that 
44 The same plant is cultivated by the name of Mo-yii ; the root- 
stock is deprived of its acrid qualities by washing with water, and 
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is made into what is sold as Mo-yii tou-fu. Ton-fit is a term 
applied to elieesy-looking stuff extracted in China from beans 
(Soja).” 

5. Amorphophallus variabilis, Blume , Rimphia , i. p. 146, tt. 35 
&> 37 H; Kunth , Enum. PL iii. p. 33 ; Benth. FL Hough, p. 343; 
Engl, in EG. Monogr. Phan. ii. p. 313. 

Brachyspatha variabilis, Schott , Synop. Avoid . p. 35, Gen. Avoid, t 29, 
et Prodr. Avoid . p. 127; Miq. FL Ind. Bat . iii. p. 200; Gard. Chvon. 
ser. 2, vi. (1876)jp. 680, figs. 129, 130. 

Kwangtung : Taimoshan (Westland in lib. Hance , 22422 !); 
Hongkong ( Harland , 300!), Mount Gough ( Ford , hb. Hance , 
21368!). Mus. Brit.; Herb. Kew. 

Java. 

1. Colocasia antiquorum, Schott , Melet. p. IS, Avoid, 

t. 37, et Prodr. Avoid, p. 138; J77. J/uZ. iii. p. 202; 

Kunth , Emm. PL iii. p. 37 ; Engl, in EC. Monogr. Phan. ii. 
p. 491, cum synonymis varietatibusque, var. illustris, Engl., ex- 
clusa; Hoolc.f. EL Brit. Ind . vi. p. 523. 

Colocasia antiquorum et C. nymphsefolia, Wight. Ic. PL Bid. Or. iii. 
pt. 1, p. 5, t. 786. 

Colocasia prunipes, K. Koch , in Ind. Sem. Hort. Berol. 1854, App, p. 4; 
Walp. Ann. v. p. 871. 

Arum esculentum, Linn. Sp. PL ed. 1, p. 965; Lour. FL Cochinch , 
p. 535. 

Kiangsi : Kiuhiang ( Shearer !); Szechtjen ( A. Henry , 8830!). 
Herb. Kew. 

India, Malay Archipelago, widely cultivated in the tropics. 

1. Alocasia cucullata, Schott , in Oestr. Bot. Wochenbl. iv. 
(1854) p. 410 j Prodr . Aroid. p. 155 ; Engl, in EG, Monogr. 
Phan. ii. p. 498, cum synon.; Hoolc.f. El. Brit. Ind . vi. p. 525. 

Arum cucullatum, Lour. FL Cochinch, p. 536; Roxb. FI. Ind. iii, p, 501; 
Wight 3 Ic. PL Ind . Or. iii. pt. 1, p. 6, t. 787. 

Szechtjen: below Chungking (Faber, 29!); Kwancktung-: 
Canton ( exloureiro ): Hainan (A. Henry , 8626!). Herb. Kew. 
Khasia. 

2. Alocasia hainanica, N. E. Br n. sp. 

Petiolus 7-10 poll, longus, usque ad medium vaginatus; lamina 
7-8 poll, longa, 4-5 poll, lata, peltata, ovata, basi cordato-sagit- 
tata, apice acuta, lobis posticis late ovatis vel triangulari-ovatis 
obtusis ad § poll, connatis, sinu triangulari 1^-2 poll, profundo 
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sejunctis, nervis lateralibus 5 utrinque costa media abeuntibus, 
rectis, patentibus. Pedanculus solitarius, 4-5 poll, longus, in 
vaginem petioli longe inclusus. Spathce tubus -jj-1 poll, longus, 
subeylindrieus vel anguste ovoideus; lamina 2-2f poll, longa, 
lanceolata acuminata. S padioc 1^-11 poll, longus, parte feminea 
\ poll, longa, parte mascula i poll, longa, parte intermedia 
organis neutris dense obtecta; appendix 3 lin. longa, interdum 
deest; ovaria ovoidea ; ovula 4-5. 

Hainan (A. Henry , 8679!). Herb. Keu\ 

3. Alocasia macrorrhiza, Schott, in Oestr. Bot. Wochenhl. iv. 
(1854) p. 409, Gen . Avoid . t. 40, et Prodr . Avoid . p. 146 ; Miq. 
FI. Ind. Bat . iii. p. 205; Engl . in PC* Monogr . Phan. ii. 
p. 502; Hooh.f. PI. Brit. Ind. vi. p. 526. 

Alocasia commntata, Schott, in Oestr. Bot. Wochenhl. iv. (1854) 
p. 409; Seemann, Bot. Voy. i Herald] p. 416. 

Alocasia odora, G. Koch, in Ind. Sem. Hort. Berol. 1854, App. p. 5; 
Wctlp. Ann . v. p. 874; Engl, in DC. Monogr. Phan . ii. p. 503. 

Arum macrorrliizon, Linn. Sp. PI. ed. 1, p. 965; Lour . FI. Cochinch. 
p. 535. 

Arum odorum, Bo:vb. PL Ind. iii. p. 499; Wight , Ic. PI, Ind. Or. iii. 
pt. 1, p. 6, t. 797 ; Lodd. Bot. Cab. t. 416. 

Caladium odorum, Lindl. Bot. Beg. t. 641. 

Caladium odoratum, Boxb. ex Lindl. Bot, Beg. sub t. 041. 

Colocasia odora, Brongn. in Hour. Ann. Mm. Par. iii. (1834) p. 145, 
pi. 7 ; Benth. FI. Hongh. p. 343. 

Colocasia indica, Benth .! FI. Hongh. p. 343, non Kunth. 

Kwangtxjno: Macao (Gaudichcmd ex Engler) ; Hongkong : 
Tank Bavine ( Urquhart ! Harland , 749 ! Hance , 11891), Mount 
Gough. ( Lamont , 736!). Mus. Brit.; Herb. Kew. 

India, and cultivated in the Eastern Tropics. 

[Arum sagittifolimi , Lour. El. Cochincli. p. 534, not of 
Linn., and excluding synonymy, stated to be u cultivated and 
wild in Cochin china and China,” is probably a species of Alo - 
casia, but I know of no species to which Loureiro ? s description 
will apply.] 

1 . Aglaonema modestum, Schott, ex Engl . in DO . Monogr . 
Phan. ii. p. 442. 

Aglaonema acutispatlmm, N. E. Brown, in Gard. Chron. ser. % xxiv 
(1885) p. 39. 
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“ Cultivated in South Chiua 55 ( Hctnce , 11459!). 

Kwaxg-tu no? (Knaggsl); Kiaxgsu? (Enaggsl). Mus. Brit.; 
Herb. Kew. 

Philippines. 

There is some uncertainty about the locality of this; the plant 
which I described as A . aeutispathum was bought in Hongkong 
by Dr. Knaggs and thought to come from the vicinity of Canton. 
But there is another specimen in the Kew Herbarium v £rom a 
plant flowered by him labelled “From Shanghai. Brought home 
by Dr. H. Y. Knaggs.” From this, and the statement by 
Hance on his label that it is cultivated, it seems probable that it. 
may prove not to be a native of China. In my description I 
stated that it was distinct from A. mode stum, but Engler’s re- 
production of Schott’s figure of this species (Engler, Aracece , 
no. 74), which I had not then seen, demonstrates that the two 
are identical. The specimens distributed by Engler as A . mar- 
antifolium (Engler, Aracese exsiec. et illustrate No. 258) also 
belong to A. modestum. 

According to a statement with Engler’s figure of the type, 
A. modestum was collected at Manila by Graudichaud and is in 
the Paris Herbarium. 

1. Scindapsus sinensis, Engl. in Engl . Jahrb . xxix. (1900) 
p. 284. 

SzECHUEif: Nanchuan (Bock von Bosthorn , 758, ex Engler ). 

1. Rhaphidophora angustifolia, Schott , in Bonplandia, v. 
(1857) p. 45, et Frodr . Aroid. p. 378. 

Rhaphidophora hongkongensis, Schott, in Bonplandia, v. (1857) p. 45; 
Brodr. Aroid . p. 378 ; Seem. Bot . Voy. 1 Herald ” p. 417; Engl, in DC. 
Monogr. Fhan. ii. p. 240. 

Rhaphidophora sylvestris, Engl, in DC. Monogr. Fhan. ii. p. 239. 

Rhaphidophora Peepla, Benth . FI. Hongh. p. 344, non Schott. 

Scindapsus sylvestris, Kunth, Ennm. FI. iii. p. 64; Miq . Fl. 2nd. Bat, 
iii. p. 187. 

Honukoxu: trailing over rocks below Buddhist temple E. 
Point {Lamont 1 Champion , 535! Hance ex Seemann). Mus. Brit.; 
Herb. Kew. 

Java, Borneo, 

Bentham, El. Hongk. p. 344, unites this with JB. lancifolia, 
Schott, and Feepla , Schott, two quite distinct species, and 

IiJOTr. JOTTM - .—BOTANY, YOL. XXXTI. O 
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describes from Indian specimens of 22. Peepla , so that his 
description does not apply to this plant at all. 22 . honghongensis 
was founded on a single leaf collected by Champion, now in the 
Kew Herbarium, which does not differ in any way from the 
leaves of 22. angustifoUa. Some leaves of Lamont’s specimen in 
the British Museum Herbarium are 14 inches long, exclusive of 
the petiole, and 3| inches broad. 

1, Epipremnum mirabile, Schott , Gen. Avoid. 0 p. 79; Prodr. 
Aroid . p. 388; Engl. in PC. Monogr. Phan. ii. p. 249 ; N. E. 
Br. in Gard . Citron, ser. 2, xvii. (1882) p. 180; Journ . Bot. xx. 
(1882) p. 332 ; Hoolc.fi\ FI. Brit. Ind. vi. p. 549. 

Bhaphidophora lacera, Hctssk. in Tijdschr. Nat. Gesch. Phy$. ix. (1842) 
p. 168; in Flora , xxv. (1842) ix. Beibl. p. 11; et PL Jav. Bar. p. 155, 
exc3. synon. 

Bhaphidophora pinnata, Schott, in Bonplandia , v. (1857) p. 45, et 
Prodr. Avoid, p. 384; Hance, in Journ. Bot. xvii. (3879) p. 16. 

KwANGTra'o: near Whampoa ( Hance. , 15,600! and at Lien- 
fashan, along the banks of Canton Eiver, ex Hance). Mus. Brit.; 
Herb. Kew. 

This is the Tonga plant, of which a full account will be found 
in the c Journal of Botany,’ l. c. It is widely distributed from 
South China and the Malay Peninsula, through the Malay 
Archipelago and Polynesia, to tropical Australia. 

1. Pothos Loureiri, Hook. § Am. Bot. Beech. Voij . p. 220, 
Schott , Avoid, p. 23, t. 49, et Prodr. Aroid. p. 569; Engl, in 
PC 1 Monogr . Phan. ii. p. 87. 

Pothos terminalis, Hance, in Ann. Sc. Nat. Bot. 5 me ser. v. (1866) 
p. 247. 

Pothos mierophyllus, Schott, Aroid. p. 23, t. 40. tig. B (quoad plantain 
sinensem et liguram), non Presl. 

Flagellaria repens, Lour. Fl. Cochinch, p. 212. 

Chxjta ( Millett \); Kwaottttno : Tingushan, on the West 
Eiver {Sampson in hb. Hance , 11,168 ! Lamont , 1064! Fordl)- 
Hai^au (A. Henry, 112! 7980! <& 7980 A! Swinlioe !). Mus. 
Brit.; Herb. Kew. 

Tonquin, Cochinebina. 

2. Pothos Ssemanni, Schott , in Bonplandia , v. (1857) p. 45; 
Aroid. p. 22, t. 43 ; Prodr . Aroid. p. 564 ; Engl, in PC. Monogr. 
Phan. ii. p. 88. 
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Pothos scandens, Benth. FI. Hongh. p 344; Lindl. Bot. Reg . t. 1337, 
non Linn. 

Eobhosa ( Oldham , 308, 632 ! Walters, 765 !), Ape’s Hill, 
Takow {Playfair, 438!); Hupeh: Iehang (A. Henry, 4395!); 
Szechuen : Chungking ( Bourne !) ; Kwangtung : Macao ( Gal¬ 
lery , 295!), Lofaushan, without collector’s name ; Hongkong 
(Champion, 288! Wilford, 280! Wright, 5091 Hance, 765! 
Lamont, 73S !). Mus. Brit.; Herb. Kew. 


1. Aeorus Calamus, Linn. Sp. PI. ed. 1, p. 324 ; Schott, Prodr. 
Avoid, p. 578 ; Engl. in HQ. Monogr. Phan. ii. p. 216; Bunge, 
Enum. PI. Chin. Bor. p. 67 ; Debeaax, FI. Shangh . p. 62; 
Branch . PI. Havid. i. p. 313; Hoofc.f. FI. Brit. Ind. vi. p. 555. 

Acorns cochinchinensis, Schott , Prodr. Avoid, p. 580. 

Orontium cocliiuehinense, Lour. FI. Cochinch, p. 208, 

Kiangsu : Shanghai (Maingay, 405 !); Hupeh : Iehang, Nanto 
and mountains to northward (A. Henry, 4506!). Mus. Brit.; 
Herb. Kew. 

Korth Temperate zone. 

2. Aeorus gramineus, Ait. Hort. Kew. i. p. 474; Schott, 
Prodr . Avoid, p. 580; Engl, in HC. Monogr. Phan. ii. p. 218 ; 
Hootc. f. El. Brit. Ind. vi. p, 556 ; Diels , in Engl. Jahrb. xxix. 
(1900) p. 234. 

Acorns Calamus, Lour. FI. Cochinch, p. 208; Benth. FI. Hongh. p. 345, 
non Linn. 

Acorns terrestris, Sprang. Sgst. Veg. ii. p. 118; Schultes , Sgst. Veg. vii. 
p. 174; Schott , Prodr. Avoid, p. 579. 

Acorns Tatarinowii, Schott, in Oest. Bot. ZeitscJir. ix. (1859) p. 101. 
Aeorus Calamus, var. terrestris, Engl, in DC. Monogr. Phan. ii. 
p. 217. 

Chekiang: Tienta Mountain, 3000ft. {Paler, 87!); Kiangsi: 
Kiukiang {Shearer ! Forbes, 59 !); Hupeh : Iehang {A. Henry 
727, 3370, 7857!), Kanto (A. Henry, 1904!), Changjang (A. 
Henry, 5246!); Szechuen: Sandman {Bode von Rosthotvi, 
1253, ex Engler), Mount Oinei, 2500 ft. {Faber, 1193!), near 
Taehienlu {Pratt, 792!); Kwangtung: West Kiver, Canton 
{Lamont, 739!); Hongkong ( Urguliart, 312! Eyre l Wright , 
510! Wilford, 314 ! Lamont, 739 ! Hance, 973 !); Hainan 
{Swinhoe !). Mus. Brit.; Herb. Kew. 

Japan, Tonquin. 


o 2 
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This is the common Acorns of China, and is very variable m 
size. The larger forms have been confused with A, Calamus , 
Linn., from which they are readily distinguished by the absence 
of a distinctly thickened midrib to the leaves and spathe, a more 
slender spadix, and a shorter spathe. A . Calamus seems to be 
rare in China, as I have seen but two specimens. Owing to the 
confusion of names, only specimens actually seen are here 
quoted, except one on the authority of Dr. Engler. 

r 

154 LEMNACEJ2. 

(By C. H. Wright, A.L.S.) 

1. lemna minor, Linn. Sp. FI. ed. 1, p. 970; Lour. FI. 
Cochinch. p. 550; Hance , in Journ . Linn. Soc., Lot. xiii. (1872) 
p, 129; Bretschneider, Farly Res . p. 181 ; Hegelmaie r, Die 
Lemnaceen , p. 142 ; Bebeaux , FL Shangh. p. 62; Franck, et 
Savat. Fmm. FI. Jap. ii. p. 12; Hook. f. FI. Brit. Bid. vi. 
p. 556. 

Chihli : Peking ( Bretschneider , 777 !); Kiasgsu : Shanghai 
(ex Bebeaux ); Chekiang (ex Bebeaux) ; Hougkong [Hance). 
Herb. Kew. 

4t Frequent in S. China. Common also in N. China ” {Bret- 
Schneider ). 

Temperate and -warmer regions of the world. 

2. Lemna paucicostata, Hegelmaier , Bie Lemnaceen , p. 139 ; 
Mart. FI. Bras. iii. ii. p. 20, t. i. fig. 5; Franck, et Savat. Emm. 
FI. Jap. ii. p. 12; Hook.f. FI. Brit. Bid. vi. p. 556. 

Lhchtj Archipelago (Wright , 324!). Herb. Kew. 

Throughout the tropics. 

This has been confused by many authors with Lemna minor , 
Linn., from which it differs in its less symmetrical frond and 
erect ovule. 

3. Lemna polyrhiza, Linn. Sp. PL ed. 1, p. 970; Flor. Ban. 
t. 1589 ; Syme, Engl. Bot. ed. 3, t. 1397 ; Kurz, in Journ. Linn. 
Soc . ix. p. 267; Hook.f. FI. Brit. 2nd. vi. p. 557. 

Spirodela polyrrhiza, Schleid . in Linncea , xiii. p. 392, et in Ann. Sci. 
Fat. 2 me s5r. xiii.,p. 148; Maxim. Prim . FI. Amur. p. 266; Mart. Flor. 
Bras. iii. n. p. 21, t. i. fig. 6; Hegelmaier, Bie Lemnaceen , p. 151, t. xiii. 
figs. 10-16, tt. xiv.-xv.; Franck, et Savat. Enum. FI. Jap. ii. p, 13. 
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Lemna barmatica, Waldst. et Kit. ex Schleid. in Linncea , xiii. p. 892. 
Lemna orbiculata, Poxb. FI. Ind. iii. p. 565. 

Lemna major, Griff. Kotulee, iii. p. 210. 

Kiafgstt : Shanghai ( Maingay , 674, ex Kurz ); Luchu Archi¬ 
pelago ( Wright , 325 !). Herb. Kew. 

Warm and temperate regions of the Old World, Northern 
United States to Venezuela and Cuba. 


155. ALISMACEiE. 

(By C. H. Weight, A.L.S.) 

1. Alisma Plantago, Linn. Sp. PL ed. 1, p.342; Kuntk , Enum. 
PL iii. p. 148; Beichb . Ic. FL Germ. vii. t. 57; Franch. et 
Savat. Enum. PL Jap. ii. p. 16; Franch . in Mem. Soc. Sc. Hat. 
Cherbourg , xxiv. (1884) p. 256 ; Hook, f FL Brit. Ind. vi. p. 559; 
Maxim. Ind. FI. Peh. in Prim. FL Amur. p. 477 ; Kurz, inJourn. 
Bot. xi. (1873) p. 193; Micheli , in I)Q. Monogr. Phan . iii. 
p. 32. 

Alisma iiava et A. cordifolia, Thunb. FL Jap. p. 158, non Linn. 

Var. latifolium, Kunth , Enum. PL iii. p. 148; Gren.et G-odr. 
FL France , iii. p. 165; Franch. PI. David, i. p. 134. 

Chihli : Jehol {David, 2009, ex Franchet) ; Shingkijs'G {Boss, 
89 !); Shantung : Chetoo {Stulilmann ! Forbes ! Fauvel ex 
Franchet). Mus. Brit.; Herb. Kew. 

Var. angustifolium, Kunth , Enum. PL iii. p. 148. 

Hupeh : Patung {A. Henry , 1852, 5117!); Kwango^ng^?’^, 
278!); Corean Alien ipelago : Loug Reach ( Oldham , 10621). 
Mus. Brit.; Herb. Kew. 

Widely distributed through the north and south temperate 
regions. 

This species is also stated by Kurz to have been collected by 
Anderson in Yunnan, but without any indication of which 
variety is intended. 

1. Lophotocarpus guyanensis, Durand Sf Schinz , Comped. 
FL Afr. v. p. 487; C. H. Wright , in Dyer , FL Trop. Afr viii. 

p. 210. 
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Sagittaria guyanensis, Himib ., Bonpl. et Kunth , Aoz?, G-'m. et Spec, i. 
p. 250; Kunth, Emm. PI. iii. p. 161; Eook.f. PL Brit. Ind. vi. p. 561. 

Sagittaria cor difolia, Boxb. FI. Lid. iii, p. 647; Kunth , Enum. PL iii. 
p. 161; JBenth. EL Hongk . p. 346. 

Echinodorus guianensis, Griseb. P'1. Brit. W. Ind. p. 505. 

Lophiocarpus guyanensis, Micheli, in DC. Monogr . P/ww. iii. p. 62. 
Hongkong (Harland ex Bentham). 

Tropical Asia, Africa, Madagascar, and America. 

• 

1. Sagittaria sagittifolia, Linn. Sp. PL ed. 1, p. 993 ; Kunth , 
3mm. PI. iii. p. 156; Bed. Zih tt. 279,280; Lour. FI. Cochinch. 
p. 570; Kurz , in Journ . JBof. xi. (1873) p. 193; Branch . PZ. 
David, i. p. 314 ; Branch. e? Savat. Enum. PL Jap. ii. p. 16; 
Branch, in Mem. Soc. Sc. Mat. Cherbourg , xxiv. (1884) p. 256 ; 
Micheli , PC'. Monogr. Phan. iii. p. 66 ; Hook. f. FI. Brit. Ind. 
vi. p. 561. 

Sagittaria sagittata et S. obtusa, Thimb. FL Jap. p. 242. 

Sagittaria cliinensis, Sims, Bot. Mag. t. 1631. 

Sagittaria macropliylla, Bunge , in Mem. Sav. Etrang. Acad. Petersb. 

ii. (1834) p. 137; Maxim. Ind. FI. Peh. in Prim. FL Amur. p. 477. 
Sagittaria sagittifolia, Tar. diversifolia, Micheli , in DC. Monogr. Phan. 

iii. p. 67, 

Sagittaria sagittifolia, yar. longiloba, Turcz. in Bull. Soc. Nat. Mosc. 
xxyii. (1854) ii. p. 57 ; Beg el, FI. Ussur. p. 154; Miq. Ann. Mus. Bot . 
Lugd.-Bat, ii. p. 138, iii. p. 192; Debeaux, FL Shangh. p. 61. 

Chihli : Peking (.Bretschn eider , 1972, in hb. Forbes !), Jehol 
(David, 1917, ex Branched ); Shingking (Boss, 38 !); Kiangstt : 
Shanghai and Woosong (ex Debeaux) ; Kiangsi (Staunton !), 
Kiukiang (Shearer ! Forbes 1) ; Formosa ( Olclham, 368, 640! 
Wilford, 500!), Takow (Playfair, 182!); Hxjpeii : Ichang (A. 
Henry, 105, 300, 2324!), South Patung (A. Henry, 7387!), 
ISTanto (A. Henry , 2664!); Yunnan (Anderson !); Kwangtijng : 
Canton (Seernmn ! Hance , 5344 !), Macao ? (Lay !); Hainan 
(A. Henry, 8064, 8390!); Corea: Port Chusan ( Wilford , 903!). 
Mus. Brit.; Herb. Kew. 

Widely dispersed in Europe and Temperate Asia. 

The leaves oi this species vary greatly in shuj)e, the one extreme 
■being represented by Bretschneider’s Peking specimen, which 
has the lobes 7 in. long by 5| in. broad, the other by Wilford’s 
no. 500 from Eormosa with lobes 3| in. long but only J in. broad. 
These two are connected by numerous intermediate forms. As 
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the difference of leaf-form does not appear to be correlated with 
any other characters, it is impossible to define the various forms 
included rightly by Mieheli under his variety diversifolia. The 
form known as S. chinensis , Sims (S. macrophylla, , Bunge), is 
stated by Hanee to be cultivated near Canton for the sake of its 
edible tubers. 

Yar. oligocarpa, Mieheli , in DO . Monogr . Phan. iii. p. 68. 

Sagittaria pygmasa, Miq. in Ann. Mus . Bot. Lugd -Bat. ii. p. 138. 

Sagittaria sagittifolia, LKook, et Am. Bot. Beeckefs Voy. p. 220. 

China ( Beechey !) ; KianGsi : Kiukiang (Forbes, 127, 188, 
201, 1040 !) ; Hupeh : Ichang (A. Henry , 4299 !), Nanto (A. 
Henry , 1919!); Szechuen?, Suifu rice-fields (Faber, 975!); 
Kwangtung- (Ford, 334!). Mus. Brit.; Herb. Hew. 

Japan. 

(Sagittaria trifolia , Linn. Sp. PI. ed. 1, p. 993, said to be from 
China, is founded upon the figure in Petiver’s 4 G-azophylacium.,’ 
t. 19. fig. 5, and is referred by Mieheli (in DC. Monogr. Phan, 
iii. p. 67) to Sagittaria sagittifolia , var. diversifolia , Mieheli. 
It must, however, be regarded as a very doubtful plant. The 
leaves are represented with very narrow lobes.] 

1. Butomus umbellatus, Linn. Sp. FI. ed. 1, p. 372; Kunth, 
FJnum. PI. iii. p. 164; Maxim. Ind. FI. Pek. in Prim . FI. Amur . 
p. 477; Beickb. Ic. FI. Germ . vii. t. 58; Boiss . FI. Orient, v. 
p. 12; Franck. PL David, i, p. 315; Mieheli, in DQ. Monogr. 
Phan. iii. p. 85; Hooh.f. FI. Brit. Ind . vi. p. 562. 

Butomus juneeus, Turcz.in Bull . Soc. Nat. Mosc. (1837) no. vii. p.157 
(nomen), et xxvii. (1854) n. p. 60. 

Butomus umbellatus, var. minor, Ledeb. Fl. Boss. iv. p. 44. 

Butomus umbellatus, var. juneeus, Turcz. in Bull. Soc. Nat. Mosc. 
xxvii. (1854) ii. p. 60; Mieheli, in DC. Monogr . Phan. iii. p. 86. 

Chihli: Peking (Wawra ex Mieheli), mountains west of 
Peking (Bretschneider in kb. Forbes, 1971!), Jehol (David, 1955!). 
Mus. Brit.; Herb. Kew. 

Europe, Northern and Western Asia to the Punjab and 
Kashmir. 

[Under Damasonium indicum , Willd., in Bot. Mag. 1 . 1201, it 
is stated that “ Sir Joseph Banks has different species brought 
from China by Sir Geo. Staunton.’’ I have not found the 
specimens referred to.] 
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(Bv C. H. "W*eight, A.L.S.) 

1. TriglocMn maritimum, Linn. Sp. LI. ed. 1, p. 339; Act. 
Stockh. (1742) p. 147, t. 6. figs. 4-5; Lam. Illustr. t. 270. fig. 2 ; 
FL Dan. t. 306; Xunth , Fnum. FI. iii. p. 145; Maxim. Inch 
FI. Mongol, in Prim . FI. Amur. p. 485; Franck. et Savat. Fnum. 
PI. Jap. ii. p. 17 ; Miq. Ann. Mus. Pot. Lugd.-Bat. ii. p. 139; 
Michel if in JDC. Monogr. Phan. iii. p. 105; Hook. f. FI. Brit. 
Ind. vi. p. 563. 

Ornithogalnm japonicum, Buerger , ex Miq. in Ann. Mus . Pot. Lugd.^ 
Bat. ii. p. 139. 

Chihli : Peking (ex Maximowicz) ; Kiahgsi : Fanshan near 
Sudshou {Martin !) ; Kahshh : Mudskik Mountains ( Prze - 
walsM !). Herb. Kew. 

Europe, Temperate Asia, Forth America, Patagonia. 

2. Triglochin palustre, Linn. 8p. PI. ed. 1, p. 338; Kunih , 
Fnum. PI. iii. p. 143; Lam. Illustr. t. 270. fig. 1; FI. Pan. 
t. 490; Maxim. Ind. FI. Mongol, in Prim . FL Amur, p.485; 
Micheli , in J DC. Monogr. Phan. iii. p. 98; Hook, f FI. Brit. 
Ind. vi. p, 563. 

Chihli*, near Peking ( Wawra , 1018, ex Micheli ); Sking- 
kihg : Talienwban ( Sivinhoe !) ; Shantung : Chefoo ( Forbes , 
406!); Szechuen : Tongolo ( Soalie , 250!), near Sulphur springs, 
Haiaz (. Faber , 1544!). Mus. Brit.; Herb. Kew. 

Europe, Temperate Asia, Forth America, Temperate South 
America. 

It is noteworthy in the distribution of this genus that five 
species are indigenous in Australia and four of them are 
endemic. 

1. Aponogeton monostachyon, Linn.Jil. Suppl. p. 214; Roxb. 
PI. Gorom. i. p. 58, t. 81; Andr. Bot. Rep. t. 406; Thwaites , 
Fnum. PI. Zeyl. p. 333; Bentk. FI. Austral, vii. p. 188; Ranee , 
in Jowrn. Bot. xvi. (1878) p. Ill; Hoolc. f, FI. Brit. Lid* vi. 
p. 564. 

Aponogeton monostachys, Fdgeio. in Hook. Lond. Journ. Bot. iii, 
(1844) p. 404,1.17. 

Spathium monostachyon, Fdgeio, in Calc. Journ. Rat. Hist. iii. (1843) 
p. 533,1.16. 
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Potamogeton indicns, Roth, e.v Roem. et Schultes , Si/st, PL iii. p. 516. 
Saururus natans, Linn. Mant. alt. p. 227 ; (Rheede, Sort Malab. si. 
p. 31, t. 15). 

Kwa:ngtu:ng : Pools near Canton ( Sampson , 126S, 155S8 !) 
Herb. Kew. 

Tropical x4.sia and Australia. 

2. Aponogeton sp. 

Coke a (Faurie !). 


POTAMOGETON. 

(By Akthijk Bekn t ett, E.L.S.*) 

1. Potamogeton angustifolius, Bercht. et Presl , Rostlin , i. 
p. 19. 

Potamogeton Zizii, Roth, Enum. Pl. Germ . i. sect. i. p. 531. 
Potamogeton heterophyllus, var. latifolius, Mert. et Koch , Deutsch. FI. 
i. p. 845. 

YunnajS' : Plain of Tali (Delavay !). 

Europe, Asia, Africa, and America. 

2. Potamogeton crispus, Linn. Sp. PI. ed. 1, p. 126; Kunth , 
Fnum. PI. iii. p. 133; Reiclib. Ie. FI. Germ. vii. t. 29. fig. 50; 
Franch. et Samt. Fnum. PL Jap. ii. p. 15; Hook. f. FL Brit . 
Lid, vi. p. 566. 

Chihli (Potanin !), near Peking ( Bretschneider , 893 !); 
Kiawgsu : Shanghai {Maine/ay, 422 ! Faber, 2 !); Yunjstax 
( Belavay , 2500 !) ; Cohea {Faurie 1) ; Luchtt Abchipelago 
{ Wright , 323 !). Mus. Brit.; Herb. Kew. 

Var. serratus, S. F. Gray, Mat. Arr. Brit. PI ii. p. 34. 
Shanghai {Lamprey !). 

North and south temperate and subtropical regions. 

The Corean plant is a narrow-leaved form. 

3. Potamogeton cristatus, Regel Sf Maacls , Tent. Fl. TTssur. 
p. 153, t. 10. figs. 3-6. 

Potamogeton hyhridus, Makino, III. FL Jap. i. no. 9, p. 2, t. 55, non 
Michaucc ; Arth. Benn. in Journ. Bot. xxx. (1892) p. 229. 


* Mr. Bennett had the Paris, St. Petersburg, and other collections of 
this genus on loan; hence this enumeration includes certain species and 
varieties not represented either at the British Museum or at Kew by Chinese 
specimens.— W. B. H. 
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Kiukiato (Maries I); Hupeh: Ichang (A. Henry, 2377!). 
Mus. Brit.; Herb, Kew. 

Ussuri, Mandshuria, and Japan. 

4. Potamogeton Delavayi, Arth. Benn. in Journ . Bot. xxx. 
(1892) p. 22S. 

Yunnan ( Belavay , 4750!). 

5. Potamogeton Gaudichaudii, Cham . et Belli edit, in Linncea , 
ii. (1827) pp. 177 et 199. 

Potamogeton niucronatus, P/tsZ, PpzVn. Po/. p. 245; Hook.f. Fl. Brit . 
vi. p. 567. 

Potamogeton malaiana, 2//. Fl. Arch . 2«2. p. 46. 

Potamogeton japonicus, Franck . £ Savat. Enum. FL Jap. ii. p. 15. 

Potamogeton Wrightii, Morong , ?’# PwZZ. Torrey Bot. Club , xiii. (1886) 
p. 158. 

Potamogeton lucens, Vidal, Phan. Cuming. Philipp, p. 155, non Linn. 

Chihli: Peking (Bretschneider , 904!); Pohmosa: Takow 
(A. Henry, 1203!), Bankingsing (A. Henry , 1203 A!); Yuh- 
naist : Lac de Koumpo (Delavay, 2727 !); Kwahgtung : Canton 
( Graves in herb. Hance , 22226!); Cohea (Faurie !); Luchu 
Aechipelago ( Wright , 320!). Mus. Brit.; Herb. Kew. 

India, Japan, Philippine Islands, Borneo, and Ladrone Islands. 

This species was distributed by Maximowicz under the name 
of Potamogeton tretocarpus. Oldham’s no. 635 from Pormosa 
may be the young state of this species. 

6. Potamogeton Hillii, Morong, in Bot. Gaz. vi. (1881) p. 290, 
et in Mem . Torrey Bot. Club, in. (1893) pt. ii. p. 38, t. 46 ? 

Hupeh : Ichang (A. Henry , 4375 !). Herb. Kew. 

Korth-eastern United States. 

Hr. Henry’s specimen is destitute of fruit, hence it cannot be 
positively asserted to belong to this species, although in all 
other characters it agrees. 

7. Potamogeton javanicus, Hassle, in Verb. Natuurh. Ver. 
NederL I?td. i. (1856) p. 26; Hook.f. FL Brit. Ind. vi. p. 566. 

Potamogeton tenuicaulis, F. Muell Fragm. i. pp. 90, 244. 

Potamogeton parvifolius, Buchenau, in AbhandL JSatur, Ver. Bremen, 
vii. (1880) p. 32. 

Potamogeton hybridus, Hook. f. et Tho?ns. ex Hook. f. Fl. Brit Ind. vi. 
p. 566, non Michaux. 

Potamogeton heterophyllus, Buck.Mam. in Wall. Cat. no. 5181. 
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Shang-ttjng- (.Maingay , 170!); Formosa: Tamsui ( Oldham , 
381, 6381); Corea: Port Chusan ( Wilforcl\ 968!). Mus. 
Brit.; Herb. Kevv. 

Japan, Tropical Asia, Africa, Madagascar, and Australia. 

8. Potamogeton limosellifolius, Maxim . ex Korshinsky , in 
Act . Sort. Petrop. xii. (1892) p. 393. 

Corea (Faurie !); Ltjchu Archipelago (Wright ex Kor- 
shinslcg). 

Amur. 

This may be a small, delicate variety or subspecies of P. Midu- 
hikimo , Makino (Ill. FI. Jap. t. 54). 

9. Potamogeton lucens, Linn. Sp. PL ed. 1, p. 126 $ Kunth , 
Fnum. iii. p. 132; Boole, f. PL Brit. Ind. vi. p. 567. 

China, without precise locality (. Korolkova and Krause !). 
Mus. Brit. 

Dispersed over all the continents, but rare in Australia. 

10. Potamogeton natans, Linn . Sp. PI. ed. 1, p. 126; Kunth , 
Knum. JPl . iii. p. 127 ; Sook.f FI. Brit. Ind. vi. p. 565. 

Shingking (James !). Herb. Kew. 

Very widely diffused, especially in temperate regions. 

Abbe David’s no. 1949 enumerated by Franehet (PL David, i. 
p. 315) as P. natans , Linn., is not that species, and may belong 
to either P, Tepperi , A. Benn., or P. tricarimtus , F. Muell. et 
A. Benn., but in the absence of fruit it cannot be determined 
with certainty. 

11. Potamogeton oxyphyllus, Mup in Ann. Mus. Bot. Lugd,- 
Bat. iii. p. 161. 

Coeea (Faurie !). 

Japan. 

12. Potamogeton pectinatus, Linn. Sp. PL ed. 1, p. 127; 
Kunth , Fnum. iii. p. 137 ; Bunge , Fnum . PL Chin. Bor. p. 68; 
j Booh. f. FI. Brit. Ind. vi. p. 567. 

North China : Tanschan (Bunge !); Chihli (Potanin !); 
Kanstjh (Potanin !) ; Coeea (Faurie !). Herb. Kew. 

Common in the north and south temperate regions; less 
frequent in the tropics. 
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13. Potamogeton perfoliatus, Linn. &ip. PL eel. 1, p. 126; 
Kunth , J Emm. iii. p. 133; Hooh.fi FI. Brit. Ind , vi. p. 566. 

Chihli: near Peking (Bretschneicler, 779!); China, without 
precise locality ( Korolkoio Sf Krause !). Herb. Kew. 

North temperate regions and Australia. 

14. Potamogeton polygonifolius, Pourr. in Mem. Acad. Tou¬ 
louse , iii. (1788) p. 325; Franchet , in Mem. Soc. Sc. Nat. 
Cherbourg, xxiv. (1884) p. 261. 

Chihli: Peking (Bretschneiderl); Shantung: Chefoo( Favr 
cel ex Franchet') ; Kansuh (Potanin !). 

Europe, including Britain, 

15. Potamogeton pusillus, Linn. Sp. PI. ed.i. p. 127; Kunth , 
Fnum. PI. iii. p. 136; Franch. PI. David, i. p. 315; Hook. f. 
FI. Brit. Ind. vi. p. 567. 

Chihli: Jehol (David, 19161); Kanstjh (Potanin !), Tangut 
(Przewalshi !); Corea (Faurie !). Herb. Kew. 

Widely distributed, but absent from Australia. 

16. Potamogeton Robbinsii, Oakes, var. japonicus, Arth. Benn. 
in Bull. Herb. Boiss . iv. (1896) p. 549. 

Potamogeton serrulatns, Regel et Maack, in Regel , Tent, FI Ussur. 
p. 153. 

Corea. (Faurie !). 

Japan. 

17. Potamogeton Tepperi, Arth. Benn. in Journ. Bot. xxv. 
(1887) p. 178. 

Chihli: Peking (Bretschneider, 778!); Eokmosa ( Oldham , 
636 !); Hupeh : Ichang (A. Henry , 2366, 3603!); Szechuen : 
Hokiang (Faber, 314!); Corean Archipelago : Long Keach 
(Oldham, 824 !). Mus. Brit.; Herb. Kew. 

Siberia, India, Japan, and Australia. 

Specimens from Yunnan, collected by Delavay, probably 
belong here. 

18. Potamogeton sp. 

Yunnan (Delavay 1). 

This belongs to the group of P. polggonifiolius , Pourr., but 
the material is insufficient for determination. 
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1. Euppia maritima, Linn. Bp. FL p. 127; Willd. Bp. FL i. 
p. 717; JEteichb. PZ. Grit. ii. p. 66, 1.174. %. 807 ; Knnth . Enum. 
FI. iii. p. 123; JBenth . PZ. Austral, rii. p. 174 ; Mart. FL Bras. 
iii. iii. p. 699. 

Euppia rostellata, Koch, in Beiehb. Ic. Grit. ii. p. 66, t. 174. fig. 806; 
Hook. f. FI. Brit. 2nd. \i. p. 568; Byrne, Engl. Bot. ix. t. 928. 

Euppia sp., Griff. Notul . iii. p. 196 : Icon. tt. 257-9. 

Formosa : Takow (A. Henry, 1099 !); Corean Archipelago 
{Oldham, 825 !), Port Hamilton {Oldham, 1003!). Herb. Hew. 
All temperate "and subtropical regions. 


1. Zannicliellia pedicellata, Bitch-Ham. in Wall. Cat. n.51S5; 
Fries, Mantissa, iii. p. 133; Byrne , Engl. Bot. ed. 3, ix. t. 926. 
Zannicliellia palustris, Kunth, Enum. PL iii. p. 124, partim. 
Zannickellia pedunculata, lleichb. Ic. PI. Grit. viii. p.24, t. 760; Ic. FI. 
Germ. vii. t. 16. fig. 21. 

Zannicliellia palustris, subsp. pedicellata, Hook. f. FI. Bnt. hid. vi. 
p. 568. 

Kiangsu {Faber, 1!); Luchu Archipelago (Wright , 326!). 
Herb. Kew. 

Cosmopolitan, excluding Australia. 


1. Zostera marina, linn. Bp. PL ed. 1, p. 96S; Thtmb. FI. 
Jap. p.232; FI. Fan. t. 15; Kunth, Emm. FI. iii. p. 116; 
Maxim. Frim. FI. Amur. p. 266 ; Franch. in Mem. Soc . So. Nat. 
Cherbourg , xxiv. (1884) p. 261; Byrne, Engl. Bot . ed. 8, ix. 
t. 929; JDebeaux, FL Tchef. p. 132. 

Shantung : Chefoo (ex Debeaux $ Franchet). 

Europe, Orient, Japan, and North America. 


1. Najas graminea, Delile, FL Bgypte , p. 282; Kunth, Enum. 
FI. iii. p. 115 ; A . Br. in Seem. Journ. Bot . ii. (1864) p. 278 ; 
Hook. f. FI. Brit. Ind. vi. p. 569; K. Schum. in Mart. FI. Bras. 
iii. iit. p. 730, t. 124. fig. 2; Itendle , in Trans. Linn. Soc. set. 2, 
Bot. v. (1899) p. 424, t. 42. figg. 192-201. 

Najas minor, Benth. FI. Hongk. p. 345, non AllionL 
Hongkong {Wright, 511!). Mus, Brit.; Herb. Kew. 
Warmer parts of the Old World. 



198 


156. NAIADACE-E.— 157. ERI0CAULACE2E. 


2. Najas marina, Linn. Sp. PI. ed. 1, p. 1015. 

Najas major, Allionu FI. Pedem. ii. p. 221. 

Forma a, Bendle, in Trans. Linn. Soc. ser. 2, Lot. v. (1899) 
p. 892 ? 

Chihli : Peking (PretscJm eider, 892 !) ; Corea (Faurie !). 
Herb. Kew. 

Forma /3, Bendle , in Traits. Linn. Soc. ser. 2, Lot. v, (1899) 

p. 392 r 

Kiahgsu : Kiangnang (Staunton !). Mus. Brit. 

Europe, India, Japan, North America, Australia. 

157. ERIOCAULA CEdL 
(By C. H. Wright, A.L.S.) 

1. Eriocaulon alpestre, Hooh.f. et Thoms, ex Koern. in Mig. 
Ann. Mus. Pot. Lug d.-Pat. iii. p. 168 ; Franck, et Savat. Fnum. 
PI. Jap. ii. p. 99; Maxim. Diagn. PI. Asiat. viii. p. 24 ; Hooh.f. 
FL Prit. Ind. vi. p. 578; Buhland , in Fngl. Pflanzenr ., 
Frio caul. p. 95. 

Chekiang: Ningpo Mountains (Faber ex Buhland). 
Himalayas. 

2. Eriocaulon australe, B. Pr. Prodr . p. 254; Steud. Syn. 
PI. Glum. ii. p. 273; Koern. in Linncea , xxvii. (1854) p. 686; 
Kunth , Fnum. PI. iii. p. 569; Benth. FI. Austral . vii. p. 192 ; 
Penth. FI. Hough, p. 382; Maxim. Diagn. PI. Asiat. viii. p. 27; 
Buhland , in Fngl. Pflanzenr ., Friocaul . p. 66. 

Kwangtung : Canton, White Cloud Hills ( Sampson , 363 !), 
Macao ( Vachelll ); Hongkong (Wright , 549! llance , 490!), 
Mount Victoria (Lamont, 818 !). Mus. Brit.; Herb. Kew. 
Australia: Queensland and New South Wales. 

3. Eriocaulon Buergerianum, Koern. in Miq. Ann. Mus. Pot. 
Lugd.-Pat. iii. p. 163; Franck, et Savat. Fnum. PI. Jap. ii, 
p. 100; Maxim. Diagn . PL Asiat. viii. p. 20; Buhland, in 
Fngl. PflanzenrFriocaul. p. 94. 

Kiats'gsi ; Kiukiang (Shearer ! Forbes , 191 !); Hupeh ; 
Ichang (A. Henry, 37, 2767!), Nanto (A. Henry , 4424!); 
Kwahgtuhg : Lofaushan (Ford, 135 pro parte!). Mus. Brit.; 
Herb. Kew. 

J apan. 

The apical cilia of the female petals appear to be caducous. 
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* 1 . Eriocaulon cinereum, E, Br. Proclr . p. 251; Kunth , JSnum. 
iii. p. 571; Steud. Syn. PI, Glum, ii. p. 273; Koern. in Linncea, 
xxvii. (1854) p. 618 ; Benth. PI, Austral . vii. p. 198 : Euhland , 
in Pngl. Pjlanzenr ., Eriocaul. p. 111. 

Eriocaulon heteranthum, Benth. FL Hongh. p. 382; Maxim. Diagn. 
PL Asiat. viii. p. 12. 

Hupeh (A, Henry , 7786 partly!); Kwangtung: Canton 
(Sampson l), on way to Pakuan Mountains (Hance , 9666!); 
Hongkong (Wilford, 293! Wright , 552! Ford , 74!). Mus. 
Brit.; Herb. Kew. 

Australia. 

5. Eriocaulon cristatum, Mart. m TFhZZ. PI. Ear. iii. 

p. 2S, var. brevicalyx, C. H. Wright . $ petala sepalis duplo 

longiora. 

Eriocaulon cristatum, Benth. FI. Hough . p. 382; Buhl and, in Engl. 
Pfanzenr., Eriocaul. p. 84 ; partly. 

Hongkong (Hance, 795! Forbes , 465!), near Aberdeen 
(Sampson !). Mus. Brit.; Herb. Kew. 

The type occurs in Northern India and Japan. 

6. Eriocaulon echinulatum, Mart. in Wall, PI, As. Ear. 
iii. p. 29 ; Kunth , Pnum. PI. iii. p. 56S ; Steud . Syn. PI. Glum. 

ii. p. 272; Koern. in Linncea , xxvii. (1854) p. 619; Hance , 
Journ. Bot. xvi. (1878) p. 14; Hoolc. f FI. Brit. Ind. vi. 
p. 579; Maxim. Biagn. PI. Hoc. Asiat. viii. p. 11; Buhl and , 
in Engl. Pjtanzenr ., Eriocaul. p. 106. 

Kwangtung : Canton (Sampson , 958 ! [13453 in herb. 
Hance], Ford, 363 !). Mus. Brit.; Herb. Kew. 

Malay Peninsula. 

7. Eriocaulon Eaberi, Euhland , in Fngl. Pjtanzenr.^ Friocaul. 
p. 95. 

Chekiang: Niugpo Mountains (Faber ex Euhland). 

8. Eriocaulon Henryanum, Euhland , in Engl. Pjlanzenr., 
Eriocaul. p. 86. 

Yunnan : Mengtze, 5000 ft. (A. Henry , 9443 !), Herb. 
Kew. 

9. Eriocaulon hizulsefolium, Mart, in Wall. PI, As. Ear. 

iii. p. 28; Cat. n. 6071; Kunth , Emm. PI. iii. p. 553 ; Schnizl. 
Ic. t. 46. fig. 2; Steud. Syn. PI. Glum . ii. p. 270; Koern. in 
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Zinncea, xxvii. (1854) p. 636; HooJc.fFI. Brit. Ind. vi. p. 582; 
Buhl and, in Fngl. Ffianzenr., Frio caul. p. 88. 

Chekiang : Hingpo Mountains {Faber, 90 !); Fobmosa : 
Takow (A. Henry, 1801!); Ewangtctg: Cantou, swamp at the 
foot of the White Cloud Hills {Sampson, 127, 255, 7423 in 
herb. Hance !). Herb. Kew. 

Throughout India arid Ceylon. 

10. Eriocaulon Miquelianuin, Koern. in Mig. Ann. Mus. j Eot. 
Lugd.-Bat. iii. p. 162; Franck. <$' Savat. Emm . Fh Jap. ii. p. 99 ; 
Maxim. Fiagn. Fh Asiat. viii. p. 17; Buhl and, in Engl. Pfian- 
zenr ., Eriocauh p. 92. 

Chekiang: Tientai ML {Faber, 88!), Ningpo Mountains 
{Faber !), Herb. Kew. 

Japan. 

11. Eriocaulon nipponicum, Maxim. Fiagn. FI. Nov. Asiat. 
viii. p. 9 ; Buhland, in Engl m Ffianzenr., Eriocauh p. 38. 

Shantung : Chefoo Mts. {Faber, 89 1 205, ex Buhland). 
Herb. Kew. 

12. Eriocaulon officinale, Koern. in Mart . FI. Bras . iii. i. 
p. 480 in obs.; Buhland, in Engl. FfianzenrEriocaul. p. 117. 

China (ex Koerniclce). 

13. Eriocaulon setaceum, Linn. Sp. PI. ed. 1, p. 87; KuntJi , 
Emm. FI. iii. p. 550; Steud. Syn. Fh Glum. ii. p. 270; Benth . 

Hough, p. 383; Tlnoaites, Emm. Fh Zeyl . p. 341; Maxim. 
Fiagn. FI. Asiat. viii. p. 13; Booh. f. FI. Brit. Lid. vi. p. 572 ; 
Buhland , in Engl. FfianzenrEriocaul. p. 89, excl. syn. 

Eriocaulon intermedium, Komi, in Zinncea, xxvii. (1854) p. 601. 
Kwangtung : Canton {Sampson !); Hongkong ( Wright, 
553!). Mus. Brit.; Herb. Kew. 

Malabar, Ceylon. 

This species is stated by Kurz (Journ. Bot. xi. 1873, p. 198) 
to have been collected in Yunnan by J. Anderson, but I have 
seen no specimens to confirm this. 

14. Eriocaulon Sieboldianum, Sieh. $ Zucc. ex Steud. Syn. 
FI. Glum. ii. p. 272; Hook. f. Fh Brit . Ind. vi. p. 577 ; Buhland , 
in Engl. FfianzenrEriocauh p. Ill, excl. syn. 
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Eriocaulon sexangulare, var. jB } Koem. in Linncea, xxvii. (1854) 
p. 613. 

Eriocaulon sexangulare, Miq. in Ann. Mus. Bot . Lugd-Bcit. iii. 
p. 162, pro parte; Branch, et Savat. JBmim. PL Jap. ii. p. 99, pro parte ; 
Hance , in Journ . Xwz. Soc., Bot. xiii. (1872) p. 130; Maxim, Diagn. Pi. 
Asiat. yiii. p. 10; non Linn. 

Kwangttjkg: Canton (Sampson $ Hance, 9666!), Kowlung 
{Sampson, 7977! Lamontl ). Mus. Brit.; Herb. Kew. 

India, Tonkin, Philippines, Japan. 

This species has the inner, or floral, bracts glabrous or nearly 
so, while those of Esexangulare, Linn., are bearded and villous. 
I have not seen the specimen collected by David in Kiukiang 
and placed by Eranchet (PL David, i. p. 316) under E. sex - 
angulare, Linn. 

15. Eriocaulon sinicum, Miq. Journ. Bot. Neerl. i. (1861) 
p. 87 ; Buhland, m Engl. PflanzenrEriocaul. p. 116. 

Kwaisgtung : Eukwing (Krone ex Miguel). 

16. Eriocaulon truncatum, Buch.-Ham, wi TFaZZ. PZ. As. 
Bar. iii. p. 29; 7F«ZZ. n. 6076; Kuntk, Enum. PI. iii. 
p. 555; Steud. Syn. PI. Glim. ii. p. 270; Koem. in Linncea, 
xxvii. (1854) p. 631; Benth. El. ILongh. p.382; Maxim. Diagn. 
PI. Asiat. viii. p. 14; Hook. f. El. Brit. Inch vi. p. 578; Buh¬ 
landin Engl. Pflanzenr., Eriocaul. p. 107. 

Chekiang : Ningpo Mountains ( Eaber , 19 !); KwANGruNG : 
Lofaushan {Ford, 135 pro parte!), Canton ( Sampson, in hb. 
Banco, 7423!); Hongkong ( Wilford , 102! Wright , 551!), 
race-course ( Lamont , 819!), Wongneichung (Hance \). Mus. 
Brit.; Herb. Kew. 

India, Ceylon, and Malaya. 

17. Eriocaulon Wallichianum, Mart, in Wall. PI. As. Bar. 
iii. p. 26, t. 249 ; Knnth, Enum . El. iii. p. 564 ; Steud . Sgn. EL 
Glum. ii. p. 271; Koem. in Linncea , xxvii. (1854) p. 687; Benth. 
EL Rongk. p. 381; Bretschn. Early Bes , p. 181; Maxim. 
Diagn. EL Asiat. viii. p. 27. 

Eridcaulon longifolium, Koem. in Linncea , xxvii. (1854) p, 690, ex 
parte, non Nees ; Benth. El. Hongk. p. 382, in adnot.; Maxim . Diagn, 
PI. Asiat . viii. p. 28; Buhland , in Engl . Pflanzenr. ) Eriocaul. p. 41, 
Eriocaulon cantoniensis, Hook, et Am. Bot. Beeclm/s Voyage^ p. 219. 
xinn. joijrn:—botany, yol. xxxvi. p 
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Eriocaulon sexangulare, Buldand, in Engl. Ffanzenr., Eriocanl. p. 110, 
pro parte. 

Chi XA.(Beechey\); South CuwA.(Seemann, 2400!); Kiamst: 
Kiukiang (Forbes, 1055 !); Kwangtuhg- : Syngmun (Meyen !), 
Lofaushan (Fordl), Macao (Gciudichaud , 391 ! Millett Sf Vachell 
ex Hooker $ Arnott, Hance, 10138!) ; Hongkong (Hinds ! 
Fortune, 120 ! Wright , 550 ! WHford , 102 partly! Hance , 540, 
541!), Happy Valley (Lamont, 817 1); Hainan (u4. Henry , 
8073 !),rHoihau (Bulloch !). Mus. Brit.; Herb. Kew. 

India. 

44 E. cantoniense” is said to be used medicinally. See Kew 
Bulletin, 1898, p. 144. 

18. Eriocaulon Wiglitianiim, Mart, in Wall. FI. As. Bar. iii. 
p. 28; Wall. Oat. n. 6067 ; Kunth , Enum. FI. iii. p. 563; Stead. 
Syn. FI. Glum. ii. p. 271; Koern. in Linncea , xxvii. (1854) 
p. 658 ; Hook. f. FI. Brit. Ind. vi. p. 576; Buhland , in Engl . 
FfanzenrEriocaul. p. 75. 

Kwangtttng : Pakhoi (Flayfair, 113 !). Herb. Kew. 

India and Ceylon. 


158. CYPERACEJE. 

(By C. B. Clabke, E.R.S., E.L.S.) 

1. Pycreus angulatus, Fees, in Linnaa , ix. (1834) p. 283; 
C. B. Clarice , in Hoolc.f. FI. Brit. Bid. vi. p. 593. 

Cyperus unioloides, B. Br. Frodr. p. 216; Kunth, Ennm. FI. ii. 

p. 112. 

Cyperus augulatus, Fees, in Wight, Contrib. p. 73; Boeck. in Linncea 
xxxv. (1867-8) p. 465. 

Yunnan: Nienkiatze, prope Tapintze (Delavay, 1750!), 
Scattered throughout the warmer regions of the whole 
world. 

Var. /3. Wightii, C. B. Clarke, in Hook. f. FI. Brit. Ind. vi. 
p. 593. 

Cyperus latispicatus, Boeck. MS. in Wight, Emcc. n. 2874, in herb. 
Berlin, nee Boeck. in Flora. 

Yunnan : Tapintze (Delavay, 1748!). 

Madras. 
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2. Pycreus Bacelia, JYees , in Linnaa , is. (1834) p. 283, ei in 
Mart. _#7. Bras. ii. pars i. p. 10 in obs. [Bacha]. 

Pycreus puncticulatus, Nees, in Mart. FI. JBras . ii. pars I. p. 10 in 
obs.; C. B. Clarke, in Hook. f. FI Brit. Ind. vi. p. 593. 

Cyperus puncticulatus, Void, Enum . ii. p. 348; Kunth, Emm. PI. 
ii. p. 15; Boeck. in Zinnceci, xxxv. (1867-8) p. 472, syn. EoxburgMi 
deleto. 

Cyperus Baecha, Kunth , Enum. PL ii. p. 115. 

Oyperus inundatus, Fees, in Wight, Contrih. p. 76, non Boxb. 

Shantung- : -Chefoo (Forbes !). 

Inhabits South India with Ceylon. This plant is, however, 
often passed by as the common Cyperus pilosus, Yahl, and not 
collected. 

3. Pycreus Delavayi, C. B. Clarke , n. sp, 

Culmi csespitosi, 12-16 uncias longi, graciles, submono - 
cephali. Folia 6-10 uncias longa, subulata. Bractece 2, ima 
usque ad 2 uncias longa, fere subulata. Caput 4-10-stachyum, 
laxum. Spiculce subspicatse, h unciam longse, § unciam latae, 
12-nucigerse, lucide atro-castanese, compressae. Qlumoe navicu- 
lares, ovatse, vix acutae, subdistantes, proventu paullo inflate. 
Stylus perbrevis; rami 2 longissimi. Hues lateraliter com- 
pressa, cum \ parte glumse vix sequilonga, ellipsoidea, nigrescens, 
levis; celluli extimi quadrato-hexagoni. 

YraisrAtf: Tali ( Belavay , 413, in hb. Paris. !). 

This species is near P . globosus , Beichb., var. /3, nilagirica, 
but the spikelets are larger, with loosely-packed glumes. The 
plant more resembles P. Cooperi , C. B. Clarke (in Dyer, FI. 
Cap. vii. p, 160). 

4. Pycreus globosus, Beichb . FI- Ex curs. [1830-32], Addend. 
p. 140. n. 10. 

Pycreus capillaris, Fees, in Limicea, ix. (1834) p. 283; C. B, Clarke , 
in Hook f /. FI. Brit, Ind, vi. p. 591; Palibin, FI Ko?*eee, iii. p. 20; 
j Diels, in Engl. Jahrb . xxix. (1901) p. 227. 

Cyperus globosus, Allioni, FI. Pedem. Auctuarium, p, 49; Beichb . Ic. 
PL Crit. iii. p. 26, t. 229, syn. Beauv. excl., et 1c . FI. Germ. viii. p. 32, 
t. 279. fig. 665; Boeck. in Linncea, xxxv, (1867-8) p. 458; Hance, in 
Journ. Bot. xvii. (1879) p. 16; Boeck. in Engl, Jahrb. vi. (1885) p. 50. 

Cyperus capillaris, Boxb. FI. Ind . i. p. 198; Hook . et Am. Bot. 
Beechey’s Toy. p. 220. 

p2 
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Cyperus vulgaris, Kunth , Emm. PL ii. p. 4, syn. 0. conglomerate 
ali isq, ue exclusis ; Benth. FL Hough p. 385; Regel, FL Ussier, p. 175 ; 
Sieber, MS. ex Kunth 

Cyperus complanatus, Presl, in Oken , Isis, xxi. (1882) p. 271; 
Franck. PI. David, i. p. 310, et in Mini. Soc. Sc. Nat. Cherb. xxiv. 
(1884) p. 261; cf. Maxim, in Bull. Soc. Nat. Mosc. liv. pars x. 
(1879) p. 63. 

Chihli: Peking (David l); Shantung: Chefoo ( FauvelX)\ 
Fobmos*a ( Siebold !), Takow (A. Henry, 560 1); Hupeh (A. 
Henry, 7520 !) ; Kwangtung : Macao ( Vachel !) ; Luchu 
Abchipelago (Doederlein). Mus. Brit.; Herb. Kew. 

The North China and Japanese examples are nearly as 
the Mediterranean C. vulgaris, Kunth (which is widely spread 
in Africa and India), with rather broad spikelefcs, chestnut 
marked with green; the Southern Chinese examples have the 
spikelets slenderer and browner, and are the 0. complanatus, 
Presl, which extends from the Mascarene Islands to New South 
Wales and Japan. I can draw no definite line between Pycreus 
glolosus and Cyperus complanatus, nor between these and the 
three following varieties. 

Yar. /3. nilagirica, C. JB. Clarke, in Hook.f FL Brit. Did. vi. 
p. 592; spiculis angustioribus, magis duris, non inflatis, ssepe 
castaneis interdum nigris. 

Cyperus mlagiricus, Hochst. ex Steud. Syn. PL Cyp. p. 2; Boech in 
Linncea , xxxv. (1867-8) p. 457. 

Nobth China. (Hance , 1387); Shantung (.Maingay, 152 !); 
Kiangsu : Shanghai (Maingay, 637 !) ; Chekiang : Ningpo 
Mts. (Faber, 223 !) ; Hupeh : Ichang (A. Henry, 2574 1) ; 
Noeth Centbal China : Kusau, Kisaoshian (Hugh 1), Mt. 
Ngosan, Laoysan (Hughl), Mt. Thaepeisan ( Hugh l ); Shensi; 
Mt. Ivifongsan (Hughl); Szechuen : Tchenkeoutin (Fanjes !); 
Yunnan: Tapintze (Delavay, 415, 1753, 17541), Ho| 
5000 feet (Delavay, 1751!), Mosoyn (Delavay, 17661), 

4500 feet (A. Henry, 9119 1), Red River, 6000 feet ($-* Henry, 
9640 1) ; Kwangtung : Canton ( Sampson , 1387 1). Brit .; 

Herb. Kew. / 

This var. extends from South and Equatorial Africa to 
Amurland, Malaya, Australia ; it is especially a mountain 
- form. 
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Far. y. stricta, C. B. Clarice, in Hook. 2?Y. Brit. jfru/. vi. 

p. 592 ; spiculis abbreviate, ssepius pallidis, non raro curvatis. 

Pycreus Linneanus, Nees, in Linnaa , ix. (1834) p. 283. 

Cyperus strictus, Lam. Ill . i. p. 146; Kunth , JEnum. PI. ii. p. 12. 

Cyperus tortuosus, J7. Iwd. i. p. 197 [ed. Wallich, p. 201]; 

Kunth, Emm. ii. p. 16. 

Cyperus Linnseanus, Kunth , Emm. PL ii. p. 115, 

Chihli: Peking (Bretschneider, 789!); Shantung : Chefoo 
(Faber 1 61! Schottmueller , 342!); Hupeh: Iehang (A.' Henry, 
83, 83 A!); Yunnan: Tapintze (JDelavay, 402!). Mus. Brit.; 
Herb. Kew. 

This var., frequent in India, is scattered from South Africa 
and Persia to Japan and the Philippines. 

"Var. 8. erecta, C. B. Clarke, var. nova; culmo foliisque 
robustioribus; umbella saepe composita, umbellularum radiolis 
3-5 usque ad 10-15 mm. longis; spiculis angustis, pallidis, ssepe 
erectis. 

Cyperus erectus (sp.), Roxburgh, MS. 

Formosa: Tamsui ( Oldham , 581 !) ; Kwangtung: Canton 
(Sampson, 933!). Mus. Brit.; Herb. Kew. 

The same variety (or form) collected in India by Koenig and 
Boxburgh. 

5. Pycreus latespicatus, C. B. Clarke , in Hook. /. FI. Brit. 
Ind. vi. p. 590. 

Cyperus latespicatus, Boeck. in Flora , xlii. (1859) p. 433 bis, et in 
Linncea, xxxv. (1867-8) p. 467. 

Yunnan : Tapintze ( Delavay , 1752 !), Mosoyn (Delavay, 1761, 
pro magna parte !), Mile (A. Henry , 9119 !). Herb. Kew. 

Frequent in Northern India. 

6. Pycreus polystachyus, Beam. FI. Omar. ii. (1807) p. 48, 
t. 86. fig. 2; Fees, in Nov. Act , Nat . Cur. xix. SuppL (1843) 
p. 55; C. B. Clarke , in Hook, f FI. Brit. Ind. vi. p. 592. 

Cyperus polystachyus, B. Br. Prodr. p. 214; Kunth, Bnum. PL ii. 
p. 13; Hook, et Am. Bot. Beechey's Voy. p. 220; Benth . FI Hongk. 
p. 385; Boeck. in Linntea, xxxv. (1867-8) p. 477; Branch, in M&m. 
Soc. Sc. Nat. Cherb. xxiv. (1884) p. 262, non Bottb. 

Cyperus odoratus, Linn. Sp. PL ed. 1, p. 46, ed. 2, p. 68, et herb, 
pxopr., pro majore parte. 
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Cyperus teretifructus, Steud. in Zoll. Verz. bid, Archip. ii. p. 62, 
Cyperus brunneus, Hook. etArn.Bot . Beechey's Voy . p. 99, non Swartz. 
Shantung (Maingay, 155!); Chefoo (Famell); Kiatostt : 
Shanghai ( Maingay, 638 !); Formosa (A. Henry , 1047 !), Takow 
(Flay fair, 135 ! A. Henry , 1060 !) ; Kwangtuitg ( Sampson, 
258!), Lofanshan (Ford\), Macao ( Vaehell, 70! Silva l), 
Whampoa ( Hance , 1280 !); Hongkong (O'. Wright, 555 ! 
Faurie, 15800!). Mus. Brit,: Herb. Kew. 

In nearly all warm countries; especially congou near the 
sea. 


7. Pycreus puMnatus, in Linncea , is. (1884) p. 283. 

Pycreus nitens, Atfes, ^ Linncea , ix. (1834) p. 283, et in Nov, Act. 
Nat. Cur. xix. Suppl. (1848) p. 53; <7. i?. Clarke, in Hook. f. FI. Brit. 
Ind. vi. p. 591. 

Cyperus pumilus, Linn. Amcen. Acad. iv, (1759) p. 302, et Sp. PI, 
ed. 2, p. 69; Gaertn. Fnict. i. p. 9, t. 2. fig. 2. 

Cyperus nitens, Metz. Ohs, v. (1789) p. 13 P; Kunth , Enum. PI. ii. 
p. 3 ; Boeck. in Linncea , xxxv. (1867-8) p. 483. 

Cyperus pulvinatus, in Wight , Contnb. p. 74; Mses Meyen, 

MS. e Nees. 

Cyperus gymnoleptus, Steud. Sign. PI. Cyp. p. 3. 

- Pluk. Aim. p. 179,1.191. fig. 8. 

Kwangtung: Canton, Lintin I. (Meyen !), North Kiver 
(Nevin !), Pakhoi (Playfair, 204 !). Mus. Brit.; Herb. Kew. 

In tropical and subtropical Africa and Asia, frequent; ex¬ 
tending to Malaya and Australia. Also received from Florida 
and Martinique. 

S. Pycreus sanguinolentus, Nees, in Linncea, ix. (1834) 
p. 283; C. B. Clarke, in HooJc.f FI. Brit . Inch vi. p. 590. 

Cyperus sanguinolentus, Vahl, Enum. ii. p. 351; Leheaux, FI. Tchef. 
p. 142. 

Cyperus Eragrostis, Vahl, Enum, ii. p. 322, syn. Retzii excl. ?; JRoem. 
et Schult. Syst . ii. p. 180; Kunth, Enum. PL ii. p. 7 (cf. p. 537); Benth. 
FI. Hongh. p. 385; Boeck. in Linncea , xxxv. (1867-8) p. 443, cum varr.; 
Hance, in Journ . Bot. xvii. (1879) p. 16; Maxim. Fragm. p. 64; Franch. 
in Mem. Soc. Sc. Nat. Cherb. xxiv. (1884) p. 26, et PL David, i. p. 316. 

Cyperus flavescens, var. rubro-marginata, Schrenk, Enum . PL Nov. i. 
p. 3; Megel, FI. Ussur. p. 174. 

Cyperus atratus, Steud. in Zoll. Verz, Ind. Archip. ii. p. 62; Boeck . 
in Linncea, xxxv. (1867-8) p. 446. 
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Cyperus Teysmanni, Boech. in Flora , Iviii. (1875) p. 259. 

Cyperus sp., n. 36, Bottb. fiescr. et Ic, p. 29, t. 9. fig. 4. 

Chihli: Peking ( [Davidl ); Shingking : Moukden (James !); 
Shantung (. Maingay, 156 !), Chefoo ( Schottmueller, 343 !) ; 
Kiangsu : Kiangnang (Staimtonl); Fokien: Amoy ( Hance, 
1387!), Tachiaotze ( Hance, 3498!); Foemosa ( Oldham , 586!), 
Takow (A Henry, 1120!); Hupeh : Ichang (A. Henry, 2907 !), 
Patung (A. Henry, 5019 partim!); Szechuen: Tchenkeoutin, 
4000 feet (J Farges, 1131 !) ; Yunnan : Tapintze ( Delavay , 
(1770!); Kwangtung (Yvan\ Sampson !); Lofauslian (Ford, 
1221), Macao (*fo Silva); Hongkong ( Wilford, 312!); Hainan 
(.4. Henry, 7949 !). Mils. Brit.; Herb. Kew. 

Common in Asia, alt. 0-9000 feet, extending from Amurland 
to Abyssinia and Australia. 

1. Juncellns innndatns, C. B . Clarke, in Hook. f. FL BriU 
Inch yi. p. 595. 

Cyperus inundatus, Boxb. Fort. Beng. (1814) p. 6, et Fl. Ind. i. p. 201 
(ed. Wallicli, p. 205) ; Hassle, in Flora , xlv. (1862) p. 191, nec B. Br. } 
nec Fees. 

Cyperus Iria, Linn. Sp. Fl. p. 67 partim; Hassle . in Flora , xliv. (1861) 
p. 743. 

Cyperus diluyialis, Schultes , in Boem. et Schult. Syst. ii. Mant. p. 124. 

- Rheede, Fort. Mai. xii. p. 105, t. 56. 

Shinking (Boss, 50!); Kiangsu : Shanghai ( Maingay , 639!); 
Formosa (A. Henry, 702 A!), Takow (A. Henry, 1089, 1117, 
1130, 1163 !). Herb. Kew. 

Bengal. 

This plant, from its large size and flowering the first year, is 
often mixed with (7. digitatus , Boxb., and other large annual 
species of Cyperus . It appears to me closely allied to Juncellus 
serotinus, which differs by its long stolons, and the umbel usually 
smaller, often with the rhaehilla of the spikes hairy. 

2. Juncellus pygmseus, C. B. Clarke, in Hook . /. Fl. Brit . 
Ind . vi. p. 596. 

Cyperus pygmseus, Bottb. JDescr. et 1c. p. 20, t. 14. figg, 4, 5; Kunth , 
Hniim. Fl. ii. p. 18; Boech. in Linncea, xxxv. (1867-8) p. 493, yar. 0 
excl,; Branch, et Savat. Enum. Fl. Jap. ii. p. 102. 

Isolepis Micheliana, Stev. in Mem. Soc. Mosc. y. (1817) p. 356; Regel, 
FL Ussur. p. 178, non Boem . et Sclmlt. 
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Kiangsu : Shanghai (Maingay, 684!), 

Frequent throughout Boissier’s Orient Kegion and in North 
India; thence scattered to Ussuri, the Philippines, and Queens¬ 
land. 

This plant closely resembles Scirpus MicJielianus , Linn.; so 
closely, that Bentham and Boeckeler consider the two identical. 
Hance’s Pekin Cyperus pygmeeus is Scirpus MicJielianus, Linn., 
while Maack’s Ussuri S. MicJielianus is Jmcellus pygmeeus. 

8. Juncellus serotinus, C* B. Clarice, in Hook. f\ FI. Brit . 
Ind. vi. p. 594. 

Cyperus serotinus, Bottb. Bescr. et Ic. (1773) p. 81; Kunth, Enum. 
PL ii. p. 19; Boeck. in Linneea , xxxv. (1867-8) p. 492; Franck in Mem. 
Soc. Sc. Nat. Cherb. xxiv. (1884) p. 262, et PL David, i. p. 316; Diels, in 
Engl. JaJirb. xxix. (1901) p. 227. 

Cyperus Monti, Linn. f. Suppl. p. 102 ; Host , Gram. Austr. iv. p. 38, 
t 67; Hegel , FL Ussur. p. 175; 1Lance, in Joarn. Linn. Soc., Bot. xiii. 
(1873) p. 88. 

Cyperus Japonicus, Miq. in Ann. Mas. Bot . Lugd.-Bat. ii. (1865-6) p. 140. 

Chihli: Jehol (David), Peking (Bretschneider, 7 87 ! Hance, 
6531!); Shingking : Moukden ( Webster , 215!); Shantung 
(Maingay, 157 !), Chefoo (Forbes\ Fauvel !); Formosa: Takow 
(A. Henry, 702, 1842!); Shensi: Paokesan, Mt. Kifonsan 
(Hugh !); Hupeh : Ichang ( A . Henry , 2249 !), Hanyang (Faber, 
1512!); Yunnan: Mosoy n (Delavay, 1767, 2717!); Kwang- 
tung: Canton (Macartney). Mus. Brit.; Herh. Kew\ 

From South Europe to North India, Amurland, Japan. 

1. Cyperus albidus, Betz. Ohs. vi. p. 21; Kunth , Enum. PL 
ii. p. 101. 

Cyperus Retzii, Poir. in Lam. Encyc. vii. p. 255. 

China (tide Betz.). 

Not seen, 

2. Cyperus amuricus, Maxim. ! Brim. FL Amur . (1859) 
p. 296; Boeck. in Linneea, xxxv. (1867-8) p. 607 ; Palibin, FI 
Korets, iii. p. 19. 

Cyperus aristatus, var. P ft. Maingayi, C. B. Clarke , in Journ. Linn. Soc. 
Bot. xxi. (1884) p. 94. 

Cyperus Iria, var. (amahilis, glumis subinucronatis), C. B. Clarke, in 
Journ. Linn. Soc., Bot. xxi. (1884) p. 138 in obs. 

Cyperus Iria, Linn., forma japonica, Boeck .! MS. 
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Chihli: Peking (MMlendorff ! Hanee , 1147 pro parte!); 
Shingking (Boss, 86 !) ; Shantung (. Maingay , 84 !); Shensi : 
Paokisan, Miaouansan (Hugh I); Szechuen: Tchenkeoutin 
(Fargesl); Co he a (Bunge). Mas. Brit.; Herb. Kew. 

Amurland, Mandshuria, Japan. 

8. Cyperus aristatus, Bottb. Descr. et Ie. (1773) p. 23, t. 6. 
fig. 1; Kunth . JEJmim. PL ii. p. 23; Boeck . m Linncea, xxxv. 
(1867-8) p. 500; 0. B. Clarke, in Hook. f. FI. Brit. In cl. vi. 

p. 606. 

Cyperus souarrosus, Linn. Amcen. Acad. iv. (1759) p. 303, et Sp. PA 
ed. 2, p. 66 partim. 

Scirpus intricatus, Linn. Meant, p. 182.et herb, propr.! 

Yunnan: Mosoyn (Delavay, 1760!). 

A small weed, abundant in the warmer parts of Africa, India, 
Australia, and America, but apparently wanting in Malaya and 
China, except in the west. 

4. Cyperus castaneus, Willd .; Wees, in Wight, Contrib. p. 79 
(cum char, et syn.); Wees, in Hook, et Am. Bot . Beecheys Toy . 

p.221. 

China ( Yachell , n. 296). 

Hot seen. Hooker & Arnott add that the Chinese specimen 
of this which they had seen came from Prof. Henslow. 

Yachell ii. 296 may have been the true C. castaneus , Willd. 
(cf. C. B. Clarke, in Hook. f. PI. Ind. vi. p. 598), but that is not 
a common plant, nor have I seen it from China. I think that 
Yachell n. 296 may have been C. amuricus , Maxim.=Maingay 
n. 84. 

5. Cyperus cephalotes, Vahl, Enim. ii. p. 311; Kunth, Fnum. 
PI. ii. p. 48; C. B. Clarke, in Hook . f. FL Brit . Ind. vi. p. 597. 

Cyperus monogynus, Boeck. in Linncea, xxxv. (1867-8) p. 565. 

Scirpus glomeratus, Linn. ftp. PI. ed. 1, p. 52 ; Hassk. in Flora, xliv. 
(1861) p.743. 

Sckcenus coloratus, var. ft, Linn. Sp. PI. ed. 2, p. 64. 

Anosporum monocephalum, Wees, in Wight, Contrib. p. 92 : Boeck. in 
Linncea , xxxvi. (1869-70) p. 411. 

Hydroschoenus kyllingioides, Moritzi, Syst. Verz. Zoll. p. 95. 
Trentepohlia bifoliata, Boeck. in Bot. Zeit. xvi. (1858) p. 249. 

- Bheede, Hort. Mai. xii. p. 99, t. 53. 

Fokien : Amoy (Jenkins I). 

From Assam to Ceylon and Horth Australia. 
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6. Cyperus compressus, Linn . Bp. PL ed. 1, p. 46, ed. 2, p. 68; 

Bottl . Descr. et Ic . p. 27, t. 9 . fig. 8 ; Knnth , Pnmn. PL ii. 
p. 28 ; 2V T <?es, z;z JVbz?. Acf. Ahtf. CW. xix. BuppL i. (] 843) p. 56 ; 
Boech. Linncea , xxxv. (1867-8) p. 517; C. F. Clarice , w* 

Hooh.f. PL Brit . Ind. vi. p. 605; Henrig. in BoL Soc. Brotero , 
ii. p. 166. 

Cyperus pectiniformis, A T <?es, in Wight] Contrib . p. 77 (syw. C. peetinato, 
Boxb. excl .); Hook, et Am. Bot. Beecher/s Vog. p. 221. 

Cyperus Meyenii, ifea, in Nov. Act. Nat. Cur. xix, i. (1843) 

p. o7; IVeea et Am. MB. fide Nees. 

Fokiex: Amoy (Sampson, 257!); Formosa ( Campbell ! A. 
Henry, 1869 !); Szechuee : Tcentosen, Mt. Uomisan (Hugh !); 
Kwakgtustg : Macao (Patel), Whampoa ( C . Wright, 556!); 
Haixax (A. Henry, 8242 !). Mus. Brit.; Herb. Few. 

In warm countries throughout the World, frequent. 

7. Cyperus dichroostachyus, Hochst. in Flora, xxiv. (1841) 
pars i. ? IntelL p. 21; Boech . Linncea, xxxv. (1867-8) p. 587; 
C. B. Clarke, in Dyer, PL Prop. Afr . viii. pp. 311, 331, with 
syn. 

Yunxan : south of Bed Fiver, from Maumei, 6000 feet 
(A. Henry , 9473!), Yunnanfu (Ducloux, 31!). Herb. Few. 
Africa and Madagascar. 

8. Cyperus difformis, Linn . Amcen. Acad. iv. (1759) p. 3 02, et 
Bp. PL ed, 2, p. 67; Pottb. JDescr. et Ic. p. 24, t. 9. fig. 2; 
Benth. PL Hongk. p. 385 ; Hance , Journ. Linn. Fotf. 
xiii.(1873) p.89; Debeauw, FI. Tchef. p. 144; Franck . a/z- Mem. 
Boo. Be. Nat. Cherb . xxiv. (1884) p. 262, 02 P£. David, i. p. 317; 
Kuntli, Pimm. PL ii. p. 38; Boech . in Linncea, xxxv. (1867-8) 
p. 586; C f . _Z?. Clarice, in Hoolc.fi ! PY. 2?r&. vi. p. 599. 

Cyperus fuscus, Maxim. Fragm. p. 64 ? wem £z;z«. 

Chihli : Peking (Iftmce!); Shirking (ifoss, 85!), Neuchang 
( Webster, 314!); Shaxttjkg (Maingay, 87!); Fiahgsu: Shang¬ 
hai (Maingay, 645! 646!); Kiaxgsi : Fiukiang (David!); 
Fokieh: Amoy ( Hance , 995!); Formosa: Tamsui (Oldham, 
582!); Szechueh : Tcentosen, Mt. Uomisan (Hugh !); Htjpeh : 
Ichang (A. Henry, 2370!); Yunnak : Mengtze, 4600 feet 
(A. Henry, 11318 !), Kiaugyu (. Delavay , 3078!), Hokin (Delavay, 
1759!); Kwa^gtuxg : Canton (Sampson, 464!); Hohgkohg 
(C. Wnght, 558 ! Harland). Mus. Brit.; Herb. Few. 
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The tropics and warm temperate zones of the Old World—a 
rice-field weed. 

9. Cyperus diffusus, Vahl, Enum. ii. p. 321; Kunth , Enum. 
FI. ii. p. 30; Nees, in Nov. Act. Acad. Nat. Cur . xix. SuppL i. 
(1843) p. 58; C. B. Clarice , in Hook.f El. Brit. Ind. vi. p. 603. 

Cyperus elegans, Swartz, Obs. Bot. p. 30 ; Kunth, Enum. PL ii. p. 28 ; 
Boeck. in Linneea , xxxv. (1867-8) p. 532, non Linn . 

Cyperus mcestus, Kunth, Enum . PL ii. p. 31. c 

Cyperus nigro- TT iridis, Tlnoaites, Enum . FI Zeyl. p. 344; Flame, in 
Journ. Linn. Soc., Bot . xiii. (1873) p. 131. 

Chekiang: Chusau ( Fvanl); Kwangtung: Whampoa (Samp¬ 
son, Jib. Nance, 2149 !) ; Hongkong ( Harland !). Mus. Brit.; 
Herb. Kew. 

The tropics in South-east Asia and in America; a sylvan 
species. 

10. Cyperus digitatus, Bosch. Hort. Beng. p. 81, et FL Ind . 
(ed. Wall, et Carey) i. p. 209; C. B. Clarice , in Hook. f. FL 
Brit. Ind. vi. p. 618. 

Cyperus aurieomus, Benth. FI. Austral . vii. p. 286. 

Cyperus venustus, Nees, in Flora, xi. (1828) p. 333, et in Wight Contrib. 
p. 86; non R. Br. 

Cyperus Neesii, Kunth, Enum. PI. ii. p. 101, syn. Linn. excl.; Boeck, in 
Linncea, xxxvi. (1869-70) p. 315. 

Cyperus verticillatus, Nees, in Wight, Contrib. p. 87, pro parte. 
Formosa : Takow (A. Henry , 1862, 1862 A !) ; Yunnan ; 
Mengtze, 5000 feet (A. Henry, 11320!); Kwangsi (Wenyon !), 
Lungchow (A. Henry, 685 !). Herb. Kew. 

Tropic and subtropic regions of the world; abundant in 
India, frequent in America, rare in Africa. 

11. Cyperus distans, Linn.f. Suppl. p. 103; Beauv . FL Owar . 
i. p. 35, t. 20; Benth. FI. Hongle. p. 387; Kunth, Enum. PL ii. 
p. 98; Hook . et Am. Bot. Beechey's Voy. p. 223; Boeck. in 
Linncea, xxxv. (1867-8) p. 612; Franck, in Bull. Soc. Bot. 
France, xxix. (1882) p. 12; C. B. Clarke, in Hook. f. FL Brit. 
Lid. vi. p. 607; Linnaeus, MS. 

Formosa (A. Henry , 1011, 1041!), Takow {Playfair 108 !); 
Kwangtung : Lofaushan {Ford, 121, 124!), Macao {d'lncar- 
ville ! Fauvel !). Mus. Brit.; Herb. Kew- 

Throughout the warmer regions of the world, in rice-fields 
and ditches. 
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12. Cyperus eleusinoides, Kunth, Enitm. PL ii. p. 39 ; Boeck . 
zb Linncea , xxxv. (1867-8) p. 596 ; Ranee, in Journ . -BoZ. xvi. 
(1878) p. 112; 0. i?. Clarke, in Boole, f. FI, Brit . ZnJ. vi. p. 60S. 

Cyperus infra-apicalis, AVes, ex Aitch . ChZ. P/. Punjab, p. 155; Ranee, 
Z. c. in citaZ. 

Formosa: Takow {Playfair 56! -4. Henry , 768, 1078!); 
Yusnabt: Tapintze (. Delavay , 1769!), Mengtze 4600 feet (Jt. 
Henry , 10012!); Kwakutu^g {Ranee, 19311!). Mus. Brit.; 
Herb. Kkw. 

Frequent in India; scattered west to Abyssinia and Syria, 
east to the Philippines and Queensland. 

13. Cyperus eriophorus, jSfozwf. aS^b. PZ. <7#/?. p, 50. 
Kwasgtctg- : Macao (ex Steuclel). 

Not seen. This has the leaf-sheaths fringed in their mouths 
and on their margins with woolly hairs, and must be a very 
remarkable Cyperus, if of that genus. Unfortunately, as in so 
many other cases, the author does not mention those points of 
structure which define the genus of the plant; so that there 
remains a doubt whether he looked at these points, which doubt 
cools the interest that otherwise would attach to such a species. 

14. Cyperus exaltatus, Betz . Obs. v. p. 11; Kunth, Knum. PL 
ii. p. 70; Boeck, in Linncea , xxxvi. (1869-70) p. 319; C, B. 
Clarke, in Rook,f. FL Brit . Ind. vi. p. 617. 

Cyperus venustus, B. Br. Prodr. p. 217. 

Cyperus alopecuroides, Roxb. Kort. Beng. p. 6, et FL Lid. i. p. 208, 
nec Bottb. 

Cyperus racemosus, Boeck. in Flora, Ixii. (1879) p. 555 [neque in 
Linncea, xxxvi. (1869-70) p. 310]; Ranee, in Journ. Bot. xvi. (1878) 
p. 112, non Betz. 

- Bheede , Kort. Mai, xii. p. 77, t. 42. 

Shaotujs'Q- {Staunton !); KwA^oru^o: Canton {Sampson ! lib. 
Ranee, 9308!), Macao {Gallery !); Haikak {A. Renry, 32, 8369 !). 
Mus. Brit.; Herb. Kew. 

In tropic and subtropic regions ; common in Africa, Asia, aud 
Australia; very rare in America. 

15. Cyperus fuscus, Linn. Sp. PL ed. 1, p. 46, ed. 2, p. 69; 
Kunth, Enum . PL ii. p. 37; Rook, in Soioerby, EngL Bot., Suppl. 
t. 2626 ; Boeck. in Linncea , xxxv. (1867-8) p. 585; G, B. Clarke, 
in Hook.f FL Brit. Ind . vi. p. 599. 
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Nobth Cental China: Hukiascien (Hugh !); Shensi: Mt. 
Kifongsan (.Hugh !). Mus. Brit, 

Throughout Europe and West Asia to the Himalayas. 

16. Cyperus glomeratus, Linn. Amoen. Acad . iv. (1759) p. 301, 
et Sp. PI. ed. 2, p. 6S ; Kunth , Enum. PI. ii. p. 77 ; Beichb. Ic. 
FI. Germ. t. 284. fig. 675; Boeck. in Linncea, xxxv. (1867-8) 
p. 592 ; C. B. Clarice, in Hook. f. FI. Brit. Bid. vi. p. 607 ; 
Franck, in Mem . Soc. Sc. Fat. Ckerb. xxiv. (1884) p? 262, et 
PI. David, i. p.“316. 

Chihli : Jehol (David l), Peking (Williams !), Taehiaotze 
(Mbllendorffl) ; Shingking (Boss, 34 !) ; Shantung (Maingay, 
155 !), Tsien Mts. (Faber, 1514 !). Mus. Brit.; Herb. Kew. 

In Europe frequent; scattered thence to Kashmir* North 
China, and Amurland. 

17. Cyperus Haspan, Linn . Sp. PI. ed. 2, p. 66 partim, nec 
Linn. herb.; Kunth, Enum. PI. ii. p. 34; Benth. FI. Hongk. 
p. 386, et FI. Austral, vii. p. 270; Boeck. in Linncea , xxxv, 
(1S67-8) p. 574, var. a ; Bretschn. Early (Research, p.lil; C.B. 
Clarke , in Hook, f FI. Brit. Bid. vi. p. 600; Diels , in Engl. 
Jahrb. xxix. (1901) p. 227. 

Cyperus pes-avium, Bertel. Misc. Bot. viii. p. 30, t. 3. fig. 1. 

Cyperus, n. 37, Linn. FI Zeyl . p. 15. 

Scirpus, n. 78, Bottb. Descr. et Ic. p. 58, t. 17. fig. 3, syn. Linn. excl. 
Chekiang : Ningpo Mts. (Faber, 7, 1739!); Szechuen : 
Tcentosen, Mt. Uomisan (Hugh !); Hupeh : Ichang (A. Henry , 
2250!); Kwangtung: Canton (Sampson, 260!), Macao (da Silva !); 
Pakhoi (Playfair, 108 !); Hongkong (Harland ! Wilford , 48 ! 
O. Wright , 557 I Schottmueller , 449 !). Mus. Brit.; Herb. Kew, 
Throughout the world, in tropical and warm temperate 
regions. 

18. Cyperus Iria, Linn. Sp. PI. ed. 1, p. 45, ed. 2, p. 67, tab. 
Bheedei cit. excl.; Thunb. FI. Japan. p. 36; Kunth, Enum. PI. 
ii. p. 38; Fees, in Hook, et Am. Bot. Beechey's Voy. p. 223, et 
in Fov. Act. Fat. Cur. xix. Suppl. (1843) p. 70; Benth. FI. 
Hongk. p. 386; Boeck. in Linncea, xxxv. (1867-8) p. 595, et in 
Engl . Jahrb. vi. (1885) p. 51, Bretschn. Early Research m p. Ill; 
C. B. Clarke, in Hook.f. FI. Brit. Ind. vi. p. 606; Debeaux, FI. 
Tchef. p. 154, et in Act. Soc , Linn. Bordeaux, xxxiii, (1879) 
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p. 45 ; Franc ft. in Bull. Soc . Bot. de France, xxix. (1882) p. 12, 
in Mem. Soc. Sc. Nat. Gherb. xxiv. (18S4) p. 262, et FI. David, i. 
p. 317; Henriq. in Bol. Soc. Brotero, ii. p. 166; Diels , in Engl. 
Jahrb. xxix. (1901) p. 227; Falibin , FI. Korea?, iii. p. 19. 

Cyperus Santonici, J Rottb. Descr. et Ic. p. 41, t. 9. %. 1. 

Chihli : Peking (. Hance, 1147 pro parte!), Tientsin (Debeauce !); 
Shantung: Chefoo (Forbesl Debeaux\ Fauvell ); Kiangsu: Shang¬ 
hai {3Iaingay, 635!), Kiangnan (Staunton l ); Chekiang- : Kingpo 
Mts. (Faber*.), Chusau (Yuan !); Kiangsi (David \); Formosa 
(A. Henry , 731!); Hupeh (E. K. Wilson , 1657 a !), Icliang (A. 
Henry, 2161, 2770 !) ; Szechuen : Tclienkeoutin (Farges !); 
Yunnan: Tapintze ( Delavay , 17641); Kwangtung: Canton 
(Sampson, 259!), Macao (Yachell ! Meyen !), Liencliau ( Lamont !); 
Hongkong ( Wilford , 266! Kurland l); Corea (KalinotvsJcy ); 
Luchu Archipelago (Doderlein). Mus. Brit.; Herb. Kew. 
Through the warmer regions of the world—a weed in rice-fields. 

Yar. paniciformis, C. B. Clarke, in Hook.f. FI. Brit. Ind . vi. 
p. 607. 

Cyperus paniciformis, Franck, et Savat. FI. Jap. ii. pp. 103, 357. 
Cyperus parviflorus, Nees ! in Wight , Contrib. p. 87 (syn. omnibus excl.); 
FIoolc. et Am. Bot. Beecheifs Voy. p. 223; non VaftL 
Cyperus Iria, Thicaites ! Emm. FI. Zeyl. p. 344. 

Formosa (Campbell), Tamsui ( Oldham , 585!); Hupeh: Ichang 
(A. Henry, 302, 680 !), Suinlinglen (Faber !); Hongkong ( C . 
Wright , 359 ! Didricftsen, 3310 !). Mus. Brit.; Herb. Kew. 
Scattered from the Himalaya and Japan to Ceylon and Timor. 

19. Cyperus malaccensis, Lam . III. i. (1791) p. 146; Kuutft, 
Emtm. PL ii. p. 74; Boeck. in linncea, xxxv. (1867-8) p. 603, 
var. /3 excl.; C. B, Clarke, in Kook. f. FI. Brit . Ind. vi. 
p. 60S. __ 

Cyperus odoratus, Linn. Sp . FI. ed, 1, p. 46, ed. 2, p. 68, et herb, propr. 
partim. 

Cyperus spaniophyllus, Stead. Syn. FI Cyp. p, 21, 

Cyperus Fortunei, Steud. Syn. FI. Cyp. p. 21. 
j - Bkeede, Kort. Mai xii. p. 93, t. 50. 

/ China (Fortune, 7, 1004!); Kwangtung: Macao (herb. 
yBerol .!), Whampoa (Hance, 6193!); Luchu Archipelago 
(Biekins !). Mus. Brit.; Herb. Kew. 

Frequent in India, extending west to Persia, east to the 
Philippines and Hoxth Australia. 



158 . CTPEEACEJE. 


215 


20. Cyperus niveus, Betz. Obs. v. p. 12; Xu nth, Enum. PL ii. 
p. 45; Boeck. in Linncea, xxxv. (1867-8) p. 580 ; C. B. Clarke , 
in Rook. f. EL Brit . Ind. Vi. p. 601. 

Szechuen: Mount Omei {Faber, 1122!); Yunnan: Hokin 
(. JDelavay , 1758 !), Tienfang, 900 feet {A. Henry , 9511!). Herb. 
Kew. 

Throughout India and Burma, in turf. 

21. Cyperns nutans, Vdhl, Enum. ii. p. 368; Xunthf Enum. 
PL ii. p. 94; Boeck. in Linncea, xxxv. (1867-8) p. 597; 

Clarke, in Tiook.f. EL Brit . Incl . yi. p. 607. 

Cyperns Jacquini, Schrad. in Linncea, xi. (1887) Litt.-Bericht. p. 87; 
Fenzl , in Benksclir. Ahad . Wins. Wien, viii. (1854) p. 45,1.1. 

Yunnan : Mengtze, 4600 feet (ii. Henry , 9737!). Herb. Kew. 
In India common, extending east to Khasia and Assam. 

22. Cyperns pilosns, FhA7, Enum. ii. p. 354; Kunth, Enum . 
P7. ii. p. 80; Benth . PZ. Hongk. p.387; Boeck. in Linncea, 
xxxv. (1867-8) p. 598; (7. Clarke, in Hook. f. FL Brit . Ind . 
vi. p. 609; Diels, in Engl . Jahrb. xxix. (1901) p. 227. 

Cyperns marginellus, A T <e<?s, m Wight, Contrih. p. 83, eZ AToo^. et 
Am. Bot. Beechmjs Voy. p. 222; Kunth, Emm. PI. ii. p. 75. 

Cyperus suhalatus, Steud. Syn. PI. Cyp. p. 31. 

Cyperns paucifiorus, Steud. Syn. PL Cyp. p. 34. 

Cyperns piptolepis, Steud. Syn. PL Cyp. p. 40. 

China (Millettl); IItjpeh: Ichang(IZh;z^, 2358, 5019partim!); 
Yunnan : Szemao, 4000 feet (A. Henry , 13140!); Kwangtung : 
Macao ( Vachell , 681!), Canton ( Sampson , 8193!), Lofaushan 
( Ford !), Lienehau (. Lament !), "Whampoa ( Hance , 13138 !) ; 
Hongkong ( JJrgnhart ! C. Wright, 562 !). Mus. Brit.; Herb. 
Kew. 

Bare in Tropical Africa; abundant in India, Burma, and 
Malaya, extending to Japan, the Philippines, and Queensland. 

23. Cyperus procerus, Bottb. Descr. et Ic. p. 29, t. 5. fig. 3; 
Kunth, Enum . PL ii. p. 72 ; Hance, in Journ* Bot . xyi. (1878) 
p. 113; C. B. Clarke, in Hook.f. EL Brit . Ind. vi. p. 610. 

Cyperus amoyensis, Hance, in Ann. Sc. Nat. 5 me s5r. v. (1866) p. 249. 
Cyperus Heynei, Boech . in Lmncea, xxxv. (1867-8) p. 600. 

Cyperus puncticulatus, Trimen, Cat . Pl. Ceylon, p. 99, non Vahl. 
Pokien: Amoy {Hance, 1392 partim !); Kwangtung ( Samp¬ 
son !). Mus. Brit,; Herb. Kew. 
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Frequent in India; extending to Malay a and Queensland. 
This plant, from its red colour, is much mixed in the old 
herbaria with 0puncticulatus, Yahl, which never has a trifid 
style, and is a true Fycreus. 

Hance described his 0\ cmoyensis from his Amoy plant, 
Hanee 1392. Subsequently Hance put his n. 1392 on a plant 
which he received from India, which is not at all the same. 
Hance’s numbers refer to his numbered list—not to his 
collections. 

24. Cyperus radians, Nees et Meyen , ex Wees, 272 Linncea , ix. 
(1834) p. 285, et in Nov. Act . Nat. Cur . six. Suppl. i. (1843) 
p. 63 ; JBentli. FI. HongTc. p. 386; Beech, in Lhintva , xxxv. 
(1867-8) p. 515 ; Frcuich. hi Mem. Soc. Sc. Nat. Cherb. xxiv. 
(1S84) p. 261; G. B. Clarke , in Nook. f. FI. Brit. Ind. vi. 
p. 605; Henriy. in BoJ. Soc. Brotero, ii. (1883) p. 166. 

Cyperus radicals, Knnth , Fnum. PL ii. p. 95 (errore typogr*). 

Cyperus Cfriifithii, Stead. Syn. PL Gyp. p. 316: C. B. Clarke , Journ. 
Linn . Soc., Bot. xxi. (1884) p. 101; Pddl. in Journ. Straits\Branch Asiat . 
Soc. xxiii. (1891) p. 5. 

Cyperus macropus, Miq. FI. Ind. Bat., Suppl. pp. 260, 599, non Boeck . 
Cyperus sinensis, Bebeaiac, in Act. Soc . Linn. Bordeaux , xxxi. (1877) 
p. 14, t. 2 ; xxxviii. (1878) p. 30. 

Sha^ttoo- : Chefoo (Debeaux !) ; Kwakgtotg : Cape Syng- 
nnm (Meyen !), Macao (Hance, 10135 !), Pakhoi (Playfair, 84 !); 
PIo^gkosg (G. Wright , 5651). Mus. Brit.; Herb. Kew. 

Malay Peninsula and Islands. 

25. Cyperus radiatus, Yahl , Fnum. ii. p. 369; Kunth, Fnum. 
FI. ii. p. 71; Boeck. in Linncm , xxxvi. (1869-70) p. 317; Hance, 
in Journ. Bot. xvi. (1S7S) p. 113; C. B. Clarke, hi Hook.f. FI. 
Brit. Ind. vi. p. 617. 

Cyperus verticillatus, JRo.vb. Hart. Beng. p. 6, et FI. Ind . i. p. 206; 
Hook, et Am. Bot . Beechefs Voy. p. 222. 

Cyperus maerosciadion, Steud. Syn. PI. Gyp. p. 37. 

Formosa : Takow (A. Hennj, 1819!); Kwangttog- (Sampson, 
1460, 1617 ! Naumann !). Mus. Brit.; Herb. Kew. 

In tropic and subtropic regions of the world; common in 
Africa and India, less abundant in America. 

26. Cyperus rotundas, Linn. 8p. PI. ed. 2, p. 67, nec Linn . 
herb, propr .; Thunb. FI. Japan, p. 36; Lour. FI. Cochinch . ed. 
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Willd. p. 58; Kunih, Enum. PI. ii. p. 58 (C. bulboso, Yahl, sp. 
aliisque exch); BoecTc. in Linnma, xxxvi. (1869-70) p. 283; 
Bentk . PZ. Hong7c. p. 3S7 ; 0. P. GlarJce , in Hook. f. FI. Brit. 
Ind. vi. p. 615; Debeaux, PZ. Tchefou, p. 145, eZ 

Bordeaux, xxx. (1875) p. 65, et xxxiii. (1879) p. 45; 
Franck, in Hem. Soc. Sc. Hat. Oherb. xxiv. (1884) p. 262, et PI. 
David, i. p. 817; Henrig. in Bolet. Soc. Broter. ii. (1883) 
p. 166; Diels , in Fngl. Jakrb. xxix. (1901) p. 227. 

Cyperus hexastachyus, Rottb. Descr. et Ic. p. 28,1.14. fig. 2 \ Hook. et 
Am. Bot. Beechers Voy. p. 272 [neque Nees, in Nov. Act. Nat . Cur. xix. 
Suppl. i. (1848) p. 60]. 

Cyperus odoratus, Osbeck , Voy. ed. Forst. ii. p. 342; Bretschn. Early 
Research, p. Ill (oderatus), non Linn. 

Cyperus lsevissimus, Steud. Cyp. p. 32. 

China. (Staunton ! Hance , 1247!); Chihli: Tientsin (De- 
beaux !); Shantung: Cbefoo (Debeaux \ Fo?'bes, 1247!); North 
Central China : Hukiascien (Hugh !) ; Kiangsu : Shanghai 
(Maingay, 640, 763!); Chekiang: Ningpo (Faber, 223!); 
Kiangsi (David !); Formosa (Sioinkoe ! A. Henry , 1014, 1035, 
1165!), Tarasui (Oldham, 583!), Takow (A. Henry , 1774!); 
Hupeh: Ichang (A. Henry , 214!); Yunnan: Tapintze (De- 
lavay , 405!); Kwangtung : Macao (G-audichaud, 140!), Canton 
(Sampson, 262!), Pakhoi (Playfair, 208!); Hongkong (Har- 
land ! 0. Wright, 560 partim! 561 in herb. Kew! Lament, 
833!); Hainan (A. Henry, 8240!); Luchu Archipelago 
(Beechey !). Mug. Brit.; Herb. Kew. 

In all tropical and warm temperate countries, most abundant; 
of sedges the worst pest in rice-fields. 

27. Cyperus stolonifer, Betz . Ohs. iy. p. 10; Boeclc. in Linnma, 
xxxv. (1867-8) p. 489 (syn. Q. tuberoso et var. (i excl.); O. B . 
Clarke, in HooJc.f FI. Brit. Ind. vi. p. 615. 

Cyperus littoralis, R. Br. Prodr. p. 216. 

Cyperus tuberosus, Bojer , Hort. Maurit. p. 379; Kunth, Enum. PI ii. 
p. 50, non Rottb. 

Cyperus rotundus, “ partim,’* Kunth, Enum. PI. ii. p. 59; Boeck. in 
Linnma , xxxvi. (1869-70) p. 284, non Linn. 

Cyperus bulboso-stoloniferus, Steud. in ZolL Verz. Ind. Archip. ii, p. 62, 
et Cyp. p. 18. 

Cyperus conjunctus, Steud. Cyp. p. 18. 

Cyperus arenarius, Hance , in Ann , Sc. Nat 4 me sSr. xviii, (1862) p. 233, 
in Obs., non Retz. 

LINN. JOTTRN.—BOT ANT , VOL. XXXVT. Q 
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Pokier : Amoy {Hance !); Formosa: Takow (Playfair, 1151 
A. Henry , 1957!); Kwangtung : Macao (. Hcmce, 1386!). Mus. 
Brit.; Herb. Kew. 

Mauritius, India, Malaya, Tropical Australia. 

28. Cyperus subfuscus, Bebeaux, in Act . Soc. Linn. Bordeaux , 
xxxi. (1877) t. 8, et xxxii. (1878) p. 80; Branch, in Mem. Soc. 8c. 
Hat Gherb. xxiv. (1884) p. 262. 

Cyperus fuscus, Tar. chinensis, Bebeaux , 1. c. xxxii. (1878) p. 30. 
Shantung (Staunton !); Chefoo {Debeaux). Mus. Brit. 

No type of tbis critical species bas been seen; Staunton’s 
example is referred here by comparison with Debeaux’s figure. 

29. Cyperus tegetiformis, Boxb. Hort Beng. p. 6; Kunth, 
Emm. PL ii. p. 56 ; Hance, in Journ . Bot. xvii. (1879) p. 102 ; 
Dyer, in Journ . Bot. xviii. (1880) p. 224; C. B. Clarke , in 
Hook.f. FL Brit. Ind. vi. p. 612. 

Cyperus malaeeensis, var. /3. brevifolia, Boeck. in Linncea, xxxv. 
(1867-8) p. 604, syn. excl. 

Formosa ( Hosie , 3! A . Henry, 790, 1129 !) ; Szechuen 
{Swinloe) ; Kwangtung : Macao ( Hornemann , 103 !), Wham¬ 
poa {Hance, 6193, 1392 partim! nec 1392 in Amoy lecta); 
Kwangsi (Wenyon !). Mus. Brit.; Herb. Kew. 

Extends from India to Japan. 

Is used extensively for making mats; in Formosa, fide Hosie, 
cultivated for that purpose. 

30. Cyperus truucatus, Turcz.l in Bull Soc. Mosc . (1838) 
p. 103 (nomen nudum), et FL Baical-Dalmr. ii. pars i. p. 245 : 
Maxim. Prim. FL Amur. p. 297; Boeck. in Jinnee a, xxxv. 
(1867-8) p. 604, non A. Rich. 

Shinklng: Moukden {James, 6, 7!); Chekiang: Ningpo 
Mountains {Faber, 84 !). Herb. Kew. ^ 

Dahuria, Amurland, Japan. 

Yar. b. orthostachya, C. B, Clarke . 

Cyperus ortbostaebyus, Branch . et Sav. PI. Jap . ii. pp. 106, 539. 
Cyperus fimbriatus, Franck et Sav . PI. Jap. ii. p. 107; Miquell MS., 
non Fees (an Miq. in Ann. Mus. Bot. Lugd.-Bat. ii. p. 142 ?). 

Hupeh ; Iehang {A. Henry , 5019!). Herb. Kew. 

Japan* 
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31. Cyperus tuberosus, Bottl . JDescr. et Ic . p. 28, t. 7. fig. 1; 

Kunth , Enum . P£. ii. p. 50, pro parva parte ; Boeck . in Linncea, 
xxxvi. (1869-70) p. 285 partim; <7. B. Clarice, in Hook, f, FL 
Brit . vi. p. 616. 

Cyperus rotundas, Benth. Fl. Austral . vii. p. 279, pro magna parte. 
Cyperus tenuifiorus, Roxb. Hort. Beng. p. 5, et FL Ind . i. p. 199, nee 
Rottb . 

Cyperus Betzii, 17m, in Wight, Contrib. p. 82; Kunth, Enum . PI. ii. 
p. 73. 

Foemosa: Taaow (.4. Henry , 778! 1037!). Mus. Brit.; 
Herb. Kew. 

Tropical Africa, India, and Australia. 

This species is so bardly separable from tall forms of (7. ro- 
tundus that the very copious synonymy which has been accumu¬ 
lated is not here cited. The Formosa examples match very 
closely the Indian C. teyiuiflorus, Boxb. 

32. Cyperus uncinatus, Poir. in Lam. Eneyc . vii. (1806) 
p. 247; Kunth , Enum . FL ii. p. 21 ; Boeclc. in Linncea , xxxv. 
(1867-8) p. 502. 

Cyperus cuspidatus, H.B. K. Nov . et Sp. i. p. 204; Kunth, Enum. 

FL ii. p. 22 ; Boeck. in Linncea, xxxv. (1867-8) p. 496; C. B. Clarke, in 
Hook./. FL Brit. Ind. vi. p. 598. 

Cyperus castaneus, Miq. FL Ind . Bat. iii. p. 261; Hanee, in Journ. 
Linn . Soc., Bot. xiii, (1873) p. 130, vix Willd. 

Cyperus solutus, Steud. Cyp. p. 14. 

Yuotan : Szemao, 5000 feet ( A . Henry , 13390!) ; Kwang- 
oetrsra: Macao {Lay I), Canton {Bods !), Whampoa {Hance, 
7461!). Mus. Brit.; Herb. Kew. 

In the tropics and warm temperate regions of Asia, Africa, 
and America. A common rice-field w r eed and on moist banks. 
To this is closely allied the true C . castaneus, Willd., a very 
much rarer species. 

33. Cyperus Zollingeri, Steud . in Zoll . Verz. Ind . Archip. ii. 
(1854) p. 62 ; Boeck . in Linncea , xxxvi. (1869-70) p. 352 ; C . B . 
Clarke, in Hook. f. FL Brit. Ind . vi. p. 613. 

Cyperus bracteatus, Steud . Cyp. p. 19. 

Cyperus hexastachyus, Nees, in Nov . Acad* Nat . C«r. xix. SuppL 

i. (1843) p. 60. 

Cyperus tenuiculmis, Boeck* in Linncea, xxxvi. (1869-70) p. 286, nee 
Boeck. in Flora, lxii. (1879) p. 554. 

q 2 
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Oyperus Wightii, Ranee , in Journ. Bot. xvi. (1878) p. 14, noil Nees. 

Oyperus liiciclulus, C. B, Clarke , in Journ, Linn, Soc. } Bot. xxi. (1884) 
p. 99, et xxv. (1889) p. 80; nec Klein, nec Kunth. 

Yunnan : Szemao, 5000 feet (A. Henry , 12186!); Kwang- 
tung : Macao (Abel !), Whampoa {Ranee, 19480!); Hongkong 
(O'. Wright, 560 partim !). Mus. Brit.; Herb. Hew. 

In Tropical Africa and in India plentiful; extending to Luzon 
and to Queensland. 

1. Mariscus albescens, Gaud . in Freycinet, Voy . (1826) p. 415; 
C. B. Clarke, in Hook. f. FL Brit . Ind. vi. p. 623. 

Oyperus stuppeus, Forst.f. Ins. Austral Prodr. p. 89. 

Oyperus pennatus, Lam. III. i. (1791) p. 144; Kunth , Fnum. Pi, ii. 
p. 80; Benth. FI. Rongk. p. 387; Ranee , in Journ . Linn. Soc., Bot. xiii. 
(1873) p. 131; Renriq . in Bolet. Soc. Broter. ii. (1883) p. 166. 

Oyperus caneseens, Vahl, Bnum. ii. p. 355, syn. Rheede excl.; Boeck. 
in Limits a, xxxvi. (1869-70) p. 340; Fees, in Nov. Act. Nat . Cur. xix. 
Suppl. i. (1843) p. 61; Rook, et Am. Bot. Beecheifs Voy. p. 222. 

Oyperus bromoides, Vachell, ex Nees, l. c. 

China ( Gaudiehaud , 42 !); Formosa (A. Henry , 763, 783, 
1032!), Takow ( Playfair , 107 ! A. Henry, 1007!); Kwaxg- 
tung : Macao ( Vachell, 67 !) ; Hongkong (Harlandl C. Wright, 
563 ! Seemann, 556). Mus. Brit.; Herb. Kew. 

South-east Asia, Tropical Australia, Polynesia, Sandwich 
Isles. 

2. Mariscus eyperinus, Vahl, Fnum. ii. p. 377; Nees, in Hook . 
et Am. Bot. Beechey's Voy. p. 223 ; 0. B. Clarke , in Hoolc.f FL 
Brit. Ind. vi. p. 621. 

Kyllinga cyperina, Betz. Qbs. vi. (1791) p. 21. 

Oyperus umbellatus, Benth. FL Rongk. p. 386, non Roxh. 

Formosa ( Oldham , 584! A. Henry, 1118!), Takow (A. Henry, 
1700!); Yunnan : Hsenkai (A. Henry, 9563 !) ; Kwangtung : 
Macao {Vachell, 73 a l Calleryl); Hongkong ((7. Wright , 566! 
Hance , 1244! Lamont, 831 !). Mus. Brit.; Herb. Kew. 

A common Malay and Polynesian plant, extending to Japan 
and Kamtsekatka. 

This ie species ” (as JY. philippensis and numerous others) is 
united with H. 8ieherianus by Bentham under the name Cyperns 
umbellatus, for which an older name is Mariscus biglumis , 
G-aertn. Fruct. ii. (1788) p. 12. t. 2. fig. 8. 
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3. Mariscus microcephalus, Brest, Bel. Haenh . i. p. 182; C. B. 
Clarice, in So oh. f. FI. Brit. Ind. vi. p. 624. 

Mariscus dilutus, Nees, in Wight , Contrib. p. 90. 

Cyperus giganteus, Boeck. in Flora , xlii. (1859) pp. 443, 496. 

Cyperus compactus, Bets. Obs. v. p. 10, fide auctorum. 

Cyperus dilutus, Vahl, Enum, ii. p. 357; Nees, in Nov. Act. Nat. Cur . 
xix. Suppl. i. (1843) p. 65; Kunth, Enum. PI. ii. p. 92. 

Cyperus septatus, Steud . Cyp. p. 46. 

Kwa^gtujsg- : Canton (Sampson, 1612 ! lib. Hance , 1367!); 
Lofaushan (Ford !). Mus. Brit.; Herb. Kevv. 

Common in India and Malaya, extending to Mascarenia. 

4. Mariscus pMlippensis, Steud. Cyp. p. 66, char, penitus 
mutato. 

Mariscus umbellatus. Bred. Bel. Haenk. i. p. 181. 

Cyperus cylindrostachys (partim), Boeck. in Linntea xxxvi. (1869-70) 
p. 383. 

Hainan (A. Henry, 8 !). Herb. Kew. 

Philippine Islands. 

See observation above under M. cyper inns. The Hainan plant 
of A. Henry closely matches at all events the Philippine type of 
Steudel. 

5. Mariscus Sieberianus, Nees, in Linnoea , ix. (1834) p. 286; 
<7. B. Clarice , in Hooh.f. FI. Brit. Ind. vi. p. 622. 

Mariscus umbellatus, Vahl, Enum. ii. p. 376, pro parte; Kunth , Enum. 
PI. ii. p. 118, pro majore parte. 

Mariscus cyperinus, Presl, in Oken , Ids, xxi. (1828) p. 270; Nees, in 
Nov. Act. Nat. Cur. xix. Suppl. i. (1843) p. 71, var. a et partim var. /3; 
Hook, et Am. Bot. Beechey’s Voy. p. 272. 

Scirpus cyperoides, Linn. Mant. p. 181, et herb, propr.! 

KyHinga umbellata, Boxb. FI. Ind. i. p. 182. 

Cyperus umbellatus, Miq. in Ann. Mus. Bot. Lugd.-Bai. ii. (1865-8) 
p. 142. 

Cyperus ovuJaris, Boeck, in Lhmcea, xxxvi. (1869-70) p. 383, var. a 
partim, in Engl. Jahrb. vi. (1885) p. 51, nec Torrey. 

Cyperus cylindrostachyus, Boeck. in Linncea, xxxvi. (1869-70) p. 383, 
pro magna parte. 

Cyperus Sieberianus, Diels, in Engl. Jahrb. xxix. (1901) p. 227. 

Chih ±(Meyerbl); Chekiang : HingpoMountains(Jh5er,225!); 
Formosa: Tamsui(A. Henry , 1456 !); Hupeh (A. Henry , 1330 !), 
Patung (F. H. Wilson , 1657!); Szechuek : Tchenkeoutin 
(Farges !); Ytokan : Tapintze (Delavay, 1773!), Mengtze 
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(A. Henry, 18726!), Iehatong (Delavay, 414 bis!); Hongkong 
(Lament !) ; Luchtj Abchipelago (Beechey ! Boderlein !). 
Mus. Brit.; Herb. Kew. 

Throughout all tropical and subtropical regions ; both general 
and abundant in South-east Asia. 

1. Torulinixtm confertum, Ham. Prodr . Ind. Oce. p. 15. 

Torulinium ferox, Kunth, Enum. PI. ii. p. 90 in citat. 

Cyperus odoratus, Linn. 8p. PL ed. 1, p. 46, quoad tab. Sloan, citatam 
neque ultra, nee Sp. PL ed. 2, p. 68, neque herb, propr.; Vahl, Enum. ii. 
p. 356 partim; Kunth, Emm. PL ii. p. 67; Boeck. in Linncea, xxxvi, 
(1869-70) p. 407. 

Cyperus ferax, Rich, in Act. Soc. Hist. Eat. Pans , i. (1792) p. 106 
Kunth, Enum. PL ii. p. 89; Boeck. in Linncea, xxxvi. (1869-70) p. 399. 

Cyperus ferox, Vahl, Enum. ii. p. 357, pro parte. 

Cyperus fiexuosus, Vahl, Enum. ii. p. 359. 

Cyperus densidorus, G. E. W. Meyer , El. Esseq. p. 34; Nees, in Nov. 
Act. Nat. Cur. xix. Suppl. i. (1843) p. 67, quoad syn. citat.; Kunth, 
Enum. PI. ii. p. 104. 

Cyperus auriculatus, Nees, in Nov. Act. Nat. Cur. xix. Suppl. i. (1843) 
p. 67; Kunth, Enum . PL ii. p. 83 ; Boeck. in Linncea, xxxvi. (1869-70) 
p. 354. 

Cyperus lomentaceus, Nees et Meyen, in Nov. Act. Nat. Cur. xix. Supply' 
i. (1843) p. 60; Kunth, Enum. PI. ii. p. 83. 

Cyperus multiceps, Hook, et Am. Bot. Beechey’s Voy. p. 100; Kunth. 
Emm. PL ii. p. 102. 

Cyperus Prescottianus, Hook, et Am. Bot. Beechey’s Voy. p. 100; 
Kunth , Enum. PL ii. p. 102. 

Cyperus strigosus, Hook, et Am. Bot. Beechey’s Voy. p. 99 ; Kunth, 
Enum. PL ii. p. 88 partim; non Linn. 

Papyrus odoratus, Willd . in Abhandl. Akad. Berlin (1812), p. 73, 
partim. 

Mariscus Pohlianus, Nees , in Mart. EL Bras. ii. pars i. p. 50. 

Mariscus ferax, C. B. Clarke, in Hook. EL Brit Ind. vi. p. 624. 

Diclidiuni ferox, Schrader, ex Nees, in Mart. EL Bras. ii. pars i. 
p. 54. 

Pobmosa : Takow (A . Henry , 716, 729!). Mus. Brit.; Herb. 
Kew. 

Throughout the Tropics. Abundant in the New World, 
where it extends to Buenos Ayres. Besides the synonyms 
above cited, I have sixty-three others, several of which have been 
accepted as species by Kunth, many by Boeckeler. The con¬ 
fusion arose with Linnseus; his C, odoratus was founded on two 
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plants *—Pycreus polystachyus , Beauv., mixed with Oyperns 
malaccensis , Lam. The specific name of L. C. Rich, “ferase” 
was early improved (?) by authors into “ ferooe? 

1. Kyllinga brevifolia, Bottb . Descr . et Ic . p. 13, t. 4. fig. 3 ; 
Boecfa in Linncea , xxxv. (1867-8) p. 424; <7. JB. Clarke , m 
Hook./ FL Brit . Ind. vi. p. 588; in H. 0 . Forbes, Eastern 
Archip . p. 521; Diels, in Engl. JaJirb . xxix. (1901) p. 228; 
Falibin, FI. Korece , iii. p. 20. 

Kyllinga triceps, Thunb. FL Japon. p. 35, non 
Kyllinga sororia, Kuntk , Enum. FL ii. p. 131. 

Kyllinga gracilis, Kunth, Enum. PL ii. p. 134. 

Schoenus coloratus, *Sjp. PZ. ed. 1, p. 64, et herb, propr.! 

Scirpus glomeratus, Linn. Sp . P/. ed. 1, p. 52 ; Osbech , ea: JBretschn . 
Research, p. Ill ? 

North Central China: Tcentosen, Mt. Momisan {Hugh !); 
Hukiascien {Hugh !) ; Eormosa ( Oldham , 249 ! 588 in hb. Kew ! 
587 in hb. Mus. Brit.!), Apes’ Hill ( Flayfair, 281!); Hupeh: 
Ichang (A Henry , 2908, 3644, 3985, 4268, 7375!); Sze- 
chuen : Tehenkeoutin {Farges !); Yunnan : Kichau {Delavay, 
4035 !), Tchenfongchang (Belavay !), Mosoyn {Delavay, 1772!), 
Mengtze, 5000 feet ( A . Henry , 10728 !); Kwangtung : Can¬ 
ton {Yvan !), Macao {Gallery !); Hongkong {Lament, 835! 
O. Wright , 567 partim!); Corea ( Oldham , 906!); Luchu 
Archipelago (<7. Wright , 359!). Mus. Brit.; Herb. Kew. 

Throughout the world, in tropical and warm temperate 
regions. 

2. Kyllinga cylindrica, in Wight, Contrib . p. 91; BoecJc. 

in Linncea, xxxv. (1867-8) p. 415 ; (7. P. Clarke , £» Hook.f. FL 
Brit . vi. p. 588. 

Yunnan : Mengtze, 4600 feet (^4. Henry , 10966!). Herb. Kew, 
Scattered in the tropical and subtropical regions of the Old 
World, from West Africa to New South Wales. Represented 
in the New World by K. odor at a, Vahl, hardly separable as a 
species. 

3. Kyllinga intermedia, B . Br. Prodr . p. 219; Kmth , Enum. 
FL ii. p. 138; Benth . PV. Austral . vii. p. 251. 

Kyllinga brevifolia, JBoeck. MS. in Amalia Dietrich , Exskc. n. 717. 
Australia. 
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Tar. /3. oligostacliya, C. B. Clarke. 

Kyllinga oligostachya, Boeck. in Linncea , xxxv. (1867-8) p. 407. 
Kyllinga monocephala, Seem. FL Vit, p. 318, pro majore parte. 
Bormosa: Takow, Apes’ Hill (A. Henry , 1012, A, B !)* 
Herb. Kew. 

Biji. 

This species is perhaps, as Boeckeler sometimes thought, only 
a small-headed var. of X brevifolia , Bottb. 

• 

4, Kyllinga melanosperma, Nees, in Wight, Vontrib , p. 91; 
Kimth , Enum. P2. ii. p. 181; Boeck . m Linncea , xxxv. (1867-8) 
p. 419 : (7. B. Clarke , Xoo7^. /. X/. JfoJ. vi. p. 588. 

Kyllinga fuscescens, Boeck, in Linncea , xxxv. (1867-8) p. 421 partim. 
Kyllinga vaginata, Steud, in Zoll. Verz. Ind. Archvp. ii. p, 63, var. fi 
inch 

TtrsrarAK 1 : Mengtze, 4600 feet (A. Henry , 10164!), Tapintze 
(J Delavay, 1747!). Herb. Kew. 

Scattered in the tropic and subtropic regions of the Old World, 
from Central and South Africa to Java. 

5. Kyllinga monocephala, Bottb, Descr. et Ie, p. 13, t. 4. fig. 4; 
Kunth , Emm.. PL ii. p. 129; Benth, FI. Hongk. p. 388 partim ; 
Debeaus , FI, Beliefou, p. 146 ?; Franck, in Mem. Soc. Sc. Mat. 
Gherb . xxiv. (1884) p. 262 ?; Boeck. in Linncea , xxxv. (1867-81 
p. 427 ; in Engl. Jakrb. vi. (1885) p. 51; Bidl. in H, O. Forbes , 
Eastern Archip. p. 521 \ C. B, Clarke, in Hook. f. FI. Brit. Ind. 
vi. p. 588. 

Kyllinga triceps, Linn.f. Suppl. p. 104 partim j non Bottb. 

Kyllinga brevifolia, Moritzi f Verz . Zoll. Pf. p. 95. 

Kyllinga sororia, Miq. FI. Ind . Bat. iii. p. 293 partim; non Kunth. 
Kyllinga gracilis, Steud. in Zoll, Vers. Ind. Archip. ii. p. 63, non 
Kunth 

Kyllinga mindorensis, Steud. Cyp. p. 67. 

Kyllinga intermedia, Seem, in Bonplandia , ix. (1861) p. 261, non B. Br. 
Kyllinga monocephala, var, subtriceps, Kunth , Enum, PI. ii. p. 129. 
Sehoenus niveus, Linn. Syst. Veget. ed. Murray , xiii. p. 81. 

Scirpus cephalotes, Jacq. Port Vindob. i. p. 42, t. 97. 

Thryocephalon nemoiaie, J. B. et G. Forst. Gen. PL p. 130, t, 65. 
N N£Jyperus leueocephalus, Hassk, PL Jav. Bar. p. 87, non Bets. 

: fej |n^ a P e (A* Henry , 1329 !) Kwatottoo : 
Macao (^J§^o77! tPate !), Pakhoi ( Playfair , 202 !); Hoira- 
Koyo (C. Wright , 567 partim!); Kwatosi ( Wenyon !); Hat^tak 
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(A. Henry, 30!); Luchu Aechipelago (Doderleinl). Mus. 
Brit.; Herb. Kew. 

Throughout the Old World, iu tropic and subtropic regions* 
especially near the sea. 

6. Eyllinga triceps, Rottb . Descr . et Ic. p. 14, t. 4. fig. 6, tab. 
Bheedei excl.; Linn, f Suppl. p. 104 partira ; Kunth, Knum. 
PI ii. p. 133, saltern pro majore parte; BoeckAn Linncea , xxxy. 
(1867-8) p. 413, var. ft excl.; C. B. Clarke , in Hook.f. FL Brit . 
In cl. vi. p. 587. 

Kyllinga nana, Nees, in Hook, et Am. Bot. Beecliey's Toy. p. 224 ; 
Kunth , Bnum. PI. ii. p. 13S. 

Kyllinga monocepliala, Nees, in Wight , Conirib. p. 191, in Hook, et 
Am. Bot. Beechey's Voy. p. 224; non Rottb. 

Kwangtung : Macao ( Vaehell , 72, a , 5!). Herb. Kew. 

In tropical and subtropical regions o£ the Old World, from 
Senegambia to China and Australia. 

1. Eleocharis acicularis, B. Br. Prodr . p. 224 in nota; 
Kunth , JEnum. PL ii. p. 141; Q. B. Clarke , m Hook.f. FL Brit . 
vi. p. 628. 

Eleocharis Cksetaria, Hance, Journ. Bot. xvii. (1878) p. 112, non 

Roem. et Schult. 

Scirpus acicularis, Linn. Bp. PL ed. 1, p. 48, ed. 2, p. 71, partim neque 
in hb. propr.; Branch. in Mem, Soc. Sc. Nat. Cherb. xxiv, (1884) 
p. 262. 

Heleocharis acicularis, Koch , Syn. FI. Germ. ed. 2, p. 853 ; Boeck. in 
Linncea, xxxvi. (1869-70) p. 431; Diels , in Engl. Jahrb. xxix. (1901) 

p. 228. 

Elaeocbiiris acicularis, Ledeb. FL Ross. iv. p. 243 ; Maxim. Prim. FL 
Amur. p. 298* 

Ghaetocyperus costulatus, Nees et Meyen , in Nov. Act. Nat . Car. xix. 
Suppl i. (1843) p. 96. 

Chsetocyperus Limnocharis, Nees, in Hook. Journ. Bot . ii. (1840) 
p. 397; Hook, et Am. Bot. Beechey's Voy. p. 272. 

Shantung: Chefoo (Fauvell); Kiangsu: Shanghai ( Main - 
gay, 633!); Chekiang: Ningpo Mountains (Faber, 71!); Boe- 
mosa: Takow (A. Henry , 1839!); Hupeh (A, Henry , 7367!); 
Ichang ( A . Henry , 2368 !) ; Yunnan : Mosoyn ( Delavay, 811!): 
Kanhaytze (Delavay, 4803!); Kwangtung: Canton (Hance, 
7883!) ; Cobea : Chusan (Wilford, 443!) ; Iuchu Abchipeeago 
(O. Wright, 357 I). Mus. Brit.; Herb. Kew. 
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Throughout Europe and North Asia, extending southward only 
in China. Extends in America throughout the continent. 

2. Eleocharis afflata, Steiid. in Zoll. Verz. Ind. Archip . ii. 
(1854) p. 62, et Gyp. p. 76 ; G. B . Clarke, in Hook.f. FL Brit . 
Ind . vi. p. 629. 

Eleocharis pellucida, Fred, Fel. Baenk. i. p. 196 ; Kunth, Enum . PI. 
ii. p. 152, e descript. 

Eleochtiris suhprolifera, Steud. in Zoll. Verz, Ind. Archip. ii. p. 62, et 
Gyp. p. 80. 

Scirpus afflatus, Benth. FI. Hongk. p. 394. 

Seirpns attenuatus, Franch. et Savat. PL Jap. ii. pp. 110, 543. 
Heleochaiis ochrostachys, Boeck. in Linncea, xxxvi. (1869-70) p. 452, 
non Eleocharis ochrostachys, Steud. 

Heleochaiis chlorocarpa, Boeck. in Flora , lxi. (1878) p. 34. 

Heleocharis Kuntzei, Boeck. in Cyp. Force, i. (1888) p. 14. 

Heleochaiis afflata, Faces, in Blanco, FI. Philipp. Append. 1880, p. 307; 
Diels, in Engl. Jahrb. xxix. (1901) p. 228. 

Heleocharis acicularis, var. japonica, Diels, in Engl. Jahrb. xxix. (1901) 

p. 228? 

Chekiang: Ningpo Mountains (Faber, 1518!); Szechuen : 
Teentosen, Mt. Uomisan (Hugh !); Htjpeh: Ichang (A. Henry , 
3644! 4295! 7786 !) ; Yunnan : Tchenfongchang (Delavay !), 
Ontohay ( Delavay , 40S !); Kwangtung : Canton (Sampson !) ; 
Hongkong (Wilford, 273! Harland , 543! G. Wright , 594! 
O. Kuntze, 3561!). Mus. Brit.; Herb. Kew. 

Abundant in East Bengal and in Japan. The specific name 
“pellucida ” is older, but less certain, than afflata. 

3. Eleocharis atropurpurea, Kunth , Enum. PL ii. p. 151; G. B. 
Clarke, in Hook. f. FI. Brit . Ind. vi. p. 627. 

Scirpus atropurpureus, Betz. Ohs. v. p. 14. 

Isolepis atropurpurea, Boem. et Schult. Sgst. ii. p. 106, et Mant. p. 61: 
Kunth, Emm. PI. ii. p. 190. 

Eleogenus atropurpureus, Fees, in Wight, Contrib. p. 113. 

Heleocharis atropurpurea, Koch, Syn. FL Germ. ed. n. p. 853; Boeck, 
in Linncea, xxxvi. (1869-70) p. 458, var. y excl. 

Szechuen : Teentosen, Mt. Uomisan (Hugh !); Kwangtung : 
Macao (Lay I). Mus. Brit. 

Throughout the world, in tropical and warm temperate 
climates. 
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4. Eleocharis capitata, B. Br. Prodr. p. 225; Kunth, Enum. 
PL ii. p. 150, syn. quibusdam excl.; C. B. Clarke, in Hook, f 
FL Brit. Ind. vi. p. 627. 

Eleocharis setaeea, B. Br. Prodr . p. 225, nee y. 224. 

Scirpus capitatus, Xmw. A5. propr., partim; Benth. FL Hongk. p. 394. 
Eleogenus capitatus, Nees, in Wight , Contnb. p. 112, 

Heleocliaris capitata, Boeck. in Linncea , xxxvi (1869-70) p. 461. 
Formosa (A. Henry , 1042 !), Takow ( Playfair , 134! 
Henry, 704!); Hongkong (C. Wright , 5931). Mas. Brit.; 
Herb. Kew. 

Throughout the world in tropical and warm regions, more 
abundant in America; not yet seen from Europe. 

5. Eleocharis fistulosa, Link , JhArS, iii. (1820) p. 78; Kunth , 

Enrnn . PZ. ii, p. 155; (7. E. Clarke, in Hook.f. FL Brit , vi, 

p. 626. 

Eleocharis acutangula et E. media, Schultes , in Boem. et Schult. Syst. 
ii. p. 91. 

Scirpus fistulosus, PoZr. in Lam. Encycl. vi. p. 749. 

Limnochloa acutangula ei L. media, Aees arc Wight, Contrih. p. 114. 
Heleocharis fistulosa, Boeck . in Linncea , xxxvi. (1869-70) p. 472 (syn. 
et exemplis Amer. excl. P); Dae/s, m JE%Z. xxix, (1901) p. 228. 

Hujpeh: Ichang ( A . Henry , 4102, 4102 A!). Mus. Brit.; 
Herb. Kew. 

In the tropic and subtropic regions of the Old World ; abun¬ 
dant in India. The representative common American species is 
E . mutata , B. Br., which is united with E.fistulosa hy Boeckeler, 
not without reason. 

6. Eleocharis palustris, B. Br. Prodr. p. 224 in nota; Bunge , 
Enum. PI. China Bor . p. 68; Kunth , Fnurn. PI. ii. p. 147; Nees , 
m* Aba. 2V<zf. O&r. xix. Sup pi. i. (1843) p. 96; Beg el, FL 
Ussur. p. 244; C. B. Clarke , in Hook . f. FL Brit. Ind. vi. 

p. 628. 

Eleocharis urdglumis, Schultes, in Boem. et Schult . ii. Mant. 

pp. 88, 539. 

Eleocharis pileata, A. Gray l in Mem. Amer. Acad. n. s. vi. (1858-9) 
p. 417 in nota. 

Scirpus palustris, Linn. Sp. PL ed. 1, p. 47, ed. 2, p. 70 partim; Franch. 
in Mem. Soc . Sc. Nat Cherh. xxiv. (1884) y. 262, et PL David, i. p. 317. 

Scirpus uniglumis, Link, Jahrh. iii. p, 77; Franch. in Mem. Soe. Sc. 
Nat. Cherh . xxiv. (1884) p. 262, et PL David, i. p. 818. 
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Scirpus pileatus, Franch. et Sav. j Emm. PI. Jajp . ii. p. 110. 

Scirpus kamtschaticus, C. A. Meyer , in Mem. Sav. Mr. Petersb. i. 
(1831) p. 198,1.1. 

Heleocliaris palustris, Lindl. Syn. Brit. FL p. 280; Boech. in Linncea , 
xxxvi. (1869-70) p, 466, exemplis 3-stigmatosis excl. 

Chihli : Jebol (Davids 1910, 2712 !), Peking ( Bretschneider, 
S65 !); Shantung : Chefoo ( Faiwel !); Hupeh : Patung (M H. 
Wilson , 1645 !), 6700 feet ( E . H. Wilson , 1845 a !); Szechuen : 
Tehenkegutin, 4500 feet (Faryes, 4185 !); Yunnan: 5000 feet 
(J. Anderson !), Mengtze, 4500 feet {A. BenryJlQBffi !), Kan- 
haytze, 9500 feet (Lelavay, 2182 !), Tapintze (. Delavay , 244,416, 
912!). Mus. Brit.; Herb. Kew. 

Throngbont the world, except South-east Asia and Australia. 
Tbe Australian plants referred to E. palustris by Boeckeler have 
tie style 3-fid; cf. Bentb. PL Austral, vii. pp. 294-296. Tbe 
bigb-level Yunnan E. palustris is a frontier of tbe species. 

7. Eleocharis plantaginea, B. Br. Prodr . p. 224 in nota; 
Bunge , PL Chin . Bor. p. 68; Kimth , Enum. PL ii. p. 158 ; 
C. B. Clarice , in PLoolc. f FI. Brit. Ind. vi. p. 625. 

Scirpus plantaginoides, Rottb. Descr. et Ic. p. 45,1.15, fig. 2. 

Scirpus plantagineus, Rets. Obs. v. p. 14; Fiance, in Journ . Linn. Soc. y 
Bvt. xiii. (1873) p. 131. 

Limnockloa plantaginea et L. tumida, Nees, in Wight , Contrib. p. 114. 
Heleocbaris plantaginea, Boech. in Linncea , xxxvi. (1869-70) p. 474, 
descr. et exemplis Americanis excl.; Diels, in Engl. Jahrb. xxix. (1901) 

p. 228. 

Pokien : Amoy (Bance !) ; Pobmosa : Takow (A. Henry , 
7341); Hupeh : Icbang (A. Henry, 4247 !) ; Yunnan: Mosoyn 
(Delavay, 4075 !); Hongkong (j Ranee, 1391! Lamont , 8601). 
Mus. Brit.; Herb. Kew. 

In the Old "World, from Angola to Japan and Piji; common 
in India. Tbe representative species in America is E . inter- 
stincta, B, Br. 

8. Eleocbaris tetraquetra, Nees, in Wight , Contrib . p. 113 > 
C. B. Clarke , in Hook . /. FI. Brit . Ind. vi. p. 630; Palihin , FL 
Korem, iii. p. 19. 

Eleocbaris erytbrocblamys, Miq. FI. Ind. Bat. iii. p. 300. 

Scirpus Wichurai, Franch . et Sav. PI. Jap . ii. p, 544, non Boech. 
Scirpus hakonensis et S. Onaei, Franch . et Sav. PI. Jap. ii. pp. 110, 
111, 544. 
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Scirpus petasatus, Maxim, in Bull. Soc. Mosc. liv. (1879) p. 64. 
Heleocharis tetraquetra, Boeck. in Linncea , xxxvi. (1869-70) p. 447 ; 
DzVs, Jahrb. xxix. (1901) p. 229. 

Heleocharis Wiehurai, Boeck . Linncect, xxxvi. (1869-70) p. 448. 

Heleocharis alta, Boeck . Cz/p. Novce, i. (1888) p. 17. 

China (^4. Henry, 2298 !) ; Chekiang : Hingpo Mts. {Bober, 
238!); Hupeh : Ichang {A. Henry , 4232 !). Mus. Brit.; Herb. 
Kew. 

Frequent in the Himalayas, from 1500 to 11,000 feet altitude, 
extending thence to Japan and Hew South Vales. The species 
is strongly defined by the long-fimbriate, not merely bristly, 
hypogynons setse ; but, in its great range, it varies much in size 
and in the size of its heads ; whence its copious synonymy. 

9. Eleocharis tuberosa, Schultes , in Boem . et Schult. Syst. 
ii. Mant. p. 86 ; Mig. FI. Ind . Bat . iii. p. 302; Debeaux, in Act . 
Soc. Linn . Bordeaux , xxx. (1S75) p. 66 {cf. Thozet, ‘Hoots and 
Tubers of Queensland,’ 1866). 

Eleocharis plantaginea, yar., Nees, in Wight, Contrib. p. 114. 

Scirpus tuberosus, Roxb. FI . Corom. iii. p. 25, t. 231, et FI. Ind. i. 
p. 210; Hance, in Ann. Sc. Nat . 5 me ser. y. (1866) p. 249., 

Scirpus plantagineus, Franck FI. David, i. p. 318. 

Cyperus duleis ?, Rumph. Amb. y. 6 , p. 7, t. 3. fig. 1. 

Hippuris indica, Lour. FI. Cochinch, p, 16, fide syn. eitati. 

Chihli : Peking, culta {Bretschneider, 797 ! David\ 109 !) ; 
Kiangsu: Shanghai, culta {Debeaux); Chekiang.* HingpoMts. 
{Faber, 1688); Kwangtung : Whampoa {Hance, 10142 !). Mus. 
Brit.; Herb. Kew. 

Both Hees and Pranchet regard this important Chinese food- 
plant as only a cultivated form of F. plantaginea. The authentic 
example of Bretschneider has neither fiower-heads nor rhizome. 
The plant, from China, cultivated at Buitenzorg (MiquePs 
tuberosa ?) is gigantic, the culms more than 3 feet high, more 
than | in. in diam., the spike §-3 in. thick; but nothing is known 
about its tubers. 

10 . Eleocharis variegata, Kunth , Fnum, FI. ii. p. 153. 

In Mascarenia. 

Yar. /3. laxiflora, Ridley, in Journ * Straits Br. Asiat . Soc. n. 23 
(1891) p. 14; C. B. Clarke , in Hook. f. FI. Brit. Ind. vi. 

p. 626. 
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Eleocharis ? spiralis, hb. Hance. 

Scirpus laxiflorus, Thwaites, Enum . FI, Zeyl. p. 435; Fiance, in Joum. 
Linn . Soc ., Bot. xiii. (1873) p. 131. 

Heleocharis Grseffeana, Boeck. in Flora , Iviii. (1875) p. 109. 
Hongkong- (Sampson in hb. Hance , 13333!). Mus. Brit. 
Herb. Hew. 

In Asia, common, from Bengal and Ceylon to Hongkong 
and Samoa in W. Polynesia; nor can I distinguish the Central- 
Ameri&m'Scirpus plicarrhachis , Griseb. 


1 . Fimbristylis Actinoschcenus, 0 . B. Clarice , m Hook. f. FI. 
Brit , Ind . tL p. 650. 

Arthrostylis filiformia, Thw. Enum. Pl. Zeyl. p. 352; Boeck. in 
Linrnea, xxxvii. (1873) p. 524. 

Actinoschcenus filiformis, Benth. in Hook. Ic. FI. xiv, p. 33,1.1346. 
Ceylon. 

Var. chinensis, C. B. Clarke , in Hook. f. FI. Brit. Ind. vi. 
p. 651. 

Arthrostylis chinensis, Benth. FI. Hongk . p. 397; Hance , in Joum. 
Linn. Soc., Bot » xiii. (1873) p. 133; cf. Hance , in Joum . Poi. vii. (1869) 

p. 63. 

•Actinoschoeni sp., Benth. in Hook. Ic. FI. xiv. p. 33. 

Hoitgkostg {C. Wright , 599! Hance , 7493! Lamont, 867!). 
Mus. Brit.; Herb. Hew. 

This variety occurs also in Perak. 

2 . Fimbristylis acuminata, Vahl, Enum. ii. p. 285; Krnth , 
Emm. FI. ii. p. 221; Benth. FI. Hongk. p. 391; Henriq. in 
Bolet. Soc. Broter. ii. (1883) p. 167; Boeck . in Linncea , xxxvii. 
(1871) p. 3, var. /3 excl.; C. B. Clarke , m Hook, f. FL Brit. Ind. 
vi. p. 631. 

Fimbristylis acicnlaris, B. Br . P? o< 2 r. p. 226. 

Scirpus acuminate, Poz>. Encyc. Suppl. v. p. 100, non Muhl. 
Ho^gko^g (Hance !). Mus. Brit.; Herb. Hew. 

From the North-west Himalaya to Singapore, Malaya, and 
New South Wales. 

3. Fimbristylis aestivalis, Vahl, Emm. ii. p. 288; Hunth, 
Enum. FI. ii. p. 225; Benth. FI. Hongk . p. 392; Boeck. in 
Linneea, xxxvii. (1871) p. 11 ; C. B. Clarke , in Hook.f. FI. Brit. 
Ind. vi. p. 637. 
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Fimbristylis laxa, Regel, FI Ussur. p. 245, non VaM. 

Fimbristylis leiocarpa, Maxim. Prim. FI. Amur. p. 301, non Miq. 
Scirpus sestivalis, Retz. Obs. iv. p. 12. 

Formosa ( Oldham , 591!); Kwangtung : Canton ( Sampson . 
942 ! 0. Wright, 582 ! Ford, 32!); Hongkong (Wilfordl Eance , 
1090!); Hainan ( Swinhoe ). Mus. Brit.; Herb. Kew. 

Eastern Asia and Australia; from Nepaul and Amurland to 
Victoria and Viti. The representative species in Brazil, F. limosa , 
Kunth, may be esteemed a geographic form only of F. aestivalis. 

4. Fimbristylis complanata, Link, Hort. Berol. i. (1827) 
p. 292 ; Kunth, Fnum. PI. ii. p. 228 ; Eance, in Journ. Linn. 
Soc., Bot . xiii. (1873) p. 132; FLenriq. in Bolet. Soc. Broter. ii. 
(1883) p. 167 ; Branch. in Mem. Soc. Sc. Fat. Cherbourg, xxiv* 
(1884) p. 263 ; C. B. Clarke, in Hook.f. FI. Brit. Ind. vi. p. 646 ; 
Diels, in Engl. Jahrb. xxix. (1901) p. 229. 

Fimbristylis autumnalis, var. a, Boeck. in Linncect, xxxvii. (1871* 

p. 88. 

Fimbristylis amblyphylla, St end. Cyp. p. 116, pi. in Obs. exel. 
Fimbristylis quinquangularis, Munro , in Seem. Bot. Voy. ‘Herald,* 
p. 422, non Kunth. 

Scirpus complanatus, Retz. Obs. v. p. 14. 

Scirpus anceps, Willd. Ges. Naturf. Fr. Berl. Mag. ii. (1808) p. 287 
t. 8. fig. 2. 

Tricbelostylis complanata, Fees, in Wight , Contrib. p. 103, et in Fov~ 
Act. Fat. Cur. xix. Suppl. i. (1843) p. 84. 

Shantung: Chefoo (Fauvell Schottmueller, 331!), ChefooMts. 
(Faber, 69 !); Kiangsu : Shanghai (Fabei\ 235 !); Chekiang : 
Mngpo (Faber, 376!); Formosa : Takow (A. Henry, 772!) ^ 
Hupeh : Ichang (A. Henry, 4311!); Yunnan : Mosoyn (Dela- 
vay, 1779, 4552!): Kwangtung: Macao (da Silva l), Canton 
(Hance, 7483!). Mus. Brit.; Herb. Ivew. 

Common in all warm regions. 

Var. Kraussiana, C. B. Clarke, in Hook. f. FI. Brit. Ind. vi. 
p. 646. 

Fimbristylis Kraussiana, Krauss, in Flora , xxviii. (1845) p. 757; 
Hochst. MS. 

Fimbristylis conneetens, Thiv. Bnum. PL ZeyL p. 349. 

Shantung (Maingay, 175!); Kiangsu: Shanghai (Maingay, 
693!); Kwangtung: Canton (Sampson, 462 partim!). Mus, 
Brit.; Herb. Kew. 

Both in Africa and South-east Asia. 
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Yar. microcarpa, C, B. Clarke , in JSook, f. FI, Brit . Ind. n, 
p. 646. 

Fimbristylis microcarpa, F. Muell. Fragm . P^?/t Austral, i. p. 200, 

Fimbristylis tenera, Boeck. in Flora , lviii. (1875) p. Ill, yar. exel. ; 
non Room. &t Schult. 

Fimbristylis sp., a F. autnmnali vix distinguenda, P. Muell. Fraym^ 
Fhyt. Austral, ix. p. 11. 

Kwajstgtijkg-: Canton {Sampson, 462 partim); Hotojcobt® 
(. Hance , 7488 !). Mus. Brit.; Herb. Kew. 

In South-east Asia and Tropical Australia. 

F. complanata, as here understood, is common nearly through¬ 
out tlie warmer regions of the World, not, however, extending to 
Europe or the Mediterranean Begion. The two varieties pass 
into the main species, so that no separate areas can be define! 
for them. In China, the series graduates from the stout form 
(A. Henry, 4311) down to the delicate Australian F. microcarpa 
admitted as a species by Bentham, which, again, Boeckeler re¬ 
gards as inseparable from the F, autumnalis, Linn., abundant in 
America. 


5. Fimbristylis cymosa, R. Br, Prodr. p. 228; XuntJi,MmiK 
PI ii. p. 244; Xees, in Hook, et Am, JBot . JBeechey’s Voy. p. 98s 
Benih. FI, Austral, yii. p. 818. 

Fimbristylis glomerata, Boeck. in Linnaa , xxxvii. (1871) p. 47, 
partim. 

Fimbristylis multifolia, Boeck. in Linncea xxxviii. (1874) p. 397. 

Scirpus cymosus, Lam. Ill, i. p. 141. 

Luchu Aechipelago (C. Wright, 858 !). Herb. Kew. 

Common in Polynesia, extending from the Sandwich Isles to 
Tropical Australia and Java. 

Boeckeler first placed this plant as identical with the suV 
capitate form of F, spathacea , Both; and three years later, 
forgetting this, reconstituted it as a species under a new name. 


6. Fimbristylis cyperoides, R. Br. Prodr. p. 228; Xmfh, 
Fnum, PI ii. p. 244 ; C, B. Clarke , in Kook, f. FI, Brit ImL 
yi. p. 650, 

Gussonea cyperoides, Brest , Rel, Haenk . i. p. 183, t. 38. 

In warm Australia and the Carolines. 
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Yar. cinnamometorum, C. JB. Clarke, in Hook./. FL Frit. hid. 
vi. p. 650. 

Fimbristylis cinnamonietorum, Kunth, Emm. PI, ii. p, 229 ; Boech . 
in linnrnt, xxxvii. (1871) p. 85. 

Scirpus cmnamometorimi, Vahl, Enum. ii. p. 278. 

HwANGTirNG: Canton (Sampson, 462!), Mas. Brit. 5 Herb. 
Kew. 

This variety occurs in Ceylon, the mountains of South India, 
and in Pegu. 

7. Fimbristylis dichotoma, Vahl, Enum. ii. p. 287; Kunth , 
Enum. PI. ii. p. 225 ; Boech. in Zinncea , xxxvii. (1871) p. 12, 
varr. /3, y, syn. Boyeniana et exemplis Amerieanis exel.; C. B. 
Clarke, in Kook. f. FL Brit. Ind. vi. p. 635 ; Hance, in Journ . 
Bot. xvii. (1878) p. 112. 

Fimbristylis pallescens, Fees, in Wight, Cotitrib. p. 101. 

Scirpus dichotomus, Linn. Sj). PL ed. 1 , p. 50; ed. 2, p. 74. 
Shantung (. Haingaiy, 176 !); North Central China. : Hu- 
kiascien (Hugh !); Szechuen : Icentosen, Mt. Uomisan (Hugh !) ; 
Yunnan: Tali (Delavay, 4753!); Kwangtung: Macao (Gallery, 
379 !) ; Hongkong (Lamont !) ; Kwangsi (Wenyon !). Mas. 
Brit.; Herb. Kew. 

An annual weed throughout the warmer parts of the Old 
World, from South Europe and the Cape of Good Hope to 
New South Wales. Abundant in India; little collected in 
China. 

8 / Fimbristylis diphylla, Vahl, Enmn. ii. p. 289; Nees, in 
Nov. Act. Hat. Cur. xix. Suppl. i. (1843) p. 81; Benth . FI. 
Hongk. p. 392; Henriqr. in BoUt. Soc. Broter, ii. (1883) p. 166 ; 
C. B. Clarke , in Hook, f FL Brit . Ind. vi. p. 636; Diels, in 
Engl . Jahrb. xxix. (1901) p. 229. 

Fimbristylis laxa, Vahl, Emm . ii. (1806) p. 292; Kunth, Emm. FL 
ii. p. 232. 

Fimbristylis pilosa, Presl, Bel. Haenh . i. p. 191, et auetoium plur., non 
Vahl. 

Fimbristylis tomentosa, Vahl, Enum . ii. p. 290; Nees, in Nov . Act. 
Nat. Cur. xix. Suppl. i. (1843) p, 81, et in Book . et Am. Bot, Beechers 
Toy. p. 225; Debeaux, FL Tchefou, p. 150; Franck in Mem . Soc. Sc. 
Nat. Chert, xxiv. (1884) p. 264. 

Fimbristylis depauperata, B. Br. Prodr. p. 227. 
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Fimbristylis ovalis, Nees, in Wight , Contrib . p. 98; Hance , in Journ. 
Bot, xvii. (1879) p. 16. 

Fimbristylis podocarpa, Nees !, in Wight, Contrib. p. 98 partim, in Nov. 
Act Nat. Cur. xix. Suppl. i. (1843) p. 77, var. /3 et a partim nee y, in 
Hook, et Am. Bot. Beechey's Voy. p. 225 partim; Benth. FI. Hongk. 
p. 391; non F. podocarpa, C. B. Clarke, in Hook. f. FI. Brit. Ind. vi, 
p. 638. 

Fimbristylis communis, Kunth, Fnum. FI. ii. p. 234, syn. quibusdam 
excl,; Franck, in Mem. Soc. Be. Nat Cherb, xxiv. (1884) p. 264. 

Fimbristylis polymorpha, Boeck .! in Vidensk. Meddel. Kjoeb , (1869) 
pp. 141, 158, et in Linncea , xxxvii. (1871) p. 14, syn. paucis excl. 

Seirpus dipbyllus, Betz. Obs . v. p. 15. 

Scirpus dichotomus, Linn. Sp. FI. ed. 1, p. 50, quoad exempl. Zey- 
lanicum u typicum,” e Tinmen, in Journ. Linn. Soc., Bot xxiv. (1888) 
p. 135. 

Chihli : Peking ( Bretschneider , 862 !); Shantung ( Maingay , 
176 !), Cbefoo (Schottmueller, 352 !), Chefoo Mts. {Faber, 285!, 
Forbes, 289, 390!) ; Kiangsu : Shanghai {Maingay, 641, 642 !, 
Faber , 234!); Kiangsi : Kiukiang {Miss Reid , 57!); Formosa: 
(A. Henry, 786 A, 788, 789, 1040, 1101!), Takow {A. Henry , 
1148 !); Hupeh : {A. Henry, 4248 !), Iehang {A. Henry, 2248, 
2296, 4251!); Yunnan : Tchenfongchan (j belavay !), Tapintze 
{Delavay, 401, 1765, 4821!); Kwangtung {Forbes, 182, 186, 
187, 189!), Canton {Sa?npson, 269!), Macao {Abel !); South 
China {Hance, 1260! JDidrichsen, 3197!); Hongkong- ( Wilford, 
2781 Hance, 7482! C. Wright , 585, 587, 588!). Mus. Brit.; 
Herb. Kew. 

Common in all warm countries throughout the world; the 
most widespread and one of the most abundant of Cyperacese. 

The range of forms here supposed to be included under F. di- 
phylla is rather narrower than that included by Knnth or by 
Boeckeler, who gave the species a new name {communis, Kunth, 
or polymorpha, Boeck.) to indicate that their species bad wider 
limits than F. diphylla, VahL In the narrower sense here 
understood, tbe species has 140 names besides those above cited. 
The variation in development and in hairiness is very great. 
The stems and leaves are sometimes stout and rigid, the umbel 
with 50-100 spikelets, sometimes almost capillary with only one 
spikelet or very few (=var. leptophylla , Benth. FI. Hongk, 
p. 392). Tne colour of the spikelets is usually a ferruginous 
brown, sometimes nearly black. Tbe common form is glabrous 
or nearly so; but a hairy form (=var. tomentosa, Benth, FI. 
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Hongk. p. 392) is common in Malay, frequent in China. Finally 
the spikelets are sometimes clustered subcapitate, as in Delavay 
1765! 

9. Fimbristylis dipsacea, Benth. et Hook. f. Gen. PI. iii. 
(1883) p. 1019 ; C. B. Clarice, in Hook . f PL Brit. Ini. vi. 
p. 635. 

Seirpus dipsaceus, Rottb . Descr . et Ic. p. 56, t. 12. fig. 1; Boeck. in 
Linnaa , xxxvi. (1869-70) p. 736. 

' Echinolytrum dipsaceum, Besv. in Journ. Bot. i. (1808) p. 21,1.1. 

Isolepis dipsacea, Roem. et Schult. Syst. ii. p. 119; Kimth, Emim. PL 
ii. p. 205. 

Isolepis vemicifera, Maxim. Prim. FI. Amur. p. 300. 

Yunnan (J. Anderson l); Kwangttjng : Canton (Lament \). 
Mus. Brit. 

A common Indian weed, extending to the Philippines and 
Amurland; received also lately from the Congo. 

10 . Fimbristylis Eragrostis, Hance , in Journ. Linn. SocBot. 
xiii. (1873) p. 132. 

Fimbristylis quinquangularis, Munro , in Seem. Voy. ( Herald p. 422. 
Abildgaardia Eragrostis, Nees, in Wight , Contrib. p. 95, et in Hook, et 
Am. Bot. Beechey's Voy. p. 224; Eunth, Enum. PI. ii. p. 249; Benth 
FI. Hongk. p. 390; Boeck. in Linncea, xxxvii. (1871) p. 55 partim. 

Chekiang: Mt. Pakwan {Hance, 7482!); Formosa {Camp¬ 
bell)*, Kwangtttng {Ford, 190, 191, 192!), Lofanshan ( Ford , 
126, 131!), Cape Syngmun {Meyenl), Macao ( Gaudichaudl), 
Whampoa {Bidrichsen !), Canton (Wiclmra , 1708 1); Hongkong 
{C. Wright , 573, 586, 588 ! Seemann, 224 partim !). Mus. Brit. ; 
Herb. Kew. 

Also received from Tonkin. 

11. Fimbristylis ferruginea, Vahl , Enum. ii. (1806) p. 291 ; 
Hook, et Am. Bot. Beechey's Voy. p. 312 ; Benth. FI. Hongk. 
p. 391; Boeck. in Linncea , xxxvii. (1871) p. 16; C. B. Clarke , in 
Hook.f. FI. Brit. Ind. vi. p. 638. 

Fimbristylis arvensis, Vahl, Enwm. ii. p. 291; Kunth , Emm. PI. ii 
p. 237, 

Fimbristylis tristachya, R. Br. Prodr. p. 226; Nees, in Nov. Act Nat. 
Cur. xix. Suppl. i (1843) p. 76. 

Seirpus f'errugineus, Linn. Sp. PL ed. 1, p, 50; ed. 2, p, 74. 

Seirpus arvensis, Retz. Obs. iv. p. 11. 

e2 
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Formosa (A . Henry, 712, 733, 773!), Takow (A. Henry, 
1066 !); Kwangtijng : Pakhoi ( Playfair, 206 !) ; Hongkong 
(Rarlmid , 679! Hance, 1260 partim! 7481!). Mus. Brit.; 
Herb. Kew. 

Common in all warm countries, especially near the sea. 

The numbers of Hance are not the field-numbers of the col¬ 
lectors, but the list number of his own herbarium (as are the 
numbers cited mostly by European and by “ British 55 botanists); 
they are therefore sometimes made up of several distinct collec¬ 
tions, and misleading. 

12. Fimbristylis Fordii, C. B. Clarice, n. sp. 

Annua, debilis, fere glabra. Culmi csespitosi, 4-8 uucias longi, 
2-4-spieuligeri. Folia pauca, subsetacea, culmum superantia. 
TJmbella simplex; radii usque ad If unc. longi; bractese usque 
ad 1 une. longse. Spicules f-§ unc. longse, lineari-lanceolatse. 
Glumes acuminates, mucronatse. Stylus 2-fidus. Hux obovoidea, 
straminea, in utraque facie longitudinaliter 9-striata, et (prse- 
sertim in lateribus apiceque) valide tuberculata. 

Kwangtitng : Lofaushan ( Ford, 132 !). Herb. Kew. 

Hext Fgracilenta , Hance; but the nut is different, resembling 
-somewhat that of F\ polytrichoides. 

13. Fimbristylis fusca, Benth. et Hook.f. Gen. FI. iii. (1883) 
p. 1048 ; G. B. Clarice, in Hook. f. FI. Brit. Ind. vi. p. 649, 

Fimbristylis cimiamometoruni, Hance, in Journ. Linn. Soc., Bot. xiii. 
(1873) p. 132, non Kunth ; cf. Benth. FI. Austral, vii. p. 318, in nota. 

Fimbristylis Kampkoveneri, Boeck. in Engl. Jahrb. v. (1884) p. 505. 

Gussonea paucifiora, Brongn. in JDuperrey, Voy . 1 CoquUle ,’ pars 2 
(1829) p. 171, t, 34 B. 

Sckoenus puberulus, G. A. Meyer, in Mem. Sav. Etr. Petersb. i. (1831) 
p. 196,1.1; Kunth, Enum. PL ii. p. 337. 

Ahildgaardia fusca, Nees, in Wight, Contrib. p. 95; Benth. FI Hongk. 
p. 390; Boeck. in Linncea, xxxvii. (1871) p. 54. 

Ahildgaardia paucifiora, Kunth, Enum. Pi. ii. p. 249. 

Bhynchospora ? anomala, Steud. in Zoll. Vert:. Pfl. Ind. Archip. ii. 
p. 61, et Gyp. p. 149. 

Isolepis longispica, Steud. Gxjp. p. 104. 

Kwangtijng: Canton, Vest Fiver {Hance, 13111 in herb. 
Paris! foliis perbrevibus); Hongkong (01 Wright, 574! Hance, 
356!). Mus. Brit.; Herb. Kew. 

A Malay species extending to Bengal and Canton. 
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Tar. cantoniensis, n. var., G. B. Clarke; foliis culmo fere 
sequilongis; bracteis 2, inferiore iniorescentia aequilonga, plana, 
suberecta, apice subito an gust at a. 

Fimbristylis fiilvescens, Hance, in Journ. Bot. xvi. (1878) p. 112, non 
Thioaites. 

Kwangtuxg : Canton, Pakwan {Sampson in hb. Hance , 13111!). 
Mus. Brit.; Herb. Kew. 

The bracts in this plant of Sampson’s are very like those 
of F. fulvescens , Thwaites, and I can find no similar ones in 
F.fusca , which has very short setaceous bracts. 

14 Fimbristylis globulosa, Kunth , Fnum . FI. ii. p. 231 ; 
Boeck . in Linncea , xxxvii. (1871) p. 45; C. B. Clarke , in Hook . 
f. FI. Brit . Ind. vi. p. 644. 

Scirpns globulosus, Betz. Obs. vi. p. 19. 

Trichelostylis globulosa, Nees, in Wight , Contrib . p. 105. 

Kiangsu : Shanghai ( Mahigay, 692 ! in hb. Kew, 693! in hb. 
Calcutta) ; Kiangsi : Kiukiang {Shearer !) ; Szechttek : Mt. 
Omei, alt. 3000 feet {Faber , 1134!). Herb. Kew. 

Common in India and Malaya. 

Yar. /3. Torresiana, C. B. Clarke , in Hook . /. FI. Brit . JSk?. 
vi. p. 645. 

Fimbristylis Torresiana, Gaudieh . m Freycinet, Voy. p. 413; Kunth, 
Fnum. Bl. ii. p. 231. 

Lxrcnu Archipelago {Maximowicz !). Herb. Kew. 

This variety is also known from Bengal, Japan, Marianne 
Isles. 

15. Fimbristylis gracilenta, Hanee, in Journ . Bot. vi. (1868) 
p. 89. 

Kwangtung : Whampoa ( Hance , 13227 !), Canton {Sampson, 
919). Mus. Brit. 

Also from Tonkin ( Balansa , 2786 !). 

The stem often carries 10-12 spikelets in a loose compound 
umbel; the spikelets are very slender and the nut smooth; in 
all these points differing from F. Fordiu 

16. Fimbristylis Henryi, G. B. Clarke , n. sp. 

Fere glabra. Culmi annui, dense csespitosi, 6 uncias longi. 
Folia plura eulmos cum inflorescentia superantia, ^ unc. lata. 
JJmbellm bis ter composites, c. 20-stachyas, rigidss; bracteas 
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inflorescentiam superantes, foliis similes. Spicules A unc. longs?, 
anguste oblongse, teretes, lucide albo-virides. Glumes apice ad~ 
modum acuminate, mueronatse. Stylus persistens, basi bulbosus, 
nuce longior, glaber; rami 2, stylo xnulto breviores. Nucc 
angustius obovoidea, levis, luteo-brunea; striae longitudinales 
numerosse, pertenues, subobsoletse. 

Hupeh : Iebang {A. Henry, 2774 !); Noeth Centbal China : 
Hansunfu, Mt. Leansan {Hugh !). Mus. Brit.; Herb. Kew. 

This species resembles bright examples of F. dichotoma ; the 
nut wants the 5-7 strong longitudinal furrows on each face of 
F. dichotoma . 

17. Fimbristylis insignis, Thivaites, Emm. PI. Zeyl . p. 349 ; 
Hance, in Journ . Linn. SocBot. xiii. (1873) p. 132 (syn. Tri- 
chelostylis n. 20 herb. Hook. f. et T. Thoms, excl.); 0. JB. 
Clarice , in Hook. f. FI. Brit . Ind. vi. p. 645. 

Fimbristylis Thwaitesii, Boeck. in Linn act, xxxvii. (1871) p. 34. 

Fimbristylis amblyphylla, Steud. Cyp. p. 116, quoad plantain in obs. 
descriptam. 

Kwangtung: Canton {Hance, 9858 !), Pakwan {Sampson. 
9858!). Mus. Brit.; Herb. Kew. 

* Also in Ceylon, Madras, Tonkin, Borneo. 

18. Fimbristylis kwantungensis, C. B. Clarke , n. sp. 

Fere glabra. Cuhni c. 8 uncias longi, graciles, dense csespitosi. 
Folia plura, fa unc. lata, cum ^ parte culmi subaequilonga. 
JJmbella semel eomposita, laxa, c. 12-stachya; radii 4-7 r 
bractese |-| unc. longge, subsetacese. Spiculce | unc. longas, 
anguste laneeolatse, laete brunese. Glumes eiliptico-lanceolatse, 
caudato-acuminatse. Stylus tenuis, glaber, basi pyramidalis; 
rami 3. Nu$ parvula, cum parte glumse sequilonga, oblongo- 
ellipsoidea, rotundo-trigona, lutea brunescens, levis, apicem 
versus plus minus tuberculosa, leviter striata et transversim 
lineata. 

Kwangttjng {Ford, 198 !). Herb. Kew. 

This species is allied to F. quin qu angular is, and more closely 
to F. debilis, F. Mueller, from North Australia. 

19. Fimbristylis leptoclada, Benth FI. Hongk. p. 393, nec 
Benth. FI. Austral, vii. p. 314; C. B. Clarke, in Hook. f. FI. 
Brit. Ind. vi. p. 647. 
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Fimbristylis retusa, Thwaites , J Enum. PL Zeyl . p. 349; Boeck. in Lin - 
nma, xxxxii, (1871) p. 46; Hance, in Journ. Bot. xvi. (1878) p. 112. 
Fimbristylis micrantha, Boeck. 1. c. 

Kwangtfng : Macao (Gallery !), Whampoa, (Hance, 99 251); 
Hongkong (G. Wright, 579!). Mus. Brit.; Herb. Kew. 
Received also from Ceylon, Malacca, Borneo. 

Bentliam made a new sp. F. leptoclada in the * Flora Austra- 
liensis/ forgetting that he had already used the name for a 
Chinese plant. 

20. Fimbristylis longispica, Steud. Gyp. p. 118 : 0 . B. Glarke, 
in Hook.f. FI. Brit . Ind. vi. p. 639. 

Fimbristylis Buergeri, Miq . in Ann. Mus. Bot. Lugd.-Bat. ii. (1865-6) 
p, 144; J DebeaiLV, FL Tchefou, p. 149. 

Fimbristylis spadicea, var. major, Boeck . in Linncea, xxxvii. (1871) 

p. 20. 

Fimbristylis Bidrichseni, Boeck. in Engl. Jahrb. v. (1884) p. 505, 
var. ]3. excl. 

China ( Rome !); Shantung : Chefoo ( Debeauos ); KrANGsr: 
Woosung (. Didrichsen , 3000 !); Ytjnnan : Tapintze (Delavay, 
1757!); Hongkong (Faber, 2211). Herb. Kew. 

From Malacca to Japan. 

This species differs little from F. subbispicata , Nees, but by 
having more spikelets on the culm; while strong examples 
hardly differ from the common American F. spadicea, Vahl. 

21. Fimbristylis miliacea, Vahl, Fnum. ii. (1806) p. 287; 
Knnth, Fnum . PZ.ii. p. 230; Benth . FI. Hongk . p. 393 ; BoeeJc. in 
Linncea, xxxvii. (1871) p. 43, et in Engl . Bot . Jahrb , vi. (1885) 
p. 51; Debeaux, FI. Tchefou, p. 151; Bretschn . Farly Research . 
p. 181; Henriq . in Bold. Boo. Bvoter, ii. (1883) p. 167 ; Franch . 
in Menu Soc. Sc. Bat. Gherb. xxiv. (1884) p. 263, et PI . David . 
i. p. 318; G. B. Glarke, in Hook . /I JFZ. Brit . vi. p. 644; 
DZ<eZs, m JEtoyZ. Bot . Jahrb. xxix. (1901) p. 229. 

Scirpus miliaceus, Thunb. FL Jap. p. 37 ; Burm. f. FL Ind. p. 22, 
t. 9. fig, 2, non Linn. herb, propr. 

Trichelostylis miliacea, Nees, in Wight, Contrib. p. 103, et in Book, et 
Am. Bot . Beecfieys Voy. p. 226, et in Nov. Act . Aa£. Cur. xix. Suppl. i. 
(1843) p. 84, et in Seem . Ifc£. Foy. ( Herald} p. 222. 

North Central China : Hansunfu, Mt. Leansan (Hugh !); 
Kiangsu: Shanghai ( Maingay , 423 partim! 435); Chekiang: 
Ningpo Mts. (Faber, 232!), Chusan (Yvanl); Kiangsi: Eiu- 
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kiang (. Forbes,, 193 !); Fokien : Amoy ( Ranee, 1393 !); For¬ 
mosa (Oldham !), South Cape ( A . Henry, 249 !), Takow ( A . Henry, 
786, 786 B, 1113 !); Htjpeh : Ichang (A. Henry, 4147, 4297, 
7785 !); Szechuen (Faber, 1171!), Teentosen, Mt. TJomisan 
(Hugh !); Yunnan: Tchenfougchan (Helavay, 5114!); Kwang- 
tung (Tate !), Cape Syngmun (Meyen !), Whampoa (Hance, 
1393!), Canton (Sampson, 272! Hance, 1393!), Pakhoi (Play¬ 
fair, 122J) ; Hongkong (Wilford, 368! C. Wright , 584! Hance, 
1393 !) ; Luchu Archipelago (JDoderlein !).. Mus* Brit. ; 
Herb. Kew. 

In rice-fields, in all warm parts of the world; abundant in 
India, Malaya, China. 

22. Fimbristylis monostachya, Hassle . PI. Jav . Bar. p. 61; 
Hance, in Journ. Linn. Soc., Bot. xiii. (1873) p. 132 \ C. B. 
Clarice, in Hoolc.f FI. Brit . Ind. vi. p. 649. 

Oyperus monostachyus, Linn. Mant. p. 180, et in herb, propr.! 

Abildgaardia monostachya, Vahl, Enum. ii. p. 296; Kunth, Enum . PL 
ii. p. 247; Benth. FI. Hongh. p. 389; Boeck. in Linnaa, xxxvii. (1871) 
p. 53; Hennq. in Bolet. Soc. Broter. ii. (1883) p. 166. 

Abildgaardia compressa, Presl, Bel. Haenk. i. p. 179; Nees, in Nov. 
Act. Nat. Cur. six. Suppl. i. (1843) pp. 74, 75. 

^ Abildgaardia Kottboelliana, Nees , in Wight , Contrib. p. 95, et in Hooh . 

Am. Bot . Beechey's Voy. p. 272. 

Formosa ( Oldham, 593 ! Playfair, 41! A. Henry, 732, 759!), 
Takow (A. Henry, 1029 !) ; Yunnan : Tapintze (JDelavay, 403!) ; 
Kwangtung : Macao (da Silva ! Gallery !) ; Luchu Archi¬ 
pelago (Beechey ! JDoderlein !). Mus. Brit.; Herb. Kew. 

Common through the tropical and warmer parts of the world. 

23. Fimbristylis nigro-brunnea, Thwaites, Enum. PI. Zeyl . 
p. 434; C. B. Clarice, in Hoolc.f. FI. Brit . Ind. vi. p. 648. 

Fimbristylis subtetrastachya, Boech . in Linncea, xxxvii. (1871) p. 50. 

Fimbristylis pycnostachya, Hancein Journ. Bot. xv. (1877) p. 338. 

Abildgaardia Eragrostis, Boech. in Linncea, xxxvii. (1871) p. 55, pro 
parte, vix Nees. 

Trichelostylis sp. n. 20, herb. Ind. Or. Hooh. f. et T. Thoms. 

Yunnan : Tali (JDelavay, 414!). 

Originally described from Ceylon and South Madras, this 
species is abundant in Horth-east Bengal, extending to Muney- 
poor, Cambodia, Yunnan and the Nicobars. The Yunnan ex¬ 
ample is the Khasi form F. subtetrastachya, Boeck. This species 
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is difficult to separate from F. Eragrostis , Hance, affording one 
more instance of the uncertain foothold afforded by the phylio- 
taxis of leaves or glumes as a character to stand upon 

24. Fimbristylis nutans, Vahl , Emm . ii. p. 285 ; Kunth , 
Enum. PL ii. p. 221; Benth . EL Hough . p. 891; Boech. in 
Linncea, xxxvii. (1871) p. *5; C. B. Clarke , in Hook. /. F7. Brit. 
Ind, vi. p. 682. 

Seirpus nutans, Betz. Obs. iv. p. 12. 

Kwatotuko : Canton (Sampson, 1161); Hongkong (Har- 
landl 0. Wright , 575, 576! Hance , 1259! Didrichsen , 8272!). 
Mus. Brit.; Herb. Kew. 

Southern India, Malaya, Australia to Hew South Wales- 

25. Fimbristylis podocarpa, Hook.f. ex C. B. Clarke , in Hook, 
f. EL Brit . Zfld. vi. p. 638; Nees, in Wight , Qontrib . p. 98 
partim (char, emend.), et in Hook. et Am. Bot. Beecheij s Yog . 
p. 225 partim, in Nov. Act. Nat . CW. xix. SuppL i. (1843) 
p. 77, var. y eta partim nec /3. 

Fimbristylis communis (forma), Kunth, Enum. PL ii. p. 234. 

Fimbristylis polymorpka (forma), Boech. in Linncea, xxxvii. (1871) 
p. 14. 

Hongkong- (Hance, 1091 ! Forbes !). Mus. Brit.; Herfr 
Kew. 

Frequent iu India, extending to Java and the Marianne 
Isles. 

The species, as here understood, is destitute of the 5-7 longi¬ 
tudinal furrows so prominent on each face of the nut in F.diphylla , 
Vahl (E* communis , Kunth, or F. polymorpha , Boeck.). 

In my old Chinese list, this Hance 1091 is noted as in herb. 
Kew, but I do not now find it. Possibly it is on a mixed sheet 
somewhere. 

26. Fimbristylis polytrichoides, Vahl, Emm. ii. p. 248 (poly- 
thriuhoides); B. Br . Prodr . p. 226; Hance , in Journ. Bot. xvi. 
(1878) p. 112; C. B. Clarke , in Hook. f. FL Brit. Ind. vi. 
p. 632. 

Fimbristylis juncea, Boeck . in Linncea , xxxvii. (1871) p. 4, non Boem. 
et Schult . 

Seirpus polytrichoides, Betz. Obs. iv. p. 11. 

Abildgaardia javanica, Steud. in Zoll Verz. Ind * Archip. ii. p. 63, et 
Cgp. p. 72. 
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Fokien : Amoy (Ranee, 10153 !); Formosa : Takow (A. f 
Henry, 1100 !). Mus. Brit.; Herb. Kew. 

Tropical Africa, South India, Philippines. 

Yar. /3. halophila. 0. B. Clarke, in Hook . /. FI. Brit. J?h/. 
vi. p. 632. 

Fimbristylis Didrichseni, var, (3, minor, Boeck. in Engl. Jahrb. vi. 
(1884) p, 505. 

Chusan Archipelago (Didrichsen, 3569 !). Herb. Kew. 

Calcutta; Madras. 

27. Fimbristylis quinquangularis, Kmith, ifrmm. PZ. ii. (1837) 
p. 229 ; Boeck . »» Linncea , xxxrii. (1871) p. 42 (syn. P. salbun- 
dia , Thwaites, excl.) ; 0. B. Clarke , m Hook, f FI. Brit. Ind. vi. 
p. 644. 

Fimbristylis salbundia, Boeck. in Linncea , xxxvii. (1871) p. 44. 

Scirpus quinquangularis, Vahl, Ennm. ii. p. 279. 

Scirpus miliaceus, Linn. herb, propr. (an Sp. PI. ed. ii. p. 75 P). 

Chekiang: Ningpo Mts. (Faber, 237!); Yunnan: Tapiutze 
(Delavay, 1763!). Mus. Brit.; Herb. Kew. 

Abundant in rice-fields and on banks throughout India and 
Malaya, extending to the Philippines, Tropical Australia, and 
Mauritius. 

28. Fimbristylis rigidula, Ffees, in Wight, Contrib. p. 99; 

C. B. Clarke, in Hook. f. FL Brit. Ind. vi. p. 640; Hance , in 
Journ. Linn. Soe., Bot . xiii. (1873) p. 131, syn. et Thwaitesii 
exemplo excl.; Diels , in Engl . Jahrb. xxix. (1901) p. 229. 

Fimbristylis Hanceana, Boeck. in Linncea. xxxviii. (1874) p. 394. 

Fimbristylis communis, Eunth, Enum . PL ii. p. 235 partim. 

Kiangsi: Kiukiang (Shearer !); Hupeh: Hankow (Faber, 
1133!), Ichang (A. Henry , 545, 1284 partim!); Yunnan: 
Mengtze (A. Henry, 13728!), Tapintze (Delavay, 404, 1755 !), 
Mosoyn (Delavay, 4464!); Hongkong (Hance, 1188!). Mus. 
Brit.; Herb. Kew. 

Common in Korth India, at 1000-5000 feet ; also in the 
Philippines. 

The examples named “ rigidula, Kees,” which were in the 
hands o£ Knnth and of Boeckeler, were correctly referred by 
them to our F. diphylla, Vahl, The true F. rigidula, Hees, is 
well .marked by the woody rhizome and by the many paired 
spikelets. 
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s 29. Fimbristylis schcenoides, Yahl, Fntm. ii. (1806) p. 286; 
Kunth, JEhmm . PZ. ii. p. 222 ; Benth . JFZ. Hongk. p. 391; Boeck* 
in Linncea, xxxvii. (1871) p. 5, var. /3 excl.; C. B. Clarke, in 
Hook. f. FI. Brit. Bid. vi. p. 634. 

Fimbristylis bispicata, Nees, in Wight , Contrih. p. 97, pro majore parte 
Boeck. in Linncea, xxxvii. (1871) p. 6 parfcim. 

Fimbristylis polymorpha, var. depauperata, Boeck . in Flora , Iviii. (1875) 
p. 111. 

Scirpus scbcenoides, Betz. Obs. v. p. 14. 

Scirpus bispicatus, Boxb. Hort. Beng. p. 6, et FL Ind. i. p. 220. 
Abildgaardia nervosa, Fresl, Bel. Haenk . i. p. 180. 

Shantung- : Cbefoo (Forbes I); Formosa : Takow (A. Henry,, 
1912 !); Kwangtung : Canton (Sampson, 267!); Hongkong 
(G. Wright, 578, 5801 Hance, 74791 Lamont , 846!). Mns* 
Brit.; Herb. Kew. 

Common tbroaghout India; extending thence to the Philip¬ 
pines and to Queensland. 

30. Fimbristylis sericea, R. Br . Brodr . p. 228, char, emend.: 
Kunth, Fnum. BL ii. p. 244 ; Boeck . in Linncea, xxxvii. (1871) 
p. 22; C. B. Clarke, in Hook.f. FL Brit . Ind . vi. p. 641. 

Fimbristylis decora, iVees, ira Wight, Contnb , p. 101, in Hook, et Am. 
Bot. Beechey's Voy. p. 225, et in Nov. Act, Nat. Cur. xix. Suppl. i. (1843^ 
p. 83; Kunth, Enum. FI. ii. p. 240; Henriq. in Bol. Soc. Broter. ii. 
(1883) p. 167. 

Fimbristylis velufcina, Franch. in Bull. Soc. Bot. France , xxvi. (1879) 

p. 88. 

Scirpus sericeus, Foir. Eneycl. Suppl. v. p. 99. 

China (Meyenl Millett ! Farkes !); Fokien : Amoy (JDidrich- 
sen, 3044 !); Formosa : Takow (A. Henry, 1007, 1008 !) ; 
Kwangtung : Macao (da Silva ! Hance , 10131! Tate !), Canton 
(Yvanl), Pakhoi (Flayfair, 86!); Hainan (A. Henry , 8195!). 
Mus. Brit.; Herb. Kew. 

On sandy sea-shores in South-east Asia and Tropical Australia, 
extending from Coromandel to Japan. 

31. Fimbristylis Sieboldii, Miq. Cat . Mus. Bot . Lugd-Bat. 
(1870) p. 118, name only; Franch . et Sav . FL Jap . ii. p. 118 ; 
Bebeaux, FL Tchefou, p. 149; Franch. in Mem , Soc . Sc. Nat . 
Gherb . xxiv. (1884) p. 263. 

Fimbristylis leiocarpa, Miq. in Ann. Mus. Bot . Lugd-Bat. ii. (1865-6) 
p. 144, non Maxim. 

Shantung: Cbefoo (Debeaux !). 

Also in Japan. 



244 


158. CXPER ACE J£, 


32. Fimbristylis spathacea, Both, Nov. PI. Sp. p. 24; Kunth , 
Fnum. PL ii. p. 246; 0. B. Clarice , in Hook. f. FI. Brit. Ind. 
vi. p. 640. 

Fimbristylis Wightiana, Nees, in Wight , Contrib. p. 99 ; Kunth , Fnum. 
PI. ii. p. 241; Benth, FI. Hongk. p. 392. 

Fimbristylis glomerata, Nees, in Linncea , ix. (1834) p. 290, nomen; 
Kunth , Fnum. PI. ii. p. 246; Boeck. in Linncea, xxxvii. (1871) p. 47 
partim, i. e. plantis 3-stigmatosis excl. 

Fimbristylis rigida, Kunth , Fnum. PL ii. p. 246; Henriq. in Bol. Soc. 
Broter. ii. (1883) p. 167. * 

Fimbristylis junciformis, Munro, in Seem. Bot. Voy .* Bier aid,* p. 422, 
non Kunth. 

Fimbristylis biumbellata, Boeck. in Flora , xli. (1858) p. 603; cf. 
Boeck. in Flora , xliii. (1860) p. 34. 

Scirpus glomeratus, Betz. Obs. iv. p. 11. 

Isolepis rigescens, Presl, in Oken , Isis , xxi. (1828) p. 268. 

Isolepi3 Haenkei, Presl, Bel. Haenk. i. p. 187 saltern partim. 
Formosa: Takow {A. Henry. 1071, 1071 A, 1834, 1860! 
Playfair , 136!); Kwangtung : Macao {da Silva !); Hongkong 
( Seemann , 542 ! Munro ! C. Wright , 589 ! Lamont ! Hance !). 
Mus. Brit.; Herb. Kew. 

A common tropical plant near tbe sea, from Arabia and the 
JVIascarene Isles to tbe Philippines ; also in Trop. America. 

Some examples of this have tbe umbel contracted nearly into 
a bead, and tbe species has thus been merged into F. cymosa , 

B. Br., by Boeckeler. In the fine specimens of A. Henry (1071, 
1834) tbe umbel is open, compound. 

33* Fimbristylis squarrosa, Vail, Fnum. ii. p. 289; Kunth , 
Fnum. PL ii. p. 224; Benth. FL Hongk. p. 392; Boeck . in 
Linncea , xxxvii. (1871) p. 10; JDebeaux , FI. Tchefou , p. 150; 

C. JB. Clarke , in Hook. f. FI. Brit . Ind. vi. p. 635; Branch . in 
Mem. Soc. Sc. Nat. Cherb . xxiv. (1884) p. 263. 

Scirpus sqnarrosus, Foir . Fncyc. Sitppl. v. p. 100, non Linn. 
Pogonostylis squarrosa, Bertol. FI. Ital. i. p. 312. 

Shantung: Chefoo ( Debeaux , 42! Fauvell ); Formosa: Taro- 
sui ( Oldham , 591!); Yunnan: Tali (. Delavay , 2629!); Hong¬ 
kong {Harlan d ! C. Wright , 581! Wilford, 267!); Hainan 
{Swinhoe !). Mus. Brit.; Herb. Kew. 

A rice-field annual, extending from South Europe to the Cape 
of G-ood Hope, from Amurland to New Zealand, from Cuba to 
Buenos Ayres; but not known in North America. 
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34. Fimbristylis Stauntoni, Bebeaux , F7. TcTiefou (1877), 
p. 151, t. 3. fig. 1, char. emend.; Franck, in Mem. Soc. Sc. Nat^ 
CJTierb . xxiv. (1884) p. 263. 

Shantung ( Beheaux , 144!), Chefoo ( Faitvel ); Kiangsu : 
Shanghai (Maingay, 423 in hb. Kew!); Chekiang- (Staunton !) ; 
Hupeh : Tchang (A. Henry, 2774!). Mus. Brit. ; Herb. 
Kew. 

This is a critical species, characterized by the very parallel¬ 
sided oblong nut. The style varies from 2-fid to '3-fid (a 
rare variation in the genus Fimbristylis) ; I noted at Calcutta 
that Maingay n. 423 contains F. Stauntoni and F. miliacea 
mixed. 

35. Fimbristylis stolonifera, C. JB. Clarke, in Hook. f. FI. 
Brit. Ind. vi. (1893) p. 637. 

Yunnan: Tapintze (Belavay, 1756, 1757, 17681). 

North-east India; plentiful in the hills. 

Stolons are very rare in the genus Fimbristylis. 

36. Fimbristylis subbispicata, Nees et Meyen, in Nov. Act. 
Nat . Cur.xix. Suppl. i. (1843) p. 75; Benth. FI. Hongk. p. 391; 
Hance, in Journ. Bot. xvii, (1879) p. 16 ; Q. B. Clarke, in Booh ^ 
f. FI. Brit. Ind. vi. p. 634. 

Fimbristylis japonica, Sieb. et Zucc. ex Steud. in Zoll. Vera. Ind. 
Archip. ii. p. 62, et Cyp. p. 107. 

Fimbristylis bispicata, Nees , in Hook, et Am. Bot. Beeehey's Voy. 
p. 224, neque in Wight , Contrib. p. 97; Boeck. in Linncea, xxxvii. 
(1871) p. 6 partim. 

Chihli: Peking (Hance), Tachiaotze (MMlendorff) ; Shing- 
king: Kinchow (Boss, 195!); Shantung (Bebeaux V), Chefoo 
(Forbes, 391, 392! Fauvell Schottmueller, 344!); Kiangsu: 
Shanghai (Maingay, 641, 643, 691!); Fokien : Amoy (Hance, 
998 ! Lamont , 845 !) ; Kwangtung : Macao (Gaudichaud ! 
Vachell ! Gallery, 380!); Hongkong (Hartand, 681! C. Wright , 
577 ! Faurie, 15775 I). Mus. Brit.; Herb. Kew. 

Common in Japan; as in China mainly by the sea-side, 
extending throughout Malaya and to Orissa. 

The limits of this species are not settled; Boeckeler places 
here the mountain form of F. schosnoides. The smaller form 
with the head usually solitary and only in. long is F. ccesia, 
Miq. (FI. Ind. Bat. iii. p. 315); and to this subspecies or var. 
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belongs Maingay n. 643. Nees’s original F. bispicata, founded^ 
in "Wight, Contrih. 1834, p. 97, was, as Arnott saw, typical 
F. schcenoides; his F. bispicata , in Hook, et Arn. Beechev’s Voy. 
p. 224 [published in 1836], was Vachell’s plant, F. subbispicata . 
It is preferred, in such confusion by the author himself, to 
follow Bentkam in taking up the later name, F. subbispicata . 

37. Fimbristylis tetragona, JR. Br . Prodr. p. 226; Kunth , 
Enum . FI. ii. p. 242; C. B. Clarice , in Hook . /. FI. Brit. Ini. 
vi. p. 631, 

Fimbristylis cylindrocarpa, Kunth, Enum. PL ii. p. 222: Boech. in 
Linnaa, xxxvii. (1871) p. 7 ; Hance , in Joum. Linn. Soc. xiii. (1873) 
p. 132. 

Fimbristylis abjiciens, Steud. in Zoll. Verz. Ind. Archip. ii, p. 62 , et 
C\jp. p. 107. 

Fimbristylis Arnottii, Thicaites, Enum. PI. Zeyl p. 348. 

Seirpns tetragonus, Pair. Encycl. SvppL v. p. 98, neque in Lam. 
Encycl. vi. p. 767. 

Mischospora efoliata, Boech. in Flora , xliii. (1860) p. 113. 

ELwangtung ; Canton ( Sampson , 475 1), Wongneiehung 
(Hance, 7484!); Hongkong (Lamont, 846, 854 A!), Lofaushau 
(Ford l ). Mus. Brit.: Herb. Kew, 

Common throughout India, extending thence to ISTew South 
Wales and South China. 

The example of this in herb. Hance is marked by Hance 
“ F. schcenoides, Vahl,” to which it bears strong superficial 
resemblance. 

38. Fimbristylis Thomsonii, Boech. in Linncea , xxxvii. (1871) 
p. 37 ; Q. B. Clarice , in Hook.f FL Brit . Ind. vi. p. 646. 

Fimbristylis complanata, BentJi. FL Hough, p, 393, vix Link. 

Trichelostylis complanata, Nees, in Hook, et Arn. Bot. Beechefs Voy. 
p. 226, non Nees, in Wight , Contrih. p. 103. 

Trichelostylis sp. n. 12, herb. Ind. Or. Hook.f. et T. Thoms. 

China (Millett !); Yunnan: Mengtze, 5000 feet (A. Henry , 
13729!); Kwangtung: Macao ( Vachell , 61! Lamont , 52!); 
Hongkong (Harland ! Seemann, 539! C. Wright , 583! Ranee , 
1188! 1255! Furet, 377!). Mus. Brit.; Herb. Kew. 

Bengal and Assam, frequent; extending thence through 
.Burma to China and Tonkin, 

This species is a split-off by Boeckeler from F complanata. 
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Link. Munro had Seemann n. 539 ? but did not name it; nor 
do I know how he catalogued it in Bot. Yoy. * Herald/ 

39, Fimbristylis yunnanensis, C. B. Clarke , n. sp. 

TJndique sparsim tenuiter piiosa. Culm 8-15 unc. longi, 
graciles, prseter basin nudi, monoeepbali, tenuiter pilosi. Folia 
cum \ parte eulmi sequilonga, ^ unc. lata. Caput globosum, 
i unc. in diam., stellatim 7-12-stachymn; bractese c. 3, usque 
ad |-1 unc. lougge, subsetacese. Spicules \ unc. long£e r bruneae, 
minute pilosas, 7-10-glumas, 2-4-nucifer3e. Glumes subdistiehse, 
naviculares, mucronatae. Stylus linearis, glaber, basi pyrami- 
dalis, persistens, rami 3. Flux parva, cum parte glumae 
sequilonga, obovoidea, rotundo-trigona, obscure reticulata, alba. 

Yunnan : Mengtze, 5000 feet (A. Henry , 11150!). Herb. 
Kew. 

This species is very closely allied to F. Actinoschcenus, the 
structure of the spikelet being identical. 

1. Bulbostylis barbata, Kunth , ex C. B. Clarke, in Hook . /. 
FL Brit . Ind. vi. p. 651; Falibin , FI. Koreee , iii. (1901) p.,lS. 

Scirpus barbatus, Rottb. Descr. et Ic. p, 52, 1.17. fig. 4; Hanee, in 
Journ. Linn. SocBot. xiii. (1873) p. 131; Boeck. in Linncea, xxxvl. 
(1869-70) p. 751, var. ft excl.; Franck, in Mem, Soc. Sc. Nat. ChertF 
xxiv. (1884) p. 263. 

Scirpus eapiliaris, Linn. Sp. FI. ed. 2, p. 73 partim, nec Linn. Mant .; 
c£. R. Br. Prodr. p. 122, in Obs. 

Isolepis barbata, R. Br. Prodr. p. 222; Nees, in Booh, et Am. Bot. 
Beechey's Yoy. p. 226; Benth. FI. Hongh. p. 393; Henriq. in Bolet. Soc. 
Broter. ii. (1883) p. 67. 

Isolepis eapiliaris, Debeau.v, FI. Tckefou , p. 148, fide Francket , non 
Rcem. et Schidt. 

Fimbristylis barbata, Benth. FL Austral, vii. p. 321. 

Shantung ( Maingay , 142, 149 !), Chefoo (Fauvel ! Debeaux ! 
Schottmueller , 300!), Chefoo Mts. {Faber, 72!); Kiangsi : Kiu- 
kiang {Shearer !); Fobmosa: Tamsui ( Oldham. 590!); Yunnan: 
Mosoyn (Delavay, 3971!); Kwangtixng ; Macao (Vachell !), 
Whampoa ( Hance , 998!), Canton {Sampson, 644!), Pakhoi 
{Playfair, 210 !) ; Hongkong ( Harland ! C. Wright\ 591!); 
Hainan" (A. Henry , 8241!). Mus, Brit.; Herb. Kew. 

In tropical and warm regions of the Old World, very com¬ 
mon. In South XT. S. rare, perhaps only introduced. 
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2. Bulbostylis capillaris, Krntli, ex G. B. Clarice, in Hoolc.f. 
FI. Brit. Ind. vi. p. 652. ' * 

Scirpus capillaris, Linn. Sp. FI ed. 2, p. 73, pro magna parte. 

From Canada to Patagonia, abundant, 

Var. trifida, C. B. Clarice, in Hoolc.f, FI. Brit. Ind. vi. p. 652. 
Bulbostvlis trifida, Kunth , Enum. FI. ii. p. 213. 

Scirpus capillaris, Linn. Mant. p. 321, et herb, propr. ; Franck in Mem. 
Soc, Sc. Fat Cherb. xxiv. (1884) p. 263. 

Scirpufiftrifidus, Eanee, in Joum. Hot. xvi. (1878) p. 112. 

Isolepis trifida, Fees, in Wight , Contrib. p. 108. 

Fimbristylis capillaris, F. Muell. Fragm. Fhyt. Austral, ix. p. 7. 
Shantung (Maingay , 308!), Chefoo (. Fauvell ); Chekiang: 
Ningpo Mts, (Faber, 1738!); Szechuen: Tehenkeoutin (Farr/es, 
1099 ter!); Yunnan : Tali ( Delavay, 3639!), Tchenfongchan 
(Delavay, 5116 !); Kwangtung : Mt. Pakwan ( Hance !). Mus. 
Brit.; Herb. Kew. 

In tropical and warm countries, very common. 

1. Scirpus Caricis, Betz. FI. Sccmd. p. 11; C. B. Clarice, in 
Hoolc.f. FI. Brit . Ind. vi. p. 660. 

Scirpus compressus, Pers, Syn. i. p. 66; Boeck. in Linncea , xxxvi. 
(1869-70) p. 707* 

Schcenus compressus, Linn. Sp. FI. ed. 1, p. 43; ed. 2, p. 65. 

Blysmus compressus, Link, Hort. Bercl. i. p. 278, ii. p. 310; Kunth , 
Enum. FI. ii. p, 328. 

Yunnan : Mosoyn (Delavay, 4463 !), Kanhaytze (Delavay). 
Common in the Palsearctic Begion, extending south to the 
Himalaya, 

2. Scirpus erectus, Foir. in Earn. Eneycl. vi. p. 761; C. B. 
Clarice, in Hoolc.f FI. Brit. Ind. vi. p.656; Diels, in Engl. 
Bot. Jahrh. xxix, (1901) p. 228. 

Scirpus debilis, Pursh, FI. Amer. Sept i. p. 55; Kunth , Enum. FI ii, 
p. 159; Benth. FI. Austral, vii. p. 332. 

Scirpus juncoides, Eoxb. Hort Bmg. p. 81, et Ft. Ind. i. p. 216; 
Kunth , Enum. FI. ii. p. 160; Benth, El. Hongk. p. 395. 

Scirpus luzonensis, Frost, Eel. Baenk. i. p. 193; Fees, in Nov. Ad. 
Fat. Cur. xix. Suppl i. (1843) p. 93. 

Scirpus timorensis, Kunth , Emm. FI. ii. p. 162; Hance , in Joum. Bot 
xvi. (1878) p. 112. 

Scirpus supinus, varr. /3, y, Boeck. in Linncea , xxxvi. (1869-70) p. 600. 
Chihli : Peking ( Bretsclmeider ! MollendorffV ); Shantung 
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{ Maingay , 159!), Chefoo Mts. (Faber, 1517 !) ; Keangsi : Kiu- 
kiang (Forbes, 192 !); Formosa : Takow (Playfair, 171! A. 
Henry , 1088!); Htjpeh : Ichang (A. Henry , 2740, 4212, 4296!), 
Patung ( A . Henry, 78!), Yangtzekian g(Faber, 1128!); Szechuen 
(Farges !); Yunnan : Tapintze (JDelavay, 1771, 1778 !), Mosoyn 
(Belavay, 4075! rbizomate longius repente); Kwangtuno: 
Macao (Gallery, 426!), Canton (Nevin !); Hongkong (Wilford 
272! HarlandV ). Mus. Brit.; Herb. Kew. 

Extends from Madagascar to Amurland, the Philippines, and 
Tropical Australia. The American form extends from Georgia 
to Labrador. 

3. Scirpus Eriophorum, Michx. FI. Bor.-Amer . i. p. 33 
Boech. in Linncea , xxxvi. (1869-70) p. 731; <7. i?. Clarice, in 
Boole . f FI Brit Ind. vi. p. 661; Boech . m Fngl. Bot. Jahrb. 
vi. (1885) p. 51 P 

Eriophorum cyperinum, Xmw. PZ. ed. 2, p. 77 ; Benth. et Hook. /. 

PZ. iii. p. 1052. 

Shantung : Chefoo Mts. (Faber, 68 !); Chekiang : Tientai 
Mts. (Faber, 70!) ; Hupeh (F. H* Wilson , 1632 !), alt. 6700 feet 
{F. H. Wilson, 1637 a !) ; Szeohuen (A. Henry, 8836, 8912 !), 
Tachienlu, alt. 9000-13,500 feet (Pratt, 420 !) ; Luchu Archie „ 
pelago (Doderlein). Herb. Kew. 

Very common in cooler North America and in Japan, extend¬ 
ing to the East Himalaya and Khasi Mountains, where it is 
frequent. 

Bentham and Hooker put this species back into Friophorum , 
on the stated ground that the setae are altogether as in Frio - 
pJiormi alpinum and not as in Scirpus . I find the setae in 
Scirpus Eriophorum very slender, setaceous, undivided, as of 
S. syhatieus, Linn., while in F. alpinum the setae are ligulate, 
often, sometimes deeply, laciniate. But it may well be held that 
the whole section of Scirpus called Syhatici («s Seidlia, genus 
Opiz) is more nearly allied to Friophorum than to Scirpus by 
the leafy stem and elongate inflorescence. 

4. Scirpus filipes, O. JB. Clarice, n. sp. 

Glabra. Bhizoma robustius, repens. Cuhni 12-20 unc. longi, 
graciliores, per totam longitudinem remote nodosi, apice tri- 
quetri. Folia 8-15 unc. longa, 2 lin. lata. Umbellce radii 1-6, 
pertenues, insequales, 1-6-stachyi; bractea ima longa (usque ad 

LINN. JOURN.—BOTANY, YOL. XXXVI. S 
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1 pedem), suberecta. Spicules 4? lin. longse, digitato-faaeiculata*. 
Glumes elliptico-oblongm, integrse, in lateribus rubro-brunem. 4 
Setae 6, nucem superantes, rubro-ferruginene, subretrorsim scabree. 
Stylus 3-ftdus. Nux parva, anguste obovoidea, apice acuminata, 
luteo-brunea. 

Fokien {Be Grijs , herb. Hance , 6695 !). Herb. Kew. 

Also, ■without habitat, herb. Link, 102S ! herb. Berlin 889! 

From the nodes on the stem, from the acuminate top to the 
nut, and from the setae, I should think this species allied to the 
Japanese S. fuirenoides, Maximowicz, but Boecfceler has marked 
three sheets of it in herb. Berlin u S. maritmm , Linn.” 

5. Scirpus fuirenoides, Maxim. MS. in lib. Kew. 

Glabra, elata. Cuhnus per totam longitudinem nodosus, foliiger* 
Folia saltern 18 unc. longa, 2| lin. lata, lenta. Corymbi longe- 
pedunculati, in paniculam longam 18 unc. dispositi; terminalis 
bis compositus radiis radiolisque longis ; bractees cum foliis con- 
similes, paniculam superantes. Spicules 5-9nim fasciculate^, 

2^ lin. longse, 2 lin. latee (quam in sp. affinibus majores), virides, 
rubescentes, densm. Glumes 1 lin. longse, ellipticse obtusse. 
Setae, nux , stylus omnino ut S. sylvatici. 

Shantung : Chefoo Mts. {Faber, 67!). Herb. Kew. 

Many examples received from Japan. 

This is atypical Seidlia, i.e. one of the Sylvatici, and close 
allied to S. polystachyus , F. Muell.; but the spikelets are twice 
as broad. 

6. Scirpus grossus, Linn, f SuppL p. 104*; Brest, Mel. Haenk. 
i. p. 195 j Boeck . in Linnaea, xxxvi. (1869-70) p. 723; Hook. f. 
FI. Brit. Ini. vi. p. 659. 

Hymenochoete grossa, Nees, in Wight , Cent rib. p. 110. 

Isolepis maxima, A. JDietr. Sjj. Ml. ii. p. 180, 

Kwangsi : Lungchow (A. Henry, 684!). Herb. Kew. 

Frequent in India, Malaya, extending through Tonkin to the 
Philippines. 

7. Scirpus lacustris, Linn . Sp. PL ed. 1, p. 48, ed. 2, p. 72, ot 
herb, propr.; Bunge, Fnrnn. PL Chin . Bor. p. 68; Boeck . in 
Linnaea , xxxvi. (1869-70) p. 712; Begel, PL Ussur. p. 176; 
Hook, et Am. Bot. Beechers Voy. p. 98 ; C. B. Clarke , in Hook, 
f. PL Brit . Ind . vi. p. 658. 
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Scirpus Tabemsemontani, C. C. Gmel. FL Baden . i. p. 101; Regel, FL 
Ussur . p. 176 ; Maxim . Prim. FL Amur. p. 298. 

Scirpus Meyenii, Nees, in Linncea , ix. (1834) p. 293 nomen, et in Nov . 
AcZ. 2Vaf. Cwr. xix. Suppl. i. (1843) p. 293. 

Chihli : Peking ( Bretschneider , 796 !), Kantai et Tanschan 
(Bunge !); Formosa (A. Henry , 754, 1028, 1057!), Takow (A. 
Henry , 1059!); Yunnan: Mengfcze 5500 feet (A. Henry , 11135!), 
Szemao, 44 cultivated for making mats 59 (-4. Henry , 12194 !) ; 
Luchu Archipelago (O'. Wright , 356!). Mus. Brit.; Herb. 
Kew. 

Frequent in fresh water nearly throughout the world, except 
South America and Malaya. 

8. Scirpus maritimus, Linn . /SJp. PZ. ed. 1, p. 51, ed. 2, p. 74, 
et herb, propr.; Bunge , Emm . PZ. Chin . Bor. p. 68; Maxim. 
Brim . PZ. Amur. p. 298; Boeck. m Linncea , xxxvi. (1869-70) 
p. 722 ; Hook, et Am. PoZ. Beechey’s Voy. p. 98; Franck, in Mem . 
/Sb<?. /8c. Cherb. xxiv. (1884) p. 262, cZ PZ. David . i. p. 317; 
(7. P. Clarke , m Hook. f. FL Brit . jM. vi. p. 658. 

Chihli : Peking (Bretschneider , 784!), Kantai et Tanschan 
(Bunge), Jehol (David, 1909 !); Shingking: Moukden ( Webster , 
1041); North Central China (Hugh !); Formosa: Takow 
(A. Henry , 1818 !) ; Hupeh : Yangtzekiang (Faber, 112CT!). 
Mus. Brit.; Herb. Kew. 

Throughout the Old World, inland as well as hear the sea; less 
common in the tropics. Varieties extend throughout America. 

Var. /3. affinis, <7. P. Clarke , m Hook, f FI. Brit. Ind . vi. 
p. 659. 

Scirpus affinis, J2oZ/i, iVot?. PZ. p. 30. 

Scirpus strobelinus, Po.rZ». PorZ. p. 6, et Fl. Ind. i. p. 219. 

Scirpus macrostacliys, Boeck. Cyp . Notice, i. (1888) p. 19. 

Scirpus maritimul, var. (verosixniliter sp.) ? Maxim . Pnwi, PZ. Amur. 
p. 299. 

Shantung: Chefoo (Ferry !). Herb. Kew. 

This well-marked variety is plentiful in India; extends to 
Turcomania, Songaria, Amurland, and Burma. 

9. Scirpus Mchelianus, Pwm. /8^. PZ. ed. 1, p. 52, ed. 2, p. 76: 
Branch, in Mem . /8oc. /8c. -ZVbZ. Cherb. xxiv. (1884) p. 263 ; C. B . 
Clarke , m Hook.f. FL Brit . Ind. vi. p. 662. 

s 2 
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Isolepis Micheliana, Poem. et Schult. Syst. ii. p. 114; Maxim. Prim 
FL Amur. p. 300; Debeaux, FL Tchefou , p. 147. 

Cypems pygmseus, var. /3, Boeck. in Liniuca, xxxv. (1867-8) p, 404, et 
rti Flora , liv. (1871) p. 159; Bentlu et Hook . /. 6V?». iV. iii. p, 1044 pro 
parte. 

Fimbristylis Micheliana, Reichb. FL Garni. Excurs . p. 75. 

Chihli: Peking (Williams, 12187!); ShingkinG: Moukden 
( James) ; Shantung ( Stamton ! Debeaux, 199!); Kiangsu : 
Shanghai iMaingay , 634! Faber , 230!), Tsien Mts. (Faber , 
1513!); North Central China: Hukiaseien (Hugh !); Tun- 
nan : T&\i(Delavay, 2628!); Kwangtung : Canton (Debeaux). 
Mus. Brit.; Herb. Kew. 

Frequent throughout the Palsearctic area, extending in East 
Asia to Tonkin, Java, and Japan. 

10. Scirpus mucronatus, Linn . Sp. PI ed. 1, p. 50, ed. 2, p. 73, 
pro majore parte et herb, propr.; Kuntli, Fnum. PI. ii. p, 161; 
Boeck . in Linneea, xxxvi. (1869-70) p. 703; O. B . Clarice , in 
Hook, f FI. Brit . Tnd. vi. p, 657; Diels, in Engl. Bot. Jahrh. 
xxix. (1901) p. 228. 

Seirpns triangulatiis, Boxb. Hort. Beng. p. 81, et FL Ind. i. p. 217; 
Hance , MS. in kerb, propr , 

" Scirpus cognatus, Hance , tn Alww. $e. 17«£. s£r. 4, xv. (1861) p. 228. 

Formosa : Takow (A. Henry , 1190 !); Hupeh (A. Henry , 
4213, 4255!), Iehang (J. Henry, 2295, 2930!); Kwangtung: 
Whampoa (Hance, 6682!), Canton (Sampson, 266!). Mus. Brit.; 
Herb. Kew. 

Old World; extending from Portugal and Madagascar to 
Japan and New South Wales; abundant in India. 

11. Scirpus radicans, Sckkukr, in Usteri , Ann. iv. (1793) 
p. 49,1.1; Maxim . Prim. FL Amur. p. 299; Boeck. in Linnma, 
xxxvi. (1869-70) p. 727 ; Franck . PL David, i. p. 317. 

Scirpus sylvaticus, var. radicans, Willd. Sp. PL i. p. 308; Hegel, FL 
Us&ur. p. 177. 

Seidlia radicans, Opiz, Natur . Tausch. ix. p. 349. 

Chihli : Jehol (David). 

Common in North Asia, extending west to Germany, east to 
Japan, It is, in analytical tables, differentiated from S. sylvaticus 
by the pedicellate, not clustered, spikelets. As pedicellate as 
well as clustered spikelets occur frequently on one culm, there is 
some confusion in the synonymy, and such examples constitute 
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the 8. sylvatico-radicans , Baenitz, assumed a hybrid, which it is 
not. There exist many paper hybrids, made out of analytical 
tables. 

12. Scirpus Rosthornii, Diels, in Engl, Bot . Jahrb. xxix. 
(1901) p. 228. 

Hupeh : Nan Chuan ( Bosthorn ). 

Not seen. One of the Sylvatici ( Siedlia , Opiz), and on 
account of the 2-fid style placed by Diels next S. Cernatensis , 
Miq. (8, cliinensis . Monro). The general description of Diels, 
and the habitat, might do for 8, fuirenoides , Maxim.; but in 
this the style is always 3-fid'. 

13. Scirpus setaceus, Linn. Sp . EL ed. 2, p. 73 partim, neque 
herb, propr.; 8m. in Sotoerby , Engl . Pof. t. 1693; Boeclc . in 
Linnasa, xxxvi. (1869-70) p. 500, varr. /3, y excl.; C. B . Clarice, 
in Hoolc. f El. Brit. Ind. vi. p. 654. 

Isolepis setacea, R. Br. Frodr. p. 222. 

North Central China : Thaepeisan {Hugh J). Mus. Brit. 

Throughout Europe and West Asia; extends to the Cape, 
India, and Australia. 

14. Scirpus squarrosus, Linn. Mcmt . p. 181, et herb, propr?; 
Boeclc . in Linn a a, xxxvi. (1869-70) p. 734; Branch, in Mem . 
8oc. 8c. Hat. Cherb. xxiv. (1884) p. 263; C. B . Clarke , m Hook.f 
El. Brit . vi. p. 663. 

Scirpus chinensis, Osbech, Voy . eo?. Forster , i. p. 354; non Mtmro ; cf. 
JBretsclm. Early Research . p. Ill [S. sinensis]. 

Scirpus sp. n, 65, Descr, et Ic . p. 49, t. 17. fig. 5. 

Ascolepis tenuior, Steud. Cyp. p. 105. 

Lipocarpha microcephala, Hance, in Ann. 8c. Nat. ser, 5, v. (1866) 
p. 249, non J2. I?>\ ■ 

Chekiang {Staunton !); Kwangtung ; Whampoa {Hance, 
10152 !). Mus. Brit.; Herb. Kew. 

In the tropical and warm regions of Africa and Asia ; widely 
spread, common in India. 

15. Scirpus Stauntoni, C. B. Clarke , n. sp. 

Annua, csespitosa. Culmi 3-4 unc. longi, monocephali. Folia 
cum culmo fere sequilonga, fere setacea, omnia fere ad basin 
culmi sita. Caput 4 lin. in diam., globosum, polystachyum; 
bractece 7, setaeese, usque ad 2i unc. longse. Spiculce iis 
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S. Micheliani similes. Glum® ovat&, acuminate, apiee obtusse. 
Set® hypogynm 0. Stylus trifidus. Nux parvula, obovoidea, 
acutius, submqualiter trigona, cellulis extimis quadratic astrictis, 

Chekiang {Staunton !). Mus. Brit. 

This may be a variety of $. Michelianus ; but it does not match 
it satisfactorily, and the nut is obovoid, instead of oblong with 
parallel sides and hyaline cells. 

<*> 

16. Scirpus subcapitatus, Tlnoaites , Fnum. FJ. Zeyl. [1864] 
p. 351; Boeck. in Linnrna, xxxvi. (1869-70) p. 704; C. B . Clarke , 
in Hook.f. Ft. Brit . Ind. vi. p. 661. 

Scirpus subaphyllus, Boeck. MS. 

Kiangsi: Kiukiang {Shearer ! Faber, 1135! Maries l). Herb. 
Kew. 

Ceylon and mountains of South India. Also from Malaya, 
but Hr. Stapf considers the Bornean plant specifically distinct. 

17. Scirpus supinus, Linn. Sp. FI. ed. 1, p. 49, ed. 2, p. 73, 
neque herb, propr.; Boeck. in Linn&a, xxxvi. (1869-70) p. 699, 
varr. /}, y excl.; 0 . B. Clarke , in Hook . f. FI. Brit Ind . vi, 
p. 655 ; Bretschn. Farly Research, p. 181. 

c Isolepis supina, R. Br. Prodr. p. 221 ; Kunth , Fnum. PI. ii. p. 196; 
Benth. FI Hongk . p. 394. 

Hongkong {Wilford, 271! C. Wright, 590! Hance \). Mus. 
Brit.; Herb. Kew. 

Extends from France to South Australia, in all the warmer 
parts of the Old World ; abundant in India. Also a variety in 
North America. 

18. Scirpus sylvaticus, Linn. Sp. FI. ed. 1, p. 51, ed. 2, p. 75, 
et herb, propr.; Boeck. in Linnma , xxxvi. (1869-70) p.726; 
Maxim. Frhn . FI. Amur. p. 299; Repel, FI. llssur. p. 177, 
var. y excl. 

Scirpus microcarpus, Presl, Rel Haenk , i. p, 195. 

Seidlia sylvatica, Opiz, Natur. Tamch, ix. p. 349. 

Shingking : Moukden {James !). 

Through the sub-arctic and cool north temperate zone, ex¬ 
tending in America southwards to California. 

19. Scirpus ternatensis, Reims, ex Miq. FI. Ind. Bat. iii. 
p. 307, et in JDe Vriese , FI. Reinw. p. 140; C. B. Clarke , in 
Journ. Linn. Soc ., Bot. xxxiv. (1898) p. 83. 
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Scirpus chinensis, Munro, in Seem . Bot. Voy. * Herald/ p. 428; Be nth. 
FI Hongk. p. 395; C. B. Clarke, in Hook. f. FL Brit Inch vi. p. 662; 
Diels, in Engl Bot. Jahrb . xxix. (1901) p, 228. 

Scirpus Eriophorum, var. conglomeratus, Boeck. MS. in herb. Berol. 
Formosa (A. Henry, 593 !), South Cape {A. Henry, 244!); 
Takow (A. Henry, 609 !), Tarnsui ( Oldham, 589); Hupeh (Fa¬ 
ber, 1120 !), Ichang (A. Henry, 1400, 1854, 3983!); Szechtjen : 
Tehenkeoutin (Farges, 1099 bis); Yunnan : Mengtze 6000 feet 
(A. Henry, 10557!), Tchenfongchang (Delavay, 5168 !), Tapintze 
(Delavay, 1774!), Tali (Delavay, 2646, 3525!); Hongkong 
(Seemann, 545! <7. Wright, 592 ! Ford, 76 !). Mus. Brit.; Herb. 
Kew. 

From the North-west Himalaya to Celebes, the Philippines, 
and the Bonin Isles ; plentiful in the East Himalaya and North 
Burma. 

20. Scirpus triqueter, Linn . Mant . p. 29 ; Kunth, Enurn. FL 
ii. p. 163 ; Ranee, in Journ. Bot . xii. (1874) p. 329, et xvii. 
(1879) p. 16; Benth. FI. Austral, vii. p. 334 in nota ,* Hegel, 
FL Ussur . p. 176 ; C. B. Clarice, in Hook. f. FL Brit . Did. vi. 
p. 658. 

Scirpus Pollichii, Gren. et Godr. FI. France , iii. p. 374; Boeck. +m 
Linncea, xxxvi. (1869-70) p. 711; Branch, in M6m. Sac. Sc. Nat . Cherb, 
xxiv. (1884) p. 262, et FI. David. i. p. 317. 

Chihli : Peking ( Bretschneider !), Taehiaotze (Mollendorff), 
Jehol (David !); Shirking (Boss, 471); Shantung, Chefoo 
(Famel); North Central China : Kusan, Kisaoshiau (Hugh!); 
Chekiang: Ningpo (Faber, 231!); Formosa: Tamsui (A.Henry, 
1761!); Shensi: Paokiscen, Mt.IGfonsan (Hwy7ri); Szeokuen: 
Tcentosen, Mt. TJomisan (Hughl); Kwangtung: Canton (Hance, 
13752!). Mus. Brit.; Herb. Kew. 

From Europe to North India, China, Japan. Also has been 
received from South Africa. 

1. Eriophorum angustifolium, Both, Hem Beitr . p. 94; Boeck. 
in Linncea , xxxvii. (1871) p. 95. 

Eriophorum polystachion, Linn. Sp. FL ed. 1, p. 52; ed. 2, p. 56 
partim. 

Eriophorum polystachion, var. angustifolia, Hegel } FI. Ussur . p. 178. 
Shingking: Moukden (Webster!); Yunnan: Outchay (De¬ 
lavay, 407!). 
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In the arctic and cool temperate zone throughout the world. 
Also received from the Transvaal. 

2. Eriophorum comosum, Nees, in Wight, Contrib . p, 110, 
var. (3 excl.; Boeck. in Linncza , xxxvii. (1871) p- 98; C. B. Clarke , 
in Hoolc.f. FI. Brit. Inch vi. p. 661; Diels, in Engl . Bot. Jahrb. 
xxix. (1901) p, 228. 

Hupeh (A. Henry, 7734! E. H. Wilson, 538!), Ichang(^. 
Henry , 575, 4000!), Nanto (A. Henry , 2623j), Chung city 
(Faber, 1124!); Szechuen (Faber, 1130, 1132!), Tcentosen, 
Mt. Uotnisan (Hugh !); Yunnan, Tapintze (Delavay, 2554, 
4568 !), Yunnanfu (Duchoux, 319 !). Mus. Brit.; Herb. Kew. 

Abundant in North India, especially at 1000-5000 feet alt.; 
extending to Burma, Penang, Tonkin. 

3.. Eriophorum latifolium, Hoppe , TascJienh. (1800) p. 108 ; 
Maxim . Brim. Fh Amur . p. 299; Boeck . in Linncea , xxxvii. 
(1871) p. 96. 

Eriophorum polystacliion, Linn. Sp. PL ed, 1, p. 52, et ed. % p. 76 
partim. 

Shinuking : Moukden (James). 

* In the arctic and cool temperate zone, throughout the world. 


1. Fuirena glomerata, Lam. III. i, p. 150 ; Benth. FI. Hongk. 
■p. 396; Boeck. in Linncea , xxxvii. (1871) p. 107; C. B. Clarke , 
in Hook. f. FI. Brit. Ind. vi. p. 666; llenriq. in BoJet . Soc. 
Broter. ii. (1883) p. 167. 

Fuirena Bottboellii, Nees, in Wight, Qontrib. p. 94, at in Hook . et Ant. 
Bot. Beeehey's Voyage, p. 224* 

Scirpus ciliaris, Linn, Mant. p. 182. 

China (Yvan !); Fojrmosa: Takow (A. Henry, 1084!); 
Kwangtuno : Macao (da Silva I), Pakhoi {Playfair, 121!); 
Hongkong ( Wilford , 274! C. Wright , 570!). Mus. Brit.; Herb. 
Kew. 

Hot regions of the Old World, from the Niger to Queensland; 
abundant throughout India in rice-swamps., 

2. Fuirena umbellata, Bottb. JDescr . et Ic. p. 70, t. 19 (i. e. 
1.18 altera), fig. 3; Benth . FI. Hongk. p. 395; Nees, in Nov . 
Act . Nat. Cur. xix. Suppl. i. (1843) p* 74 ; Boeck . in Linncea, 
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xxxvii. (1871) p. 110; <7. B. Glarke , in Hook . /. FI, Brit . 
vi. p. 666. 

Fuirena pentagona, JVfccs, in Wight, Contrib. p. 93. 

China (Meyen, 244! Millettl); Kwangtung (j&W, 183!), 
Macao (fide Nees) ; Hongkong (C. Wright, 571! Lamont, 861!). 
Mus. Brit.; Herb. Kew. 

In tropical and warm-temperate regions throughout the globe, 
widespread and in quantity, up to 3000 feet alt. 

3. Fuirena Wallichiana, Kwith, Enum. Bl, ii. (1837) p. 182; 
C. B. Glarke, in Hook, f Fl. Brit . Ind. vi. p. 665. 

Fuirena pubescens, Boeeh. in Linneea , xxxvii. (1871) p. 104 partim. 
Scirpus euspidatus, Roth, Nov. PL Sj). p. 31. 

Yunnan : Mengtze, 6000 feet (A. Henry, 9327!). Herb. Kew. 
In North India ; but not known from the eastern side. 


1. Lipocarpha argentea, B. JBr . in Append. Tuekey, Gongo , 
p. 459 ; Benth. FL Hough, p. 388; Boeck. in Linnrn, xxxvii. 
(1871) p. 114 (exempl. Amer. exel.) ; G. B. Glarke, in Hook.f . 
FL Brit . Ind. vi. p. 667. 

Hypaelyptuni argenteum, Tahl, Enum. ii. p. 283. 

Kyllinga albescens, Steud. Cyp. p. 68. * 

Fokien: Amoy ( Hance, 1404!); Hongkong ( Wilford, 270! 
G. Wright, 568!); Yunnan : Kichau, 6000 feet ( Delavay, 4034!). 
Mus. Brit,; Herb. Kew. 

Throughout the tropical and subtropical regions of the Old 
World, from the Niger to the Philippiues and Queensland; 
common in India up to 5000 feet alt. 

2. Lipocarpha microcephala, Kunth , Enum . PL ii. p, 26S; 
Benth . FL Ilongkr p. 388 ; Boeck. in Linneea, xxxvii. (1871) 
p. 118; Debeaucc, FL Tcltefou, p. 146, t. 3. fig. 2; Franeh. in 
Mem. Soe. Se. Hat. Gherb. xxiv. (1884) p. 264 ; G. B . Glarke, in 
Hook, f Fl. Brit. Ind. vi. p, 668; Diels, in Engl . Bot. Jahrb . 
xxix. (1901) p. 227. 

Hypaelyptuni microcephalum, R. Br. Prodr. p. 220. 

Ascolepis kyllingioides, Steud. in Zoll. Verz. Pfi. Ind, Archip. ii. p. 63, 
et Cyp. p. 105 pro magna parte, 

Scirpus leptocarpus, F. Muell. in Trans. Phil, Soc. Viet i. (1855) 
p. 109. 
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Isolepis squarrosa, Miq. in Ann. Bot . Lugd.-Bat. ii. (1805-0) 

p. 211, non Roem. at SchulL 

Shantung: Chefoo (Deleaux, Fauvel ); IIeper: lehang (A. 
Henry , 45421) ; Hongkong- ( Wilford !), Mils. Brit.; Herb. Kow. 

Eastern Asia; from Japan to Singapore, Macassar, Queens¬ 
land. 

1. Hypolytrum latifolium, Rich, in Pers. Syn. i. p. 70; JBcnth. 
FI. Honglc . p. 389; C. B. Clarke, in Rook.f. FI. Brit . -ZW. vi. 
p. 678, vix Boeck. 

Tunga diandra, Roxb. FI Ind. i. p. 184. 

Aibiklda seirpoides at A. schcenoides, Presl, Bel. IlaenJc. i. p. 185, 
tt. 34, 35. 

Pormosa(0W/W&,592!); Kwangtung: Canton (Nance, 1368!); 
Hongkong ( Harland , 1031! C . Wright , 569 ! Lament, 838 !), 
Lofaushan ( Ford\); Hainan (H. Henry !). Mus. Brit.; Herb. 
Kew. 

Plentiful in India, extending to Queensland and Polynesia. 
The representative Mascarene species is hardly separate; and 
Boeekeler unites also the Tropical African A. nemormi , Beauv. 

* * 1. Lepironia mucronata, Rich. in Pen. Syn . i. p. 70; Boeck. 
in Linneea, xxxvii. (1871) p. 140; Hance, in Journ. Bot. xvii. 
(1879) p. 100; Goebel , in Ann. Jard. Bot . Buitenz. vii. (1888) 
p. 126,1.14. figg. 12, 18 ; C. B. Clarke , in Hook, f FI. Brit. 
Ind. vi. p. 684. 

Eestio articulatus, Retz. Obs. iy. p. 14. 

Scirpus coniferus, Pair, in Lam. EncycL vi. p. 756, et Suppl. v. p. 90. 
Chondrachne articulata, R. Br. Prodr . p. 220, 

Choricarpa aphylla, Boeck. in Flora, xli. (1858) p, 20. 

Hongkong (Luettjenc !); Kwangtung ( Ilance !). Mus. "Brit. 
Spread from Mascarenia to New South Wales and Yiti, a 
maritime plant. Hance says that, in Kwangtung, it was only 
cultivated for the making of mats. 

1. Remirea maritima, Aubl. PI. Guian . i. p. 45,1.16; Kunth, 
Fnum. PI. ii. p. 189; Boeck . in Linnata, xxxv. (1867-8) p. 435; 
C. B. Clarke , in Hook.f. FI. Brit. Ind. vi. p. 677. 

Miegia maritima, Willd. Sp. PL i. p. 311. 

Mariscus capitatus, Stead, in Zoll. Ferz. Ind. Archip. ii. p. 68, et Cyp , 

p. 60. 
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Mariscus pungens, Miq. Fl. Inch Bat . iii. p. 288. 

Mariscus maritimus, Miq. Fl. Ind. Bat ., Suppl. p. 600. 

Cyperus Kegelianus, Steud. Cyp . p, 60. 

Lipocarpha foliosa, Miq. Fl. Ind. Bat. iii. p. 332, et Sxippl. p. 262. 
China {Millett !); Kwangtung : Canton {Yvan !). Herb. 
Kew. 

On tropical sea-coasts throughout the world. 

There are many other synonyms. 


1. Rynchospora aurea, Vahl , Fnum . ii. p. 229; C. B. Clarice , 
in Hook.f. Fl. Brit. Ind. vi. p. 670. 

Rhynchospora aurea, R. Br. Prodr. p. 230 ; Bentk. Fl. Hongk. p. 396 ; 
Boeck. in Linncea, xxxvii. (1873) p. 626. 

Rhynchospora articulata, Spreng. Sgst. i. p. 197. 

Scirpus corymbosus, Linn. Amcttn. Acad. iv. p. 303. 

Cephaloschoenus articulatas, Fees, in Wight , Contrib. p. 115. 

Fobmosa: Takow (A. Henry , 18431); Hongkong {Harland !); 
Hainan (A. Henry , 8551!). Mus. Brit.; Herb. Kew. 

Throughout the world in and near the tropics, in swamps. 

2. Rynchospora Faberi, C. B . Clarice , n. sp. 

Annua. Cuhni 4-12 unc. longi, graciles. Folia setacea au i 
fere capillacea. Corymbi 2|-4 lin. in diam., distantes, 3-5- 
stachyi. Spicula li lin. longse, brtmese, 1-florae. Seta 6, cum 
nuce subaequilongse, rigidae, pallide bruneae, dense retrorsim 
scabrae. Hux f lin. longa, obovoidea, luteo-brunea, obscure 
transversim undulata; rostrum cum | parte nucis aequilongum. 

Chekiang : Lu Mts., 3300 feet {Faber, 247!). Herb. Kew. 

This species is allied to R. capillacea and R. Knieskernii , but 
has the nut much br6ader. 

3. Rynchospora glauca, Vahl , Fnum. ii. p. 233; C. B . Clarke , 
in Hook. f. Fl. Brit. Ind . vi. p. 67It 

Rhynchospora glauca, Roem . et Schidt. Syst. i. p. 85 5 Boeck. in Linnaa , 
xxxvii. (1873) p, 585, forma “ majore ” excl. 

Rhynchospora laxa, R. Br. Prodr. p. 230. 

Shantung ; Chefoo Mts. {Faber, 286 !). Herb. Kew. 

Common throughout the world in the tropics and warm 
temperate zone. 

Tar. j3. chinensis, C. B. Clarke , in Hook. f. FL Brit Ind. vi. 
p. 672. 
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Ehyncliospora chinensis, Boech in Linncea, xxxvii. (1873) p. 58G. 
Rhynchospora triflora, Nees, in Limma, ix. (1834) p. 207, e Nees, in 
Nod. Act. Nat, Cur. xix. Skippl. i. (1843) p. 124 b, nee Vakl. 

Ehyncliospora glauca, Botch in Lirnuea, xxxvii. (1873) p. 585 partim. 
Ehyncliospora lavarum, Hook. et Am. Bot, Beechey's Voy . p. 98, non 
Gaudich. 

Ehyncliospora laxa, Benth. FL Hough p. 397. 

China (Megan !); Chekiang : Ningpo Mis. (Faber, 228, 
229 !); ^Hongkong (C. Wright , 595 ! Wilford > 277 ! Sauce, 
1071! Faber, 1886 ! JDidrichsen , 3271 !)* Mus. Brit.; Herb. 
Kew. 

Scattered from Madagascar to the Sandwich Isles. 

[E. chinensis, Nees (in Nov. Act. Nat. Cur. xix. Suppl. n 
(1843) p. 108), is founded on a plant collected at Capo Syngmun 
by Meyen, and is characterized by having 8-9 retrorsely scabrid 
setae. It could therefore have been no known species except 
B. alba,Ndhl, which though unknown from China is very common 
in Japan. But from the way this species is united by Nees 
with Indian known plants, and from Boeekeler’s way of dealing, 
it seems probable that the description by Nees was radically 
erroneous.] 

„ 4. Byncliospora gracillima, C. B. Clarke, in Hook. f. FL 
Brit . Ind . vi. p. 671. 

Ehynchospora gracillima, Thivaites, Emm. PI. Zeyl. p. 435; Boech. in 
Limuea, xxxvii. (1873) p. 597. 

Ehyncliospora Kamphoeveneri, Boech. in Engl. Bot, Jahrb. v. (1884) 
p. 508. 

Hongkong (Lament !). Mus. Brit. 

Ceylon, Tinnevelly, Khasia, Nieobars. 

5. Rynchospora Wallichiana, O. B. Clarke , in Hook. f. FL 
Brit. Ind. vi. (1893) p. 668. 

Ehynchospora Haenkei, Brest, Bel. Haenk. i. (1828) p. 199; Kimth , 
1Emm. PI ii. p. 290. 

Ehynchospora Wallichiana, Kunth, Fnum. PI. ii. p, 289; Benth . FI. 
Hough, p. 396; Boech in Linncca, xxxvii. (1873) p. 542 (exempl. Amer. 
excL), in Engl . Bot. Jahrb. vi. (1885) p. 51; Henriq. in Bold. 8oe. 
Broter. ii. (1883) p. 167. 

Morisia Wallichii, Nees, in Edinb. New Phil. Joum . (1834) n. 34, 
p. 265. 

Haplostylis Meyenii, Nees, in Edinb . New Phi. Joum , (1834) n. 34, 
p. 265, et in Hooh et Am, Bot. Beechei/s Fog, p. 227. 
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Sphoeroschoenus Wallichii, Am, et Nees, in Nov. Act. Nat. Cur. xix. 
SuppL i. (1843) p. 97. 

Cephaloschcenus parvus, Nees , in Linncea , ix. (1834) p. 295, et in Nov. 
Act Nat Cur. xix. SuppL i. (1843) p. 100. 

China. (Millett !); Yunnan: Mengtze, 5000 feet ( A . Henry, 
11150 partim !) ; Kwangtung (Meyen ! Ford , 181!), Pakhoi 
(Flayfair , 207!); Hongkong (0. Wright , 590! Harland ! 
Hance , 1237! Didrichsen , 3208! Champion , 539! Faurie , 15831!); 
Luchit Archipelago (JDdderlein !). Mns. Brit.; Herb*. Kew. 

Old World, in the tropics and warm regions, from the Niger 
to Queensland and Japan. 

1. Schoenus apogon, Roem . et Schalt . $//$£. ii. p. 77. 

Schoenus imberbis, Pofr. Encyc. SuppL ii. p. 251, nec p. 250, nec 

F. Fr. 

Schoenus Brownii, Hook. f. Handh . F/. JVkw Zrn/. p. 298; JBenth. FL 
Austral . vii. p. 373. 

Ohsetospora imberbis, R. Br . Prodr. p. 233 ; Boeek. in Linncea , xxxviii. 
(1874) p. 299. 

Chsetospora japonica, Franch. et Sav. Enu?n . IV. ii. pp. 122, 548, 
Isolepis naargaritifera, 2Vfeea, m jV«t HVstf. ser. 1, yi. (1849) p. 46. 
Scirpus margaritiferus, Botch, in Linncea , xxxvi. (1869-70) p. 697. 
Ltjchu Archipelago (C. Wright , 360!). Herb. Kew. 
Frequent in Australia and New Zealand; also on Kinabalu,m 
Borneo. 

2. Schoenus falcatus, R. Br. Prodr . (1810) p. 232; Kuntli , 
Emm. PL ii. p. 336; Benth . .FZ. Austral . vii. p. 372. 

Schoenus elatus, Ifc£o7v\ in Flora , lviii. (1875) p. 117. 

Formosa: Takow (A. Henry , 1943 !), Ape’s Hill (Playfair, 
395!). Herb. Kew. 

Tropical Australia and Queensland; Borneo. 

1. Lepidosperma chinense, Nees . m Linncea , ix. (1834) p. 302, 
et in Hook. <?£ Am. Bot . Beecheifs Toy. p. 228, et in Nov. Act. 
Nat . xix. SuppL i. (1843) p. 117; Kunih , Emm. PL ii. 
p. 320; Benth . FZ. Hongk . p. 398 ; Fby. * Herald 

p, 422; Boeek. in Linncea , xxxviii. (1874) p. 329 (L. confini excl.); 
(7. H. Clarke , m Hook.f. FL Brit. Ind . yi. p. 676. 

China (Millett ! Sehottmueller , 414! 0. Ktmtase, 3163!); 
Kwangtung ( Seemann , 2399!), Macao ( Vaehell , 39 51), Cape 
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Syngmun (Me yen !); Hongkong ( Hinds ! Seemann ! Fortune ! 
Wilforcl , 275 ! Harland, 682! Hance, 999 !). Mus. Brit.; Herb. 
Kew. 

Also on Mt. Ophir, near Malacca. 

1. Cladium ensigerum, Hance, in Journ. Bot . xxiii. (1885) 

p. 80. 

Hongkong- : Pokfulum (Ford !). Herb. Kew. 

Only r one sheet of excellent specimens known. 

2. Cladium glomeratum, B. j Br. Prodr. p. 237; Benth. FL 
Austral . vii. p. 404 ; G. JB. Glarlce , in llooh.f. FI. Brit . Ind. vi. 
p. 575, non Baumea glomerata, Graudich. 

Chapelliera glomerata, Nees, in Lehm. PL Preiss, ii. p. 76; Franck, d 
Bar. PI Jap, ii. p. 121. 

Baumea rubiginosa et B. Brownei, Boeck. in Linneea, xxxviii. (1874) 
pp. 241, 242. 

Hongkong (Faber, 226! Faurie, 15792 !). Herb. Kew. 
Australia and New Zealand, extending to Bengal and Japan. 

3. Cladium jamaicense, Grantz , Inst. i. p. 362. 

Cladium gemianicum, Schrad. FI. Germ. i. t. 5. %. 7. 

' Cladium Marisctis, R. Br. Prodr. p. 236; Benth. FI. Hongk. p. 397; 
Boeck. in Linneea, xxxviii. (1874) p. 232; Hook. f. FI. Brit. Bid. vi, 
p. 673. 

Cladium leptostacliyum, Fees, in Linneea, ix. (1834) p. 301, et in Nor. 
Jet. Nat, Cur . xix, BuppL i. (1843) p. 115. 

Cladium chinense, Nees, in Linrnca , ix. (1834) p. 301, et in Hook, et 
Am. Bot, Beechmj's Voij. p. 227, et in Nov. Act, Nat. Cur . xix. Buppl. i. 
(1843) p. 116; Hance , in Journ . Linn, Boc,, Bot, xiii. (1873) p. 132. 
Schoenns Mariscus, Linn. Bp. PL ed. 1, p. 42; ed. 2, p. 62. 

(Jahnia Mariscus, F. Muell. Key Victoria PL i. p. 456. 

Kwa^gtung : Macao ( Vaahell , 59!); Hongkong (Hance, 
Ford , 75 !). Mus. Brit.; Herb. Kew, 

Extends from Sweden to the Cape of Good Hope, from Japan 
to Victoria, from New Orleans to Rio Janeiro; also throughout 
Polynesia; but absent in India and West Malaya. 

1. Gahnia javanica, Moritzi , Verz. Zoll. Pfl . (1845-6) p. 98; 
Boeck. in Linneea, xxxviii. (1874) p. 389; G . B , Clarke, in 
Hook.f. FL Brit. Ind. vi. p. 676. 
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Phakellanthus inultiflorus, Steud. in Zoll. Verz. Lid . Arcliip. ii. p. 61. 
Yunnan : Mengtze, 7000 feet ( A . Henry, 9168!). Herb. 
Hew. 

In Malaya frequent; extending to ISFew Guinea and Viti. 
Also a variety from Penang and Singapore. 

2. G-ahnia tristis, Nees , in Linncea, ix. (1834) p. 301 (nomen), 
in Hook. et Arn.Bot . Beechey’s Voy. p. 228 ; Benth. FL Hongk . 
p. 398. 

Gahnia Wielun&i, Boeck. in Linnmt , xxxviii. (1874) p. 348.* 
Kwangttjng : Macao ( Vachell, 39 c!); Hongkong- ( Wilfonl, 
276! Harland , 742! G. Wright , 397! Faurie , 15858!). Mus. 
Brit.; Herb. Kew. 

Eeceived also from Singapore, Anam, Borneo. 

1. Scleria annularis, Kunth , Bn mi. P/. ii. p. 359; Boeck. in 
Linncea, xxxviii. (1874) p. 456 ; (7. B. Clarke , in Hook. f. FI. 
Brit . Ind. vi. p. 687. 

Hypoporum annulare, Nees , in Linncea , ix. (1834) p. 303 nomen. 
Htjpeh *. Icliaug (A. Henry , 4253!). Herb. Kew. 

Scattered throughout India. Also in the Philippines. 

2. Scleria biflora, Roocb. Hort . Beng. p. 66, et FI. Ind. in. - 
p. 573 : G. B. Clarke, in Hook. f. FI. Brit. Ind. vi. p. 687. 

Scleria Steudeliana, Miq. FI. Ind . Bat. iii. p. 344, et Suppl. p. 262 
Boeck. in Linncea, xxxviii. (1874) p. 475. 

Scleria teysellata, Benth. Fl. Hough, p. 399, non Willd , 

Hongkong (Hance, 5232 !). Mus. Brit.; Herb. Kew. 
Frequent in India and Malaya. But hardly differs from 
8. tessellata except in the minute character taken from the lobes 
of the disc. 

3. Scleria cliinensis, Kunth, Bnim. Fl. ii. (1837) p. 357; 
Benth. Fl. Hongh. p. 400; Boeck. in Linncea, xxxviii. (1874) 
p. 486; G. B. Clarke , in Hook. f. Fl. Brit. Ind. vi. p. 690 
(Bidley, n. 1556 excl.). 

Scleria ciliaris, Nees , in Wight, Contrih. (1834) p. 117, et in Hook, et 
Am, Bot . Beechey's Voy . p. 229, non Mich. 

Scleria scrobiculata, Moritzi, Verz, Zoll. Ffl. p. 98 partim. 

China (Beecheyl Hinds !); Kwangttjng: Macao ( Vachell, 40! 
Gallery !); Hongkong {Champion, 291! Wilford, 47! <7. Wright, 
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601! Rarlaiul , 736! Ranee, S40, 1054! Faurie , 15808!). Mus. 
Brit.; Herb. Hew. 

Also in Malaya, to Singapore and Queensland. This species 
differs but little from S. scrobiculata, Nees. 

4. Scleria elata, Thwaites, JSnum. PL Zeijl. p. 353 (Thwaites, 
n. 825 excl.) ; Boech. in Linncea , xxxviii, (1874) p. 487; Ranee , 

Journ. Bot. xvii. (1879) p. 16; C. H. Clarke , &V& /. F7. 

23WZ. Inek vi. p. 690. 

Scleria Binkiana, Botch. Cgp. Novce, ii. p. 30. 

Diaphora cochinchinensis, Lour. FI. Cochinch, p. 709. 

“Formosa : South Cape (A. Rermj, 608 t); Kwangtung : 
Mts. Pakwan (Sampson ! hb. Ranee , 12962!). Mus. Brit.; 
Herb. Kew. 

This species, abundant in India, extends through Malaya to 
Sew Guinea. It differs little from S. scrobiculata but by the 
conspicuously 3-winged sheaths to the leaves. Henry's n. 608 
may be called var. decolor ans, 0. B. Clarke (in Hook. f. FI. Brit. 
Ind. vi. p. 690); while Hance n. 12962 has the middle stem- 
leaves approximated in twos or threes, and may therefore he 
named S. scrobiculata by some. 

r 5. Scleria Harlandi, Ranee , in Ann . Sc. Nat. ser. 5, v. (1866) 
p. 248, et in Journ . Linn. Soc., Bot. xiii. (1873) p. 133. 

Scleria purpurascens, Benth. FI. Rough, p. 400, non Steud. 

Hongkong (Harland, 735! Lamont , 875 !). Mus. Brit* ; 
Herb. Kew. 

6. Scleria hebecarpa, Nees, in Wight, Contrib . p. 117; Kunth 9 
JSnum. PL ii. p. 357; Ranee, in Ann. Sc. Nat. ser. 5, v. (1866) 
p. 249; Boech. in Linncea , xxxviii. (1874) p. 478; O. B. Clarke, 
in Ilook.f. FI. Brit . Ind. vi. p. 689. 

Scleria japonica, Stead. Cgp. p. 169. 

Scleria aspera, Boech. in Limuea, xxxviii. (1874) p. 483 partiiu. 

Scleria Wichurai, Boech. in Engl . Bot. Jahrb. v. (1884) p. 510, 

Chekiang: Ningpo Mts. (Faber, 288 bis!); Yunnan: Sye- 
moo, 5000 feet (A. Henry, 12230!); Kwangtung : Macao (Abel), 
Whampoa (Ilance, 10112!), Lofaushan (Ford, 188!), Pakhoi 
{Playfair, 146 !) ; Kwangsi : Lungchow (A. Henry, 690 !); 
Hainan (A. Henry, 8009!). Mus. Brit.; Herb. Kew. 

Common in India, extending thence to Japan, Viti, and New 
South "Wales. 
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Var. /3. pubescens, C. JB. Clarice , in Hook.f. FI. Brit . Ind. vi. 
p. 689. 

Scleria pubescens, Steud. in Zoll. Verz. Ind. Archip. ii. p. 61, et Cyp. 
p. 168; Benth. FI. Hongk. p. 400. 

Scleria hebecarpa, Mitnro, in Seem. Bot. Toy. 1 Herald] p. 423. 

Scleria vestita, Boeck. in Linncea , xxxviii. (1874) p. 482. 

Htjpeh : Iehang (A. Henry, 4095 !); Kwangtung : Lofaushan 
(Ford, 123 !) ; Hongkong (C. Wright , 600 ! Harland !). Mus. 
Brit.; Herb. Kew. 

[Frequent in ISTorth-east India; also in lava. 

Boeckeler founded his 8. vestita on Hance, n. 1157, which 
number is in herb. Kew 8* Badula. But, as before noted, the 
Hance numbers are not of collections, but of names in a list. 

7. Scleria Hookeriana, Boeclc- in Linncea, xxxviii. (1874) 
p. 498 ; C- B. Clarke , in Hook. f. FI. Brit . Ind- vi. p. 691. 

Hupeh (F- H. Wilson , 1633!); Yura am : Tchenfongchan 
(Delavayl), Szemao, 5000 feet (A- Henry , 12230A!). Herb. 
Kew. 

Plentiful in Khasia and Manipur. 

8. Scleria lithosperma, Swartz , Prodr. p. 18, et FI Ind . Oqc. 
i. p. 92 in nota; Kunth,Enmn. PI. ii. p. 349 ; Benth . FI- Hongk . 
p. 399; Boeck . in Linncea , xxxviii. (1874) p. 451; Henriq. in 
Boh Soc- Broter. ii. (1883) p. 167; C- B- Clarke , in Hook . /. 
FI- Brit- Ind. vi, p. 685. 

Scleria filiformis, Sivartz, Prodr. p. 19, et FI- Ind. Occ. i. p. 91; 
Kmth , Enmn. PL ii. p. 348. 

Scirpus litkospermus, Linn. Sp. PI. ed. 1, p. 51. 

Schoenus lithoapennus, Linn. Sp. PI. ed. 2, p. 65 pro parte. 

Olyra orientalis, Lour. FI. Cochinch, ii. p. 674. 

Kwangtung: Macao (da Silva); Hongkong (Harlandl 
C. Wright , 598 !). Mus. Brit.; Herb. Kew. 

In the tropics of both hemispheres. Boeckeler places the 
Hongkong plant as a variety of the American S-Jlliformis , Swartz; 
but I consider the Hongkong plant identical with the Indian. 

9. Scleria margaritifera, Willd. Sp. PI. iv. p. 312; Kunth , 
3 Emm. PI. ii. p. 341; Boeck- in Linncea , xxxviii. (1874) p. 511. 

Scleria polycarpa, Boeck. in Linncea , xxxviii.. (1874) p. 509. 

Scleria Grseffeana, Boeck. in Flora , Iviii. (1875) p. 121, 

LINN. JOURN.—BOTANY, YOL. XXXYI. 


T 
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Scleria Doederleiniana, Boech. in Engl. Bot Jahrb. vi. (1885) p, 51. 
Carex litliosperma, Forst. f. Prodr. FI. Ins, Austral, p. 65. 

Luchu Archipelago (Boderlein !). 

Also in Ladrones, Viti, Samoa, Solomon Isles, Tamm, North¬ 
east Australia. 

10. Scleria pergracilis, Kunth , Emm. PL ii. (1837) p. 354; 
Boech. in Lirnusa, xxxviii. (1874) p. 438 ; C. B. Clarice , in Hook, 
f. FI. Brit, Ind . vi. p. 685. 

Hypopornm pergracile, Fees, in Edinb, Phil Joum. xvii. (1834), p. 267, 
et in Wight , Contrib. p. 118. 

Yunnan (Delavay, 1557!), Tapintze (. Belamvy , 1657!), Mosoyn 
(. Delavay , 4039!), Iiokin ( Belavay , 2490 !). 

In tropical and warm-temperate Africa and India. 

11. Scleria Eadula, Fiance , in Ann. Sc. Hat. ser. 4, xvlii. 
(1862) p. 232, et in Joum. Linn. Soc.> Bot. xiii. (1873) p. 133 ; 
C. JB. Clarice , in Hoolc.f FI. Brit. Ind. vi. p. 691. 

Scleria laevis, var. scaberrima, Benth. FI. Ilonyh. p. 400, non S. levia, 
Betz. 

Scleria aspera, Boech. in Linncea , xxxviii, (1874) p. 483 partim, 

China {Meyen) ; Hongkong ( Harland , 730 !). Mus. Brit.; 
.Herb. Kew. 

Abo in Perak. 

12. Scleria Eidleyi, C. B. Clarice , in Booh. f FI. Brit. Ind. 
vi. (1893) p. 686. 

Scleria kevis, Ranee,, in Ann. Sc. Nat. r. 4, xviii. (1862) p. 232; 
Brnth ! FI Bough. p. 400, not of Betz. 

Hongkong (J lance, 2985! Naumam ). Mus. Brit.; Herb. 
Kew. 

Singapore. 

13. Scleria scrobiculata, Hoes, in Wight , Contrib. p, 117, el in 
Nov. Act. Hat. Cur. xix. Suppl. i (1843) p. 119 ; Kunth, Emm. 
PI. ii, p. 342; Boech. in Linma , xxxviii. (1874) p. 508. 

Scleria tessellata, Beene, in Nouv. Am, Mus . iii, (1834) p, 362, non 
Willd. 

Scleria Neesiana, Book, et Am. Bot Beechers Voy, p. 229, nec 
S, Neesii, J Kunth. 

Scleria waigiouensis, Sieud. Cyp, p. 173, 

Scleria keyensis, K. Schum, in Engl Bot Jahrb, xiii. (1891) p, 267. 
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China (Beechey ! Meyen !); Formosa (Oldham , 594! A. Henry , 
478!); Yunnan ; Mengtze, 6000 feet {A, Henry, 10484!). 
Mus. Brit.; Herb. Kew. 

A. Henry notes on his n. 478, “ Used for making brooms ”: on 
his n. 10484 “Was 9 ft. 1 in. high, leaves mostly in the upper 
half ” ; the specimen is very young, and may or may not be 
S. scrobiculata. 

Frequent in Malaya, from Java to the Philippines and New 

Guinea. * 

* 

14, Scleria tessellata, Willd . Sp. PL iv. p. 315, tab. Bumphii 
citata excl.; Kunth , Enum . PL ii. p. 343 ; Beech, in Linncea, 
xxxviii. (1874) p. 470, nec Boech . in Flora, lxii. (1879) p. 571; 
G B. Glarhe , in Hooh.f. PL Brit . Ind. vi. p. 686 ; non Bentlu 
Chekiang: Niugpo Mts. (Faber, 288!); Yunnan: Tchen- 
fongchan (JDelavay !). Herb. Kew. 

Plentiful in India; frequent in Japan; occurs scattered south¬ 
ward to Queensland. 


1. Diplacrum caricinum, B. Br . Prodr . p. 241; Kunth, Enum, 
PL ii. p. 360; Boech . in Linncea, xxxviii. (1874) p. 434; Goebel , 
in Ann . Jard. Buitenz . vii. (1888) p. 132, 1.15. figg. 21-29. * » 
Scleria caricina, Benth. FI. Austral, vii. p. 426; Benth. et Hook. f. 
Gen. PL iii. p. 1071; C, B. Clarke, in Hook.f. FI. Brit Ind , vi. p. 688. 

Hongkong (Lamont, 869 A!, Hance, 9932 !). Mus. Brit. ; 
Herb. Kew. 

Frequent in India, extending thence to the Philippines and 
Queensland, 

1. Kobresia cercostachys, C. B. Glarhe, MS. 

Carex cercostachys, Branch, in Bull. Soc. Philom. Pam, ser. 8, vii, 
(1894) p, 27, in Kouv. Arch. Mus. ser. S, viii. (1896) pp. 191, 209. 

Szechuen : Tachienlu, 9000-13,500 feet (Pratt, 741!); 
Yunnan: Yengtzehay, 12,250 feet (D elavay, 3403!). Herb. 
Kew. 

2. Kobresia fragilis, C. B. Glarhe , n. sp. 

Culmi 12-16 unc. longi, graciliores, teretes. Folia omnia 
basalia, cum ^ parte culmi vix sequilonga, -pV unc*. lata. Panicula 
1| unc. longa, 3 lin. lata; bractea ima 2-3 unc. longa, 1 lin. 

t 2 
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lata; spicse 12-30, 1|~2 lin. longs, fcre*omnes 2-flora), in sieeo 
caducae. Grlwna (prophyllon) compressa, alte fissa, levis, apice 
truncata den tala, Rhaehilla cum glum a sqnilonga, lata, 2-eos- 
tata, apice florem masculum cum rudimento (floris alteri masculi 
rbachilla) gerens. Stylus brevis; rami 3 longi rubro-brunoi. 
Mux prophyllo parum brevior, exacte ellipsoidea, trigona, multum 
compressa, fere biconvexa, levis, nigro-brunea, rostro vix ullo. 

Szechuen : Tongolo in Kiala ( Soulie, 731 !). Herb. Kew. 

r 

3. Kobresia graminifolia, C. JB. Olarke , n. sp. 

Oulmi 15| unc. longi, apice acutius trigoni. Folia 6-8 unc. 
longa, 1| lin. lata, glabra, in marginibus viscoso-rubro-seabrida ; 
vagina* fisss, apice scarioso-ligulatse. Spica subebracteata, 14-10 
lin. longa, 3^ lin. lata, densiuscula, matura intense brunea. 
Spicula omnes l~nucigerse ; axeos rudimontum sspe, floris rudi- 
menturn rarius additur. GRuma 2 lin. longa, elliptico-oblonga, 
obtusiuscula, in caring et in apice minute seabro-pilosa. Mnv 
2 lin. longa, anguste oblonga, trigona, lineari-conico rostrata.— 
Species K. Frattii affinis. 

Shensi : Mt. Miao Uansan {Hugh !). Mus. Brit. 

• # 4. Kobresia Prattii, G. F. Clarice , n. sp. 

Gulmi visi omnes juveniles, usque ad 3 unc. longi, maseuli, 
basi arete csespitosi a vaginis fusee bruneis fibrillosis inerassati. 
Folia juvenilia cum culmis cequilonga, vix 1;} lin. lata. Spica 
fere 1 nne. longa, 2£ lin. lata, viridi-forruginea. Fraeteae (si 
mavis glunue maseuli) 5 lin. longa*, lineares, apice porobtuwe. 
—Species 1C eercostaehydi affinis et similis, ob bractoas obtusas 
muticas diversa. 

Szechxjkn : Tacbienlu, 0000-13,500 feet ( Fra ft, 744!). Herb. 
Kew. 

5. Kobresia Royleana, Foeeh in Linnrna , xxxix. (1875) p. 8 ; 
C. B. Clarice , in Rook . f FL Brit . Ind. vi. p. 698. 

Trilepis Koyleana, Fees, in Edinb. New FhiL Journ, xvii, (1834) p. 207, 
in Wight , Contrib. p. 119; Kunth , Emm. PL ii. p. 535. 

Elyna stenocarpa, Ear. et Kir . in Bull Soc. Mat. Mosc. xv, (1842) 
p, 526. 

Szechtjen: Tongolo, in Kiala (Soulio, 771!). 

Central Asia, Himalaya tota. 
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6. Kobresia trinervis, Boeclc. in Linnma , xxxix. (1875) p. 548 
in nota; 0 . B. Clarke, in Roolc. f. FI. Brit. Ind . vi. p. 695, 
cum syn. 

Carex mutans, Franck, in Bull . Soc. Philom. Paris, ser. 8, vii, (1894) 
p. 27, in Nouv. Arch. Mns. ser. 3, viii. (1896) pp. 191, 209, syn. excl.; 
non Boott. 

Yttnhan: Hokin, Mt. Koualapo, 12,250 feet (Delavay , 1049!). 

Himalaya. 

m 

7. Kobresia uncinoides, (7. B. Clarice , in Rook. f. _FZ. 

Ind . vi. (1894) p. 698. 

Oarex uncinoides, Boott, Car ex, p. 8, t. 23; Boech. in Linncea, xxxix. 
(1875) p. 109; Franck, in Bull. Soc . Pkilom, Paris, ser. 8, vii. (1894) 
p. 28, iVowy. Arch. Mus. ser. 3, ix. (1896) pp. 192, 209. 

YuOTAisr: Tapintze (Delavay), Tsangehan, 12,250 feet (Dela¬ 
vay, 2653 !), Yanginckan, 9750 feet ( Delavay , 2339 bis). 

Sikkim, 10,000-16,000 feet. 


1. Carex acutiformis, Ehrh. Beitr. iv. (1789) p. 43; Boeck.in 
Linncea , xli. (1877) p. 289 ; (7. B. Clarice, in Rook.f. FI. Brit 
Ind. vi. p. 740; Franck . in Nouv. Arch. Mus . ser. 3, x. (1898) 
pp. 83, 89; Diels, in Engl. Bot . Jahrh. xxix. (1901) p. 233. 

Oarex paludosa, Gooden, in Trans. Linn. Soc . ii. (1794) p. 202; Soioerhy, 
Emjl. Bot t. 807; Meinsh. in Act Hort. Petr op. xviii. (1901) pp. 298, 
377. 

Hupeh (A. Henry, fide Franchet et fide Diels). 

From England to Tunis and to Central Asia. Also at the 
Cape of Grood Hope. I have seen no plant of Henry’s at Kew 
that could be <7. acutiformis. 

2. Carex agglomerata, C. B. Clarice, n. sp. 

Culrni peclales, longi, csespitosi, apice trigoni leves. Folia 
eulmo parum breviora, in. lata, in facie inferior© densius 
puberula. Spices 4 approximate, fere agglomerate, ellipsoidese, 
virides, densss; terminalis basi mascula, apice feminea. Bractea 
ima enm inflorescentii subsequilonga, vel (raro paullo distans) 
inflorescentiam superans. Glumes feminese (mucrone incluso) 
utriculis breviores, ovatse, virides ant pallidae. Styli rami 3 cum 
| parte utriculi subsequilongi. Tltriculus rostro incluso 2 lin. 
longus, ellipsoideus, viridis, vix nervatus, levis, glaber, sessilis, 
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apiee subito angustatus. Rostrum cum .j-ij parte utriculi tcqui- 
longum, breviter 2-dentatum. 

Shensi: Paokisan, Mt. Kifonsan {Hugh !). Mus. Brit. 

3. Car ex albomas, 0, B, Clarke, n. sp. 

Hemiscaposa, prseter utriculos glabra. Guhni 5-7 unc. longi; 
vaginse imaa fimbriatse, lentse, fuseo-brunege. Folia eulmum 
ssepe superantia, l|-2 lin. lata. Spice 1 unc. longa*, distantes. 
terminalis maseula alba, feinineae 2-3 albo-virides; hractea ima 
inflorescentia brevior, f-2 unc. longa; pedmculus imus e vagina 
brevi breviter exsertus. Glume feininea) parvte, alba?, longius 
viridi-aristate. Styli rami 3, longi, atro-rubri. Vtriculus bu¬ 
rn at urns ovoideus, apice attenuatus, pilosus; rostri dentes 2, 
longinsculi, scabri. 

Siiingkinu: Korean G-ate {Boss, 57 !), Fungshan {Boss, 47!), 
Moukden to Xaloo River ( Webster !). Herb. Kew. 

These examples are all young, and are marked in lib. Kew as 
allied to C. precox, Jaequin, which is, I think, the true affinity 
of C. albomas; it differs from C. precox, Jaeq., in the distant, 
green, narrow female spikes and the large white male spike. 

In Nouv. Arch. Mus. ser. 3, ix. (1897) p. 180, Franchet has 
•reduced three of his own species to C. precox, Jaeq., which he 
makes a variable species universally distributed in Japan. 3S r one 
of this Japanese C. precox is the same as (7. albomas ; I believe it 
all quite distinct frem O. precox, Jaeq., as it all has the bulbous 
style-base characteristic of so many Japan species of smal l Oartw . 
But of this C« precox, Franchet, so universal in Japan, I find no 
example from China. 

4. Carex alliiformis, (l B . Clarke , n. sp. 

Culrnm 5-17 unc. Folia basalia plura, 7-20 unc. longa, 
3-6 lin. lata, glabra. Spice 5-6, distant*^, terminalis maseula 
une. longa, 1$ lin. lata, brunea; feminejo 1-2 unc. longa*, 
3 lin. latm, juniores viridi-purpurem, mature alba?, imus in 
pedunculo l^-unciali suberectus; bractee foliiformos, 4-6 lin. 
latse, inflorescentiam longe superantes. Glume femmes lan¬ 
ceolate acuta*, utriculos paullo superantes, in dorso virides in 
lateribus rubro-purpureoe. Styli rami 3, longi. Utriculm If- 
li lin. in diam., globosus, glaber, enervis, inflatus, maturus albi- 
papyraceus, in rostrum sublineare integrum subito angustatus. 
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Nux ellipsoidea, trigona, apice depresso-pyramidalis, erostrata, 
cum ^ parte utriculi vix sequilata. 

Hupeh : Ichang (A. Henry , 3409, 3488 !), 6700 feet (JEu H. 
Wilson, 1660!). Herb. Kew. 

The spikes of fruit suggested Lilliputian ropes of onions. 

5. Carex alopecuroides, D. Don , in Trans . Linn . Soc. xiv.(1825) 
p. 332, Prodr . FL Nepal, p. 43; Boott , Qarex, p. 88, t* 258 ; 
Boeck. in Linnasa , xli. (1877) p. 172. 

Carex Emodorum, Spreng. Syst. iii. p. 818. 

Carex patens, Franch. in Bull. Soc. Philom. ser. 8, vii. (1894-5) p. 90. 
Carex consocialis, Steud. Cyp. p. 222. 

Carex japonica, var, alopecuroides, C. B. Clarke , in Hook.f. Fl. Brit. 
Ind. vi. p. 787. 

Hupeh : Patung ( A . Henry , 3744!). Herb. Kew* 

Erequent in North-east India and in Japan. 

The female spikes are 1~2| in. long, but not more than | in. 
broad, except in the var. /3. In ripe fruit the beaks of the 
utricles are recurved. 

Var.jS. chlorostachya, G. B . Clarke ; robustior, foliis 4-5 lin. 
latis; spieis fructiferis usque ad 4 lin. latis. • 

Carex japonica (typ.), Boott, Carex, t. 257; BoecJc. in Linncea , xli. 
(1877) p. 283. 

Carex chlorostachya, D. Don, in Trans. Linn . Soc . xiv. (1825) p, 330 
(partim). 

Carex Doniana, Spreng. Syst. iii. p. 825; Kunth, Enum . PL ii. p. 503; 
Drejer, Syrnb. Carieol. p. 20,1.13. 

Carex Zollingeri, Steud. Cyp . p. 221. 

Carex japonica, var. alopecuroides, Diels, in Engl. Bot. Jahrb . xxix. 
(1901) p.233. 

Hupeh : Patung (A. Henry , 5655l E. H. Wilson , 1638,1653!), 
Chieneht (E. H. Wilson , 1644!); Szechueh : Wushan (A. Henry, 
5500!), Mount Omei alt. 3500 feet {Faber, 1144!). Mus.Brit.; 
Herb, Kew. 

I have taken Boott’s Carex t. 257 as the <c type ” of this variety, 
i. e. it is the most strongly marked form, and it was drawn from 
Boott’s specimen of <c C . Doniana , Spreng.” (z. e, O. chloro¬ 
stachya, D. Bon); but most of D. Don’s own C. chlorostachya 
appears to be nearer C. alopecuroides , D* Don, between which 
and my variety (3. chlorostachya I see no good line* 
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6. Car ex alta, Boott, in Proc. Linn. B oc, i. (1845) p. 254, in 

Trans. Linn. Soc . xx. (1848) p# 180, et> Care a?, p. 50, t. 158; 
Boech. in Linncea , xxxix. (1875) p, 126 ; C. 2?. Clarke , in ILook.f 1 
277. J&&J. vi. p, 707 ; Branch. in Nouv. Arch. ilfos. Her. 3, viii. 

(1896) p. 236 ; Diels , in Jahrb. xxix. (1000) p, 230. 

Carex Brizopyrum, Kunze, Suppl. Schkuhr , p. 169, t. 43. 

Chekiang- (Baber, 1024!); Szechukn: Tchenkeoufcin, 7800 

feet ( Barges , 1244!); Ytjnnan : Longki (Delavay). Herb. Kew, 

North-east India, Java. 

' * 

Var. /3. Eochebruni, Branch , m jV<w. JTws. scr. 3, viii. 
(1896) p. 236; Diels , in Engl. Bot. Jahrb. xxix. (1900) p. 230. 

Carex Bochebruni, Franck et Sav. Emm. PI Jap. ii. pp. 126, 555; 
Franck Pl. David, ii. p. 139. 

Szechijen: Monpin (David l). 

Japan. 

7. Carex arenicola, F. Schmidt , lleise Amurl. (1868) p. 191; 
Branch, in Nouv. Arch. Mus . ser. 3, viii. (1896) p. 221. 

Carex chsetorrliiza, Branch, et Sav. Fnim, PL Jap, ii. p. 552, 

Carex curaica, Franch. et Sav. Enum. PI. Jap. ii. p. 124. 

Carex muricata, Boott, in Mem. Amer, Acad, new ser. vi. (1859) p. 417 
.in <Obs. 

Noetii Centeal China: Kaolinsien (Ricgh !). Mus. Brit. 

In Sakhalin and Japan, frequent. 

«S. Carex aristata, B. Br. in Franklin , Polar Sea (1823), p. 751; 
Kunth; Emm. Pl. ii. p. 519. 

Carex tricliocarpa, Mnhl, var. aristata, L. II. Bailey, in Bat, Gat, x, 
(Indianopolis, 1885) p. 294. 

Cold America and Europe. 

Var. orthostachys, C. B. Clarke ; culrniw basi t-U lin. in 
diam., a vaginis parum inerassatis, quam in O. aristata, H, Br,, 
typ. gracilioribus. 

Carex orthostachys, C. A. Meyer, in Ledeb. Ic. FI. Boss, iv, (1833) 
p. 10, t. 324; Kunth , Enum, PL ii, p. 491; Maxim. Prim. FI. Amur. 
p. 316; Franck Pl. David, i. p, 321. 

Carex aristata (pars), Boott, Carex , p. 22; Boech. in Linnma , xli. (1877) 
p, 315; Franck in Nouv. Arch . Mus. sdr. 3, x. (1898) pp, 82, 99. 

Carex drymophila, Turcz. in Bull, Soc. Nat. Mosc. (1838) p. 104. 

Carex trichocarpa, var. orthostachys, Each in Bot, Centralbl. lxxvii. 
(1899) p. 92, 
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Carex amurensis, Kuek. in Bot Centralbl, lxxvii. (1899) p. 94; Meinsh. 
in Act. Port. Petr op. xviii. (1900) p. 407. 

Chihli : Jeliol (David, J.743 !), Peking Mountains (Bodinier , 
98 !); Shinoiotg- : Liao Eiver (Boss, 16 !); Shakttjjsto : Ohefoo 
(Fauvell); Kiangsu: Shanghai (Wyheham Perry, BLelol et 
d'Argy, 39, 42 !); Anwhei : Nanking (Faber, 1525,1526!). Mus. 
Brit; Herb. Kew. 

Western Mongolia, Japan, Sachalin. 

In this series of Gar ex, united by the American botanists under 
0. aristata, 11. Br., the lower leaf-sheaths are of loose texture, 
with transverse lines and scattered needle-like white hairs; 
these hairs are continued up the under surface of the leaf, more 
or less. The utricle is glabrous in the lower half; in the upper 
portion it has sometimes white fine hairs on the angles or is 
slightly scabrous-pilose on the beak. In the 4 Bot. Centralbl.’ 
lxxvii. (1899) Kuekenthal has elaborately reviewed the material, 
and arranged it in four species and numerous varieties. It is 
true that the stems are much narrower in the Chinese plant than 
in the subarctic Q. aristata type of E. Brown. The plant in 
Kuekenthars G . amurensis sometimes is 30 in. high. The sheath 
of the lower bracts is ^ in. or in. in the North-American type 
aristata . Tn G. tricliocarpa, Muhl., the utricles have numerous 
minute small hairs between the nerves, different in character 
from the white needle-like hairs sometimes present on the beak 
of G. aristata . I have not seen any Asiatic plant that is = the 
American G. trichocarpa. At all events, I cannot accept 
Kuekenthars proposal to divide G. orthostachys, C. A. Meyer, 
into two species, and to put one of these into the North- 
American G . tricliocarpa . The species are very close hereabout; 
and I think Bailey’s proposal to collect the whole series under 
C, aristata , E. Br., quite worthy consideration. 

9. Carex Arnellii, Ghrist, in Kongl. Svenslc . Vet.-Akad. Handl. 
My Folg . xxii. no. 10 (1888) p. 177; Meinsh . in Act . Sort. 
Petrop . xviii. (1900) p. 363 in notft p. 411. 

Carex sylvatica, Maxim . Prim . FI. Amur . p. 312. 

Carex sylvatica ft Turcz. FI. Baical.-Dahur. ii. pars I. p. 279. 

Carex Maximowiczii, Boech. in Linncea , xli. (1877) p. 237 ; Franch. 
PI. David . i. p. 320, non F. Schmidt . 

Carex Tur czaninowiana. Meinsh. in Act Port Petrop, xii. (1892) 
p. 411, xviii. (1900) pp. 296, 363; Franch. in Nouv, Arch. Mus. s6r. 3, x. 
(1898) pp. 59, 97. 
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Chihli : Jehol (David), 

North and Central Asia. 

The utricle is pale, loose; the style-branches short; the nut 
obovoid—quite distinct from C. sylvatica , Huds. 

10. Carex atrata, Linn. Sp. PI ed. 1, p. 976, ed. 2, p. 1887; 

Schkuhr, Biedgr. i. p. 52, ii. p. 42, t. x. fig. 77; Kuntii, Emm. 
PI. ii. p. 433 ; Boott, Carex, p. 114, t. 362; Boeclc. in Linnma , 
xl. (1876) p. 398 ; O. B. Clarke, m Hook.f. l?l. Brit . Ind. vi. 
p. 731; j Wranclu PL David, ii. p. 140, m Philom. 

Paris, ser. 8, vii. (1895) p. 36, in Houv. Arch. Mm. ser. 3, 
ix. (1897) pp. 146, 161; Diels, in Engl. Bot . Jahrb. xxix. (1900) 
p. 231. 

Shingking : Changpeishan, 1000-7000 feet (James !); Hupeh, 
6700 feet (E.H. Wilson, 1019!); Szechuen: Taehienlu (Soulie), 
Moupin (Davidl ); Yunnan : Yentzehay, alt. 11,500 feet (Dela~ 
vay ex Eranchei ), Tsangchan, alt. 13,250 feet ( Delavay , 867, 
2807!). Herb. Kew. 

Cold parts of the North Hemisphere. 

The plants of James were probably collected on the Mand- 
shurian side of the frontier. 

11. Carex baccans, Nees, in Wight, Contrib. (1831) p. 122; 
Kunth , Emm . PI. ii. p, 513; Boott, Carex , p. S3 (syn. C. curvi- 
rostri, K/unze, excl.), tt. 234-236 et 238, 239; Boeek. in Linnata, 
xl. (1876) p. 339 ; C. B. Clarke , in Hook.f PI Brit. Ind. vi. 
p. 722; Branch, in Nouv. Arch. Mm . ser. 3, viii. (1896) pp. 251, 
260 ; Hook.f. Bot. May. t. 7288. 

China (Staunton ); Formosa : Tamsui (A. Henry, 1402!). 
Herb. Kew. 

Tonkin, India, Malaya. 

12. Carex basiflora, C. B . Clarke , n. ap. 

Eolia basalia 12-16 uuc. longa, usque ad 4 lin, lata. Qulmi 
frutescentes 5, usque ad 4-5 unc. longi. Spim 3-4 distances, 
terminalis mascula, fusee olivacese. Bractem inflorescenthl bre- 
viores. TTtriculus rostro incluso 2 lin. longus, in humeris sparsim 
aciculari-pilosms, globosus; rostrum linear© cum f parte utriculi 
aequilongum, breviter 2-dentatam. Nux ellipsoidea, prava, tri- 
gona, apiee pyramidata erostrata$ styli basis linearis torta. 
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Hupeh : Patung ( A . Henry , 8748!); North Central China : 
Laoysan (Hugh I). Mus. Brit.; Herb. Kew. 

G. brevicuspis , huie perafimis, ob nueem longe rostratam prse- 
cipne differt. 

13. Carex bidentula, j Franck, in Bull* Soc. Philom. Paris , 
ser. 8, vii. (1894-5) p. 41, ei in Houv. Arch Mus, ser. 3, ix. 
(1897) pp. 132, 159 (excluding the examples with 2-fid style). 

Carex rigidula, Franchet, MS. 

Shingking: Moukden to Talos K. ( Webster , 181!). Herb. 
Kew. 

Prequent in Japan. 

Pranchet says the affinity of this species is with G. vulgaris ; 
this can only refer to the examples with bifid style that Pranchet 
included here. 

14. Carex biwensis, Franch in Bull. Soc. Philom . Paris , 
ser. 8, vii. (1S95) p. 28, et in Horn. Arch Mus. ser. 3, viii. 
(1896) p. 197, t. 2. fig, 2. 

Hupeh : Ickang (A. Henry , 7865 !). Herb. Kew. 

Japan. 

This species differs very little from G. capillacea , Boott. . 

15. Carex Boottiana, Hook, et Am. Bot . Beech Voy. (1841) 
p. 273; Kunth , Fnum . PI. ii. p. 515, nee Boott , nec Bentham , MS. 

Carex Bongardi, Boott, in Trans , Linn. Soc. xx. (1846) p. 144, et Carex , 
p. 160, t. 531. 

Carex wahuensis, Boott, Carex, t. 351, quoad utriculum dextrorsum 
nueem superiorem (neque aliter). 

Bonin Isles ( Beechey , n. 70 ; 0. Wright , n. 370). 

Beeehey’s plant has (as Hook, et Arn. describe) an oblong- 
lanceolate utricle, which is {• inch long, stramineous, with 20-24 
nerves. Boott’s tab. 351 (except the utricle and nut above cited) 
is taken from the Sandwich plant which Boott subsequently 
published as a distinct species, viz. C. nuptialis, Boott (Carex, 
p. 175, t. 591). The nut has no beak, which character shuts it 
off from C . tenebrosa, Boott. 

Var. /3. bracteosa, C. B. Clarke. Bmctece longissimse, 2 inferi- 
ores usque ad 8-12 unc. longae, inflorescentiam longe superantes. 
Spica mascula subsessilis. Glumce femineas longe aristatae, in¬ 
feriors subbracteiformes. Bractea ima longius vaginata* 



276 


158 . CYPEEACKJE. 


Cares wahuensis, Boott, in Mem. Amer. Acad. new ser. vi. (] 859; 
p. 417; Car ex, pp. Ill, 112 partim, t. 854; Palihin, FI. Korece , iii. p. 26 
partim. 

Luchu Archipelago (0. Wright , 868 !). Herb. Kew. 

The utricles agree closely with those of C. Boottiana, Hook, et 
Arn.; but it might be made a distinct species. The bi’acts are 
sometimes more than twice the length depicted in Booths tab. 854. 
Though Boott included this Luchu plant in 0. wahuensis (Carex, 
pp. 111,*112), yet he subsequently (p. 160) joined it with his 
C. Bongardi (i. e. C. Boottiana , Hook, et Arn.)*; for his locality 
for C. Bongardi, viz. “ Bonin Island, Looehoo, Bongard (herb. 
Hooker), Wright, N. Pacific Exped. TT.S. (herb. Gray),’ 5 must 
mean that he put together the Bonin and Luchu plants. 

16. Carex breviculmis, B. Br. Prodr . p. 242 ; Kunth, 2'num. 
Bl* ii. p. 522; Boott, Carex, p. 181, Ic. Ined. 614-616; Bentli. 
FI. Austral . vii. pp. 436, 445 : Boole, f FI. Hew Zeal. i. p. 288, 
t. 63; C. B. Clarice, in Hook.f. FI. Brit. Ind. vi. p. 746 ; Baker 
et S. Moore, in Journ . Linn . Soc., Bot. xvii. (1880) p. 388; Branch. 
m JSTouv. Arch , Mus. ser. 3, ix. (1897) p. 192, x. (1898) p. 95; 
Diels, in Engl. Bot. Jahrb. xxix. (1901) p. 232 ; Palihin , FL 
Korece, iii. p. 22. 

Carex lloyleana, Nees, in Wight, Contrib. p. 127; Kunth, Emm. FL ii. 
p. 441; Boott , Carex, p, 6,1.19. 

Carex leucochlora, Bunge, in Mem. Saw JEtrang. St. Fetersb. ii. (1835) 
p, 142; Meinsh . in Act. Hort. Fetrop. xviii. (1900) pp. 295, 860. 

Carex Langsdortfii, Boott, in Trans. Linn. Soc. xx. (1847) p. 144. 

Carex puberula, Boott, hi Ferry, Exped. ii, (1857) p. 324. 

Carex discoidea, Boott , in Mem. Amer. Acad. vi. (1859) p. 419, 

China Bor. (Bunge !); Chihli : Peking (Bushell !); Mnnsra- 
king (Boss, 66!); Kiangsu : Shanghai (Maingag, 644! Faber , 
227!); Chekiang: Ningpo Mountains (Faber, 1523, 1524!), 
Punto Isle (Faber, 24!); Kiangsi : Kiukiang (Faber, 1188, 
1141! Maries !), Nankangfoo (Miss Beid !); Fokien : Amoy 
( Grgs, 9964 !); Formosa (Oldham, 597 !) : Hupeh : Patung (X 
Henry, 8782 ! E. H. Wilson , 1659 !); North Central China ; 
Scekintsuen (Hugh !); Corea: Port Hamilton ( Wilford , 706, 
709! Oldham , 916!); Luchu Archipelago (C. Wright, 364!). 
Mus. Brit.; Herb. Kew. 

* India, Australia, New Guinea, New Zealand; abundant in 
Japan. 

This species varies much in the points dear to Cyperologists : 
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the female glume has usually a long green arista, but sometimes 
the glume is acute or hardly mucronate; the spikes are usually 
approximate, the bract to the lowest spike much oyertopping tlie 
inflorescence, but sometimes the lowest spike is somewhat distant 
and the bract short. From these variations, Booth and Franchet 
each constructed several species. But the material having now 
increased, Franchet has reduced the whole to G. breviculmis , 
R. Br. 

The species, in its characteristic state, with long bradTs, is not 
very like G. pisiformis , Boott; but the examples with shoi’t bracts, 
and glumes but little aristate, can hardly be distinguished from 
G. pisiformis but by their small, slender, subsessile male spike. 

17. Carex brevicuspis, G. B. Clarice , n. sp. 

Fusco-viridis. Folia 2-pedalia, 3-4 lin. lata, fere glabra. 

Gulmi 12-16 unc. longi. Bractece infloi’escentiam non superantes. 
Spicce 4, distantes, terminalis omnino mascula pedunculata 1 unc. 
longa, i unc. lata, rufo-brunea. Spica feminea 2 unc. longa, 
3-4 lin. lata, fusco-viridis. Qlumce feminee utriculis sub- 
breviores, anguste lanceolate 8-nerviae, apice acuminate liueares, 
vix mucronate. Stylus 3-fidus. Utriculus globosus, subinflatus, 
olivaceus, multistriatus, fere glaber, in rostrum subito con¬ 
tractus ; rostrum lineare, cum utriculi corpore subequilongum, 
apice brevi-2-cuspidatum. Nux trigona; rostro cylindrico, pravo 
(uuci 0. tenebrom simillima). 

Kiangsi : Kiukiang ( Maries ! Shearer !); Chekiang- : Ningpo- 
Mountains {Faber, 62 !). Herb. Kew. 

18. Carex Brownii, TueJcerm. Fnurn. Garic . (1849) pp. 15, 21; 
Boott , Gar ex, p. 161, t. 532; Franck . et Sav. Fnurn* PI . Jap . 
ii. p. 578; BoecJc. in Linncea , xh. (1877) p. 151; Franck . in 
JSfouv. Arch. Mm. ser. 3, x. (1898) pp. 49, 96; Palibin , FL 
Korece , iii. p. 22, syn. 0. lacistomate excl. 

Carex striata, P. Br. Prodr. p. 243; I)refer, Symb. Caricol . p. 28, t, 15; 
Kunth , Enum. PI. ii. p, 458; non Mich. 

Carex ringens, Boott , in Mem. Amer. Acad. n. s* vi. (1859) p. 419 ; 
Franck, et Sav. Enum. PI. Jap. ii. p. 149. 

Carex bulbosa, Boott , MS. 

Corea: Chusan (WjUford, 926!). Herb. Kew. 

Japan, Australia. 



278 


158 . CXPERACEJE. 


19. Carex brunnea, Thunk . FL Jap. (1784) p. 88; Schlcuhr , 
Ptiedgr. ii. p. 16, t. Xx. fig. Ill; Kunth, Enum . ii. ]). 392; Fran ah. 
et Savat. Emm. FL Jap . ii. p. 125 ; Boeeh. In Linn cm^ xxxix. 
(1875) p. 145; O. B. Clarice , Hook. f. FL Brit . vi. 
p. 705 ; Franck . Nouv. Arch. Mus. ser. 3, viii. (1896) pp. 241, 
259: jD/A, AfoyZ. i?oZ. Jakrb. xxix. (1900) p. 230. 

Carex gracilis, 2?. 2?n Prodr, p. 242; Boott, Carex , p. 59, tt. 154, 155, 
150. 

Carex Qpinmersoniana, Funtk, Enum, PL ii. p. 391. 

Carex Fabri, Jffance , m Jbwm. Linn. $?<?«, itof. xiii, (1873) p. 90; 
Branch . m Nowy. ^trcA. Jfws. ser, 3, ix. (1897) p. 138. 

China (SirE. Home\)\ Kjangsu: Shanghai ( Hance, 10238 !); 
Chekiang: Ningpo (Swinltoel Uance, 9945 !); Formosa : Ke- 
lung ( Oldham , 598!), Tamsui {A. Henry , 1401!), Takow (A. 
Henry , 2009!); Hupeh: Patung (X Henry , 5020, 5156!), 
Ichang (A. Henry , 3341!); Szeciiuen: Teheukeoutin, 5500 feet 
(Farges, 225 !); Yunnan : Mosoyn ( Delavay , 4090 !), Mengtzo, 
5000 feet (X Henry, 1401!); Lucnu Archipelago {C. Wright , 
368!). Mus. Brit.; Herb. Kew. 

From Madagascar and India to Japan, the Sandwich Isles, and 
Australia ; a frequent plant. 

* 20. Carex caespitosa, Linn. Sp. FL ed. 1, p. 978, ed. 2, p, 1388, 
pro parvii parte; Falmstr. Svensh Bot. iv. (1805)t. 222 ; Boeeh. 
in Linneea , xl, (1876) p. 427; Branch, in Bull. Soc. Fhilom. 
Paris , ser. 8, vii. (1895) p. 87, et in Nouv . Arch. Mus. ser. 3, 
ix. (1897) pp. 127, 159. 

Chihli : Peking (Bodinier). 

Cool parts of the North Hemisphere; not rare in Japan, but 
much less common than O. Qoodewwii , J. Gay. No Chinese 
specimen has been seen by me. 

21. Carex capillacea, Boott, Carex , p. 44 (1858), 1.110; Boeeh. 
in Linneea, xxxix. (1875) p. 37; (7. B. Clarice , in llooh.f. FL 
Brit . Ind. vi. p. 713; Branch, in Nouv. Arch. Mm. ser. 3, viii. 
(1896) pp. 197, 209 (var, yunnanensi excl.; syn* C . mm, C. onta ~ 
hensi excl.). 

Carex rara, Palikin , FL Forces, iii. p. 25, quoad exemplum in Seoul 
lecta ? 

Carex c&pitellata, Boiss . FL Orient, v. p. 399, 

Carex simplicissima, F. Muell Fragm. Phyt. Austral, ix, p, 191, 
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Chekiang- : Ningpo Mountains, 2000 feet (Faber, 59!); Yun¬ 
nan : Outchay (Delavay, 406), Langkong ( Delavay, 2078). Mus. 
Brit.; Herb. Kew. 

Scattered from Laristan to Sachalin to New South Wales. 

22. Carex capilliformis, Branch. in Bull . Soe. Bhilom . Baris, 
ser. 8, vii. (1895) p. 89, et in Nom. Arch . Jfws. ser. 3, x. (1898) 
pp. 66, 97, t. 6. fig. 1; Diels , in Engl. Bot . Jahrb . xxix. (1901) 

p. 262. 

North Centuai/ China: Mount Thaepersan (Hugh); Sze- 
chtjen : Tchenkeoutin ( Barges ). Mus. Brit. 

23. Carex cardiolepis, Bees, in Wight , Oontrib . (1834) p. 127; 

Kunth , Enrni. PL ii. p. 516; Oaw, p. 6, t. 17; BoecJc. 

in linncea, xli. (1877) p. 319; 0. 2?. Clarice , Hoolc . y*. i^Z. 
Brit. Ind. vi. p. 744; Branch. in Nouv. Arch . JZks. ser. 3, ix. 
(1897) p. 172, x. (1898) p. 93; D&VZs, m Engl. Bot . ,7^. 
xxix. (1901) p. 232. 

Szechuen : Tchenkeoutin ( Barges !). 

Cabul and North-west Himalaya. 

24. Carex cercidascus, C. B. Clarice , n. sp. 

Yiridis, 10-uneialis, debilior. Bolia 10 unc. longa, vix 2 lin. 
lata, glabra. Spices c. 4, terminalis maseula, 1| unc. longae, 
graeiles, virides, albidae, paullo distantes (ima 1-2 unc. remota 
peduneulata); bracteae foliiformes, inflorescentiamnon superantes. 
Qdumoe parvae, in dorso fusco-virides, in lateribus albo-scariosm, 
mucrone lanceolato incluso cum utriculis sequilongse. /Stylus 
3-fidus. Utricnlus (immaturus) 1J lin. longus, anguste ellip- 
soideus, utrinque angustatus, levis subenervis, glaber, ore 
integro. 

Cheiciano : Tientai Mountains, 3000 (?£eet) (Baber, 60!). 
Herb. Kew. 

The young utricle is like a shuttle. The long, slender, green- 
white spikes resemble no Chinese species of this subgenus except 
G. ichangensis . 


25. Carex cernua, Boott, Carets, iv. (1867) p. 171, t. 578; C. 
B. Clarice, in Boole . f. FI. Brit . Ind. vi. p. 708, non Branch . 

Carex phacota, Franck in Nouv. Arch. Mus. ser. 8 ; ix. (1897) pp. 117, 
158, non Spreng. 
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Kiangsu : Shanghai (Carles, 540 !); Chekiang (J Faber, 248 b !). 
Herb. Kew. 

Assam, Tonkin, Japan. 

[0. cerium , Pranehet, in Nouv. Arch. Mus. ser. 3, ix. (1897) 
p. ]16, is partly = C. shimidzensis , Franch., partly = C. Prescot- 
tiana , Boott—two species hardly separable ; the terminal spike 
in both male.] 

26. Carex chinensis, Betz. Obs . iii. (1783) p. 42; Kunlh , 
Emm. PI. ii. p. 517; Boott, Careco^ p. 13, t? 36; JBenth . PL 
Hongk. p. 402; Boeck. in Linnm , xli. (1877) p. 231; Branch . 
«n Nouv. Arch. Mus. ser. 3, ix. (1897) p. 182, x. (1898) p. 94; 
Finet et Franch. in Bull. $ 00 . JB 0 #. France , scr. 3, vi. (1899) 
p. 214. 

Carex Betzii, A>*$, tn Wight, Contrib. p. 128 (Betziana, p. 132). 

Pokxen: Knatun Mountains (Dela Touche ); Hupeh: lehang 
(A. Henry , 3530!); Kwangtung: Macao ( Qaudichaud ! 0W- 
lery , 42, 397 !); Hongkong ( Harland , 712 I 0. Wright , 80, 
603! Faurie , 15866 ! 131!), Pic Victoria ( Bodinier , 541!). 

Mus. Brit.; Herb. Kew. 

In this species the nut is “ apiculate,” i. e . contracted to a very 
yarrow neck below the style-base. The female glumes have 
usually long awns, but in A. Henry’s 3530 they are short. 

27. Carex condensata, Nees, in Wight, Contrib . (1834) p. 123 
partim (z. e. Boyle, n. 83) ; Boott , Carets, p. 86, tt. 247, 248; C. 
B. Clarke , im Rook. f. FI. Brit. Ind. vi. p. 716; Franch . in 
Nouv, Arch, Mus. ser. 3, viii. (1896) pp. 252, 2G0 partim; non 
Kunth . 

Carex bengalensis, Boeck. in Limited, xl, (1876) p. 347 pro magna parte. 

Carex indica, Nees, in Wight , Contrib . p. i 23 (f, e. Hoyle, n. 85); non 
Linn. 

Carex cruciata, Branch . z« iVowz?. JiW, s<$r. 3, viii. (1890) p. 253 
partim. 

Yunnan (A. Henry, 86 !), Mengtze 6000 feet (A. Henry , 
9576, 9576 A, 9576 B!), Tsangchan ( Delavay , 4174!). Herb, 
Kew. 

India; common* 

28. Carex conica, Boott, in Perry , Beeped, ii. (1857) p. 325; 
Franch. et Sav. JSnum. PI Jap . ii. p. 143; Boeck. in Linnma, xl. 
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(1876) p. 451; Franch . in JSfouv. Arch. Mus. ser. 3, ix. (1897) 
p. 169. 

Corea. : Tsusima ( Wilford, 778 !). Herb. Kew. 

Japan. 

29. Carex continua, 6 Y . B. Clarice, in Hook.f. FI Brit. Jnd. 
vi. p. 717. 

Y unn.an (X Henry, 10161!). Herb. Kew. 

North India, Philippines. 

30. Carex cremostachys, Franch . in EtiZZ. Soc. Bhilom. Baris, 
ser. 8, xi. (1895) p. 34, et in JYouv. Arch . Jiws. ser. 3, ix. (1897) 
pp. 119, 159. 

Yunnan : Yentzsehay 10,000 feet ( Delavay, 4691). 

31. Carex crueiata, Wahlenb . in Kongl . Vet.-Akad . Stock h. 
Handl. xxiv. (1803) p. 149; (7. Clarke , in Hook.f. FI. Brit. 
Ind. vi. p. 715; Franch. in Nouv. Arch. Mus. ser. 3, viii. (1896) 
pp. 253, 260; Diels , in JEZnyZ. Jahrb. xxix, (1900) p. 230. 

Carex benghalensis, Roxb. FI. Ind. iii. p. 572; Benth. FI. Hongh. 
p, 401; Boott, Carex, p, 85 partly, i. e. t 243. 

Carex valida, Nees, in Wight, Contrib. p. 123; Kunth, Fnum. Bl. Jii. 
p. 513. 

Carex indica, Munro, in Seem. Voy. ‘ Herald p. 423, non Linn. 

Carex stramentitia, Franch. in Bull. Boo. Bhilom. s6r. 8, vii. (1895) 
p. 33, fide Franchet ; non Boott. 

China ( Fortune , 115 !); Formosa : Kelang (Oldham !), 
Banldnsing (A. Henry , 840!); Hupeh : Changvaiig (A. Henry , 
7753!), Nanto Mts. (A. Henry, 4628 !), Patung (E. H. Wilson, 
1572!); Szeohuen: Mt. Omei (Faber, 1121!); Yunnan: 
Mengtze, 4000-5000 feet (A. Henry, 9971, 11151, 11440!), 
Szemao, 4500 feet (A. Henry, 12404!), Tchenfongchan ( Delavay , 
5078 !) ; Kwangtung (Ford, 180 ! Tate ! Seemann, 2398 !) ; 
Hongkong (Furet, 13 ! Harland, 693 ! Bodinier, 985! C. Wright, 
606 ! Hance, 2248 !). Mus. Brit.; Herb. Kew. 

Malaya, Tonkin, India, Madagascar. 

Part of Franchet’s C. crueiata is here referred to C . condemata, 
Nees ; and part of his Ct. condensata to C. crueiata, Wahl. 

32. Carex cryptostachys, Brongn . in Dugerrey, Toy. ‘ Co- 
guille 9 (1829), p. 152, t. 25; Kunth, Fnum. PL ii. p. 513; Benth. 

LINN* JOURN.—BOTANY, YOU. XXXYI. U 
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FI. Honglc. p. 403; Boott, Carex, p. 103, t. 310; Boeeh. in 
Linncea , xl. (1876) p. 327; Branch, in Worn. Arch. Mus , ser. 3, 
is. (1897) p. 193, x. (1898) p. 95. 

Carex cyrfcostachys, C. B. Clarke (sphalm.), in Hook. f. FI Brit. 1ml. 
vi. p. 714, 

Hongkong (C. Wright, 604! Wilford, 256! Harland , 791! 
Z&wwfc, 1158 ! Faurie, *15777 ! Bodinier , 103,107!). Mus. Brit.; 
Herb. Kew. 

Tonkin.* Malaya Peninsularis et Insularis. 

33. Carex cylindrostacliys, Branch, in Bull. Soc . Philom. 

Baris, ser, 8, vii. (1895) p. 32, <sj£ m JV<w. Arch , ser. 3, 

ix. (1897) pp. 114, 158. 

Yunnan ; Tapintze ( Delavay , 1742 !). 

34. Carex Davidi, Branch. PI. David . i. (1884) p. 319, m 
Nouc. Arch. Mus . ser. 3, ix. (1897) p. 165, x. (1898) p. 93 ; 
Diels , m Engl. Bot. Jahrb. xxix. (1900) p. 231. 

Carex ascotreta, Franck, in Nouv. Arch. Mus. s6r. 3, ix. (1897) p. 182, 

x. (1898) p. 94; Diels, in Engl. Bot. Jahrb. xxix. (1900) p. 232. 

Shansi (Davidi); Hupeh: Ichang (Henry, 7899!), Patung 

(Henry, 5320!); Nobth Centeal China : Scekintsuen (Hugh !). 
Mus. Brit.; Herb. Kew. 

35. Carex Delavayi, Branch . in Bull. Soc. Philom . Baris, 
ser. 8, vii. (1895) p. 29, et in Nouv. Arch, Mus , ser. 3, viii. (189(5) 
pp. 208, 210, t. 2, fig. 1. 

Yunnan : Tapintze, 6000 feet ( Delavay , 1739!). 

There is, in two of the plants, a second remote poduneled 
axillary spike. The species is remote from the Neet. Farce, where 
Franchet has arranged it; but it is not easy to find a good place 
for it. 

36. Carex Dickinsii, Branch, et Sav. Emm. PI. Jap, ii. (1879) 
pp. 153, 581; Branch. in Nouv. Arch. Mus. ser. 3, x. (1898) 
pp. 80, 99. 

Carex retrorsa, Palibin, FI. Korea, iii. p. 25; Maximotoicz, MS., non 
Schweinitz. 

Carex retrorsa, var. minor, Boott, MS. 

Coeea : Chusan ( Wilford, 927!). Herb. Kew, 

Frequent in Japan, 
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Franchet separated this plant as a species from the North- 
American 0. retrorsa, Sehwein., which has longer spikes with 
the beaks of the utricles prominently deflexed. C. retrorsa, 
Bchwein., has also spongiose transversely lineolate leaves, which 
will not match. 

37. Carex digitata, Linn . Sp. PL ed. 1, p. 975, ed. 2, p. 1884; 
Schlcuhr, Bieclgr . i. p. 76, ii. p. 57, t. H. fig. 38; Kurth , Enum . 
PZ. ii. p. 473 ; Boech in Linncea , xli. (1877) p. 193 ; Balcer et 
S. Moore, in Journ. Linn . Soc., Bot. xvii. (1880) p. 389. 

Shingking: E. of Eungwkangshan {Boss, 118!), Korean G-ate 
(Boss, 424 !). Herb. Kew. 

A common European species, extending to North Asia. 

88. Carex dineuros, C. B . Qlarhe, n. sp. 

Guhnus 2-3-pedalis, imft basi foliis squamiforinibus intectus. 
Folia supra culmi basin usque ad 12 uijc. longa, 4 3in. lata, 
glabra. Spicce 4-5, distantes, terminalis maseula lf-2| unc. 
longa, pallide purpureo-bruuea; femineae lf~2£ unc. longse, 
2 lin. latse, fusee luteo-virides; bractea ima pedalis, infloreseentiam 
multo superans. Glumes ovatse, obtusse vel vix acutse, feminese 
cum utriculis aequilongse. Stylus 3-fidus. Utrieulus -| lin. 
longus, obovoideo-ellipsoideus, glaber, trigonus, fusee viridis 
obscure purpureo-maculatus, apice contractus ; in 2 angulis 
eonspicue nervatus; rostrum perminutum, lineare, ore integro. 
Nux ellipsoidea, trigona, apice breviter pyramidata acuminata. 

Shikgking : Chienshan (Boss, 533 !); Chekiang : Tsien Mts. 
(Faber, 1527 !). Herb. Kew. 

39. Carex dispalata, Boott, in Perry, Leaped ii. (1859) p. 325 ; 
Boott, Carex [1], p. 205; F. Schmidt , Beise Amurl. p. 196, t. 7. 
figg. 6-10; Branch, et Sav. JEnum. PL Jap. ii. pp. 151, 580; 
Branch . in Nouv. Arch. Mus. ser. 3, x. (1898) pp. 74, 98. 

Carex marginalia, • Franck, in Bull . Soc. Philom . Paris , s£r. 8, vii. 
(1894-5) p. 40; Branch . in Nouv. Arch . Mus. ser. 3, ix. (1897) pp. 133, 
160. 

Shihgking : Moukden (Webster, 287 !). Herb. Kew. 

Sachalin. Frequent in Japan. 

The style is always 3-fid; whereas Franchet says, in both his 
descriptions, that the style in his G. maryinaria (Toya, n. 1084) 
is bifid. But in C. marginaria, herb. Eaurie (Toya, n. 10184), 
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the style is always 3-fid ; and I believe Faurie has rightly in¬ 
scribed this C. marginaria , Franch. 

40. Carex drepanorrhynclia, Branch. PL David, ii. p. 141, in 
Nouv. Arch. Mus . ser. 3, ix. (1897) p. 178, t. 4. fig. 2, x. (1898) 
p. 94; Diels, in Engl. Dot . Jahrb. xxix. (1900) p. 282. 

Szechueit : Moupin (David). 

Not seen. Franehet says that this species was very near 
0. tlibetica, as doubtless it was; for in his description he says 
that the stems were clothed at base with short leaves only , and 
that the leaves of the innovations were longer than the stems; 
but his picture shows the stem with long leaves, and, I assume, 
requires correction. 

41. Carex Duthiei, C. P. Clarice , in Soolc. f. FI. Brit, Inch vi. 
(1894) p, 731, in Journ. Linn. Soc., Bot. xxxiv. (1898) j>. 127. 

Carex atrata, var. pullata, Boott, Carex , p. 114, t. 304 (spicis nucigeris 
nimis latis). 

SssKCHUJor: Tachienlu, 9000-13,500 feet (Pratt, 556!). Herb. 
Kevr. 

Himalaya. 

'"Pratt n. 556 in herb. Mus. Brit, is C. ustulata , Wahlenb.; and 
Franehet has noted in MS. that the Pratt n. 556 in herb. Paris 
is “altogether different” from n. 556 in hb. Kevv. 


42. Carex fastigiata, Branch, in Bull. Boo. Mi tom. Paris, 
ser. 8, vii. (1894) p. 35, et in Mud. Arch . Mus. ser. 3, ix. (1897) 
pp. 113, 158, viii. (1896) t. 12. fig. 2. 

Iuknak: Mosoyn (Delavay). 

Not seen. 

43. Carex ferruginea, Scop. FI Carniol ed. 2 (1772), p. 225; 
Boech. in Linncea , xli. (1877) p. 228. 

Carex Scopoliana, Willd. Sp. PL iv, p. 292 ; Schhuhr, lliedar . ii f p. 77, 
t. Nnnn. fig. 199, 

Carex Mielichlioferi, Sehhdir, Riedgr. ii. p, 00, t. Mminrn, fig. 198, non 
J. E. Smith. 

A common species of Central Europe, extending to Turkestan. 

Yar. tatsiensis, I'ranch. in Nouv. Arch, Mus. ser. 3, x. (1893) 
pp. 55, 97. 

Szeohueh : Tachienlu (Soulie, 834). 
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44. Carex filicina, Wees, in Wight , Contrib . (1834) p. 123; 
Kunbh, Enum. FI. ii. p. 510; Boott, Obm? 3 p. 105 (varr. a et y), 
tt. 311, 312; Boecfc. in Linncea, xl. (1876) p. 352; C. B. Clarke , 
in Kook, f FI. Brit. Ind. vi. p. 717; Franck, in Wouv. Arch. 
Mus. se'r. 3, viii. (1896) pp. 254, 260; Diels, in Engl. Bot. Jahrb. 
xxix. (1900) p. 231. 

Hupeh: Ichang, Haiito Mts. (A. Henry, 2669!); Yunnah: 
Mengtze, 7000-8000 feet {Henry, 10210, 10210 A!), Tapintze, 
7000 feet {Delavay, 2400 !), Tchenfongcban {Delavay), foot of 
Kichau {Delavay, 4001). Herb. Kew. 

Malaya, Tonkin, India. 

45. Carex filipes, Franck, et Sav . Enum . PI. Jap. ii. (1879) 
pp. 148, 576; Franck, in Wouv. Arch. Hus. ser. 3, x. (1898) 
pp. 68, 98. 

Carex sparsinux, Franck, in Wouv. Arch. Mus. ser. 3, x. (1898) pp. 66, 
97 ; Diels, in Engl. Bot. Jahrb. xxix. (1901) p. 233. 

Hupeh : Patung {Henry, 3745!), Changlo {Henry, 6271!). 
Herb. Kew. 

Also in Japan. 

46. Carex finitima, Boott , Career, p. 44 (1857), t. 112 ; Boeck . 
in linnvea, xli. (1877) p. 247; 0. B. Clarke, in Hook. f. FI. 
Brit. Ind. vi. p. 736; Franck, in Wouv. Arch. Mus. ser. 3, x. 
(1898) pp. 65,97; Diels , in Engl. Bot. Jahrb. xxix. (1901) p. 232. 

Szechtteh: Mt. Omei {Faber, 1149 !). Herb. Kew. 

Central Himalaya. 

47. Carex foraminata, C. B. Clarke, n. sp. 

Hemiseaposa. Folia basalia 18 unc. longa, 3 lin. (et ultra) 

lata, fere glabra. Gulmi florentes 12-16 unc. longi, efoliati; 
bracteas vix unciales, setacese. Spicce 5, remote, termiualis 
onmino mascula pedunculata 3 unc. longa, 2-2-1 lin. lata, intensius 
brunea. Spica feminea 2 unc. longa, 2 lin. lata; glumse 
ellipticae, acutse, utriculos paullo superantes, in dorso 3-nerviae 
viridi-lutem, in lateribus bruness. Stylus 3-fidus. TTtrieulus 
obovoideus, f lin. longus, apice erostris, trigonus, multi-striatus, 
undique tenuiter microscopice pilosus. 3STux anguste obovoidea, 
trigona, erostris in medio impressa (prava). 

Chekiahg: Ningpo Mts., 1800 feet {Faber, 631); Kiabtgsi: 
Kiukiang Mts. {Faber, 11391), Chinkiang et Kiukiang {Maries !). 
Herb. Kew. 
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This species is next 0, Davidi , Franchet, of which it has the 
utricle. The male spike is much longer; the female glume is 
exaristate. 

48. Carex Forbesii, C, B. Clarke, n. sp. 

Cidmi 14 unc, longi, recti. Folia 9 unc. longa, 2\ lin. lata, 
glabra. Spicee 4, paullo distantes, rufo-bruncse, 2 superiores 
masculae 1 unc. longa?, lin. late, 2 inferiores feminem parum 
pedunculate li unc. longse, 4 lin. late; bracte® filiformes, 
infloreseentiam paullo superantes. Gluma femine® ovate, 
mucronate, in lateribus bruneoe, utrieulis multo breviores. 
Stylus 3-fidus. Utriculus 21-3 lin. longus, ellipsoidei-conicus, 
suberostratus, eoriaceus, glaber, obscure glanduloso-puberulus, a 
nervis numerosis stidatus, ore breviter 2-dentato. JSfux oboyoidea, 
trigona, apice apiculata, basi substipitata. 

Shantung : Chefoo {Forbes !). Herb. Kew. 

This has been arranged as a possible variety of C, pumila in lib. 
Kew, to which species it is closely allied. The long straight 
steins, the leaves being shorter than the stems, give it a different 
aspect, while the utricles are beakless with very numerous longi¬ 
tudinal striations. 

49. Carex Forficula, Franeh, et Sav, Enum, BL Jap, ii. (1879) 
pp. 131, 557 ; Franeh, in Houv. Arch, Mus . ser. 3, ix. (1897) 
pp. 135,160, viii. t. 8. fig. 2 ; Falibm , FL Korea , iii. p. 22. 

Carex notha, Baker et S. Moore , in Journ . Linn, SocBat, xvii. (1880) 
p. 389, non Kunth, 

Carex notha, var., Boott, MS, 

SitiNGJKTNG: Kwandien Mts. (Ross, 75!); SiiENsr: Mt. Minn- 
wangsan (Hugh l); Como a (Kalinowski), Mus. Brit*; Herb. 
Kew. 

Japan, abundant. 

€, notha , Kunth, is very like 6 Y . Forficula, but has the utricle 
nerved, its wall dotted over by transparent ferruginous elliptic 
glands sunk in the utricle-wall, its beak shorter. 

50. Carex gentilis, Franeh in Bull, Soc, Fhilom . Baris , ser. 8, 
vii. (1895) p. 84, et Hour. Arch Mus, sdr. 3, viii. (1896) pp. 246, 
260, t. 4. fig. 2; Diels , in Engl , Bot . Jahrb. xxix. (1900) p, 230. 

Kiangsi : Kiukiang Mts. ( Faber , 1188!); Yunnan : Tcheng- 
fongchan Mts. (Delavay !). Herb. Kew. 



158. CYPERACEJ3. 


287 


This species is very near G. longicruris , Nees ; it has shorter 
style-branches and. a smaller utricle. 

51. Carex gibba, Waklenb. in KongJ. Vet.-Alead. Stochh. Handl. 

xxiv. (1803) p. 148, char, emend.; Schkuhr, Biedgr . ii. p. 22; 
Kunth, JEnum. PI. ii. p. 420; Boott , Gareev, p. 187; Boeck. in 
Linncea , xxxix. (1875) p. 127; Branch . et Sav. PL Jap . ii. p. 132 ; 
Branch . m iVowfl. .Mws. ser. 3, viii. (1896) pp. 236, 241; 

j Diels, in Fngl. Bot. Jahrb . xxix. (1900) p. 230. 

Carex remota,, Thunb. FI. Jap. p. 37, non Linn. 

Carex anomala, Boott , in Perry, Bxped . p. 327; Palihin, FI 

Korea, iii. p. 21, non Steud. 

Carex pteroloma, Kunze ex Stead. Cyp. p. 242. 

Kiangstt: Shanghai (Maingay, 360,362!, Perry 1); Chekiang 
(Faber, 246,1025!), Ningpo Mts. (Faber, 222!); North Central 
China : Hykiascien (Hugh !) ; Hupeh : Patung (A. Henry, 
1746, 3862), Ichang (A. Henry, 3479!) ; Hunan : Shihmen 
(A. Henry, 7544!); Szeohtjen: Wushan (A. Henry) ; Corea: 
Port Hamilton (Wilford, 710!), Chusan (Wilford, 933 partial!). 
Mus. Brit.; Herb. Kew. 

Japan. 

It would be perhaps preferable to call this 0. gibba, Boott; for 
Wahlenberg (also Willdenow and Schkuhr) say their O 0 gibba 
had the style 2-fid; so that their plant was not our 0. gibba. On 
this ground, Boott started the new name 0. anomala, but he 
afterwards accepted u gibbaP 

52. Carex Goodenovii, J'. Gay, in Ann. Sc. Hat. ser. 2, xi. 
(1839) p. 191 (Grodenowii err . typogr.); Hook. f. Studenfs FI. 
Brit. ed. 3, p. 455. 

Carex eoespitosa, Linn. Sp. PL ed. 1, p. 978, ed. 2, p. 1388, pro magnfi 
parte; Gooden, in Trans. Linn. Soc. ii. (1798) p. 195, t. 21; Schkuhr , 
Biedgr. i. p, 57, ii. p. 27, t. Aa. figg. 85 a, 85 b ; Quensel, in Svensk Bot. 
iv. t, 222. 

Carex vulgaris, Fries, Kovit. Mant. iii. (1842) pp. 153-6; Boott, Carex, 
p. 166 (varieties all excl.), tt. 557, 558, 562, 563, 565; Boeck. in Linneea , 
xl. (1876) p. 416; C. B. Clarke, in Hook. f. FI. Brit. Ind. vi. p. 711; 
Branch, in Nouv. Arch. Mas. ser, 3, ix. (1897) pp. 124,159. 

Carex decidua, Boott, Carex, p, 63 (i. e. n. 1 planta Douglasi) et auctt. 
Amer. 

Chihli : Peking (David ); Shantung : Chefoo (Famel) ; 
Kiangsi (Miss Beid), Kiukiaug (Shearer !). Herb. Kew. 
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Common throughout the cool North Hemisphere; very common 
in Japan. 

On referring to J. Gay’s classical paper on C. Goodenovii, it 
will be seen that it only differs from 0. ccespitosa , Palmatr., by 
the stronger nervation of the utricle. Linnaeus included both 
(and other plants) under his “ ccespitosa ”; he probably had but 
a grain of the comparatively rare G . ccespitosa , Palmstr., to 
several ounces of the very common G. Goodenovii ; but the 
name G . ccespitosa (Linn, partim) is reserved bj botanists for 
the plant of Palmstrueh. 

53. Carex Hancei, G . B . Clarke , n. sp. 

Undique pilosa. Rhizoma repens. Gulmi 20 unc. long!, 
hemiscaposi. Folia usque ad 20 unc. longa, 3 tin. lata, in 
utraque facie pilosa. Spicce 2, terminals mascula in pedunculo 
robusto piloso 3|-4 unc. longo, altera feminea in pedunculo 
subincluso ; bractece 9 lin. longae, patulse, lanceolate, vagina 
1 unc. longa, inflata, fissa. Spica mascula 9 lin. longa, 2-2J- lin. 
lata, ferrugineo-brunea; glumse lanceolate, vix mucronatse, 
in carina lutescentes. Spica feminea 9 lin. longa, 6 lin. lata, 
2Cknucigera, fusee viridis. Glurnce ovatse, obtusse, breviter 
aristatse, utriculis (arista inclusa) breviores, in lateribus scarioso- 
albee. Stylorum rami 3, longi. Utriculus 2 lin. longus, ovoideus, 
subinflatus, multi-nervatus, dense pilosus; rostrum l|-2 lin. 
longum, lineare, dense pilosum, dentibus 2 longis linearibus. 
Fux prava, stylobasi tenui, torta. 

Kianostj : Hills of Fengwangshan (Forbes !); Chekiang; 
Hills near Huchau (Forbes l); Kiangsi : Kiukiang (Shearer l), 
Mus. Brit.; Herb. Kew. 

This was pasted down in herb. Hance with £7. Sampson /, Hanco, 
but was called (7. longerostrata , C. A. Meyer, in'hb. Kew, which 
the male spike resembles. 

54. Carex Hancockiana, Maxim, in Bull. Soc. Mose . liv. (1879) 
pp. 66-68 ; Franck . in Journ. de Bot. iv. (1890) p. 320, in Nom. 
Arch. Mus. ser. 3, ix. (1897) pp. 149,161. 

Oarex Buxbaumii, Franck. PI. David, i. p. 130, non Wahlenb. 

Carex Peiktusani, Komarov , in Act. Hort. Petrop. xviii. (1901) 
p. 445. 

Chihli : Peking, Mts. Pohuashan ( Bretschneiderl ), Mts. Siao- 
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wutaishan, 3500-5000 feet ( Mollendorff, 89 !), Trappist Monas¬ 
tery ( Bodinier , 100!), Jehol (David, J821!). Herb. Kew. 

Mandshuria. 

55. Carex Harlandi, Boott, Gareev (I860), p. 87, t. 255; Benih. 
FI. Hongh . p. 403 ; Branch, in JSfouv. Arch . Mus . ser. 3, ix. 
(1897) p. 176 (Boottii citat. p. 132 exel.), x. (1898) p. 94. 

Hitpeh : Changyang, 6000 feet (F. H. Wilson, 435 !); Hong- 
koto ( Harland , 690! Lamont , 883! Faurie , 15778!), West 
Point (Wilford, 313 ! G. Wright), Mt. (rough (Bodinier, 101, 
102 !). Mus. Brit,; Herb. Kew. 

Pranchet l. c . cites also Boott, Carex, iv. p. 132, where Boott 
writes of “ G. manca , Boott, var. a. Harlandi ,” which Pranchet 
supposes to mean a reduction of the sp. 0. Harlandi , Boott, to 
a var, of G. manca. 

56. Carex heterolepis, Bunge , in Mem . >SW. Etrang . Petersb . 

ii. (1834) p, 137, Fnum. PI. Ghina Bor . p. 69. 

North-east China: Panschan Mts. (Bunge l); Chihli: 
Peking ( Williams, 13829!); Shingking : Jehol (David !). Mus. 
Brit.; Herb. Kew. 

57. Carex heterostachya, Bunge, in Mem . &><?. Etrang. St. 
Petersb. ii. (1834) p. 142 ; Baker et S. Moore , m Journ . Imik, 

xvii. (1880) p. 389. 

Carex Bungeana, Debeaux , P/. Tientsin, p. 45. 

Carex songarica, Franch. in Nouv. Arch. Mm. ser. 3, x. (1898) p. 92 
in Obs. 

China Borealis (ifrmye!); Chihli: Peking ( Williams , hb. 
Hance , 11446!); Shingking: Liao R. (Pm, 14!), Jaolin (Pm, 
391 !) ; Shantung : Tehefou (Wyheham Perry !) ; North 
Central China: Mt. Laoysan (Hugh !). Mus. Brit.; Herb. 
Kew. 

This species has been very generally united with 0. nutans , 
Host; but Pranchet says correctly that it is nearer (7, songoriea , 
Ka,r. et Kir., of which it has nearly the utricles. It differs a 
good deal from 0 . nutans , Host; it is slenderer, the inflorescence 
erect with 3-4 approximate spikes (the spikes are nearly always 
remote in O. nutans ); the leaves are much narrower and glaucous 
beneath by reason of their being coated with grey, capitate 
glands. The utricles have fewer nerves ; when young they have 
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in the lower half many large immersed yellow oil-glands, when 
ripe they are brown, not shining, nearly nerveless. The utricles 
are narrowed into a longer narrower beak (than in C. nutans) and 
the two teeth are smaller. The stolons are long, slender, harden¬ 
ing into long, slender wiry roots. (7. songorica , Ear. et Kir., is 
a larger plant with remote spikes; the ripe fruits are chestnut- 
red, almost black, shining, and subbaccate. 

58. Cassex humilis, Leysser, FI. Sal . ed. 1 (1761) p. 175, ed. 2 
(1783) p. 235; BoecJc . in Linnoea, xli. (1877) p."198. 

Carex clandestine, Gooden, in Tram. Linn . Soc. ii. (1794) p. 167; 
Schhuhr, Bxedgr. i. p. 81, ii. p. 58, t. K. %. 43; Kunth, Emm. FI. ii. 
p. 476; Baker et S. Moore , in Journ , Linn. Soc., Bot. xvii. (1880) p. 389. 

yuiNGKiNO: S. side Pungwhangshan (Boss, 25 !). Herb. Kew. 

A European species, extending to the Altai. 

59. Carex ichangensis, C. B. Clarke, u. sp. 

Culmi 6-9 unc. longi, rigide emspitosi. Folia cum culmo 
sequilonga, 1A lin. lata, glabra, supra paree scabrida, subtus 
obscure glanduloso-impressa. Spicce 5, distantes; terminalis 
mascula, 1 unc. longa, unc. lata, albo-yiridia aut alba ; spicse 
feminese 1 unc. longse (juniores) perangustse ; Iractece cum in- 
flbreseentia fere sequilongm, foliiformes, virides. G-lumoe feminece 
oblongo-dllipticse, albo-seariosse, 3-nervise, nervo centrali viridi 
in aristam exeurrente. Stylus 3-fid us. Utriculus 1 lin. longus, 
oblongo-ellipsoideus, stipitatus, trigonus, multi-striatus, viridis, 
undique tenuius pilosus, apiee angustatus yix rostratus, ore 
subintegro. 

Hupeh : Ichang (Senry, 7860, 7894 !). Herb. Kew. 

Henry n. 7860 is C. lanceolata var. macrosandra, Eranchet, in 
Nouv, Arch. Mus. s4r. 3, ix. (1897) p. 169; but the description 
is so unlike C. ichangensis that I suppose two plants have been 
mixed under the number 7860. 

60. Carex immanis, G . B. Clarke, n. sp. 

Culmus 2-3-pedalis. Folia 2 pedes longa, 6 lin. lata. Spica 
6-8, 4^ unc. longse, 2§ lin. latse, terminalis basi mascula apice 
feminea. Glmice feminese ntriculis breviores, truncate, mucrone 
brevi. Styli rami 2. Utriculus 1^-2 lin. longus, ovoideus, levis, 
glaber, neryatus, non (vel minute) rostratus. 

Tbis species is perhaps nearest to G. teres , Boott (Carex, 
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t. 167), a Sikkim sp. In the fine specimens of Henry, many of 
the utricles contain two nuts. 

Hupeh : Patung ( Henry , 6113!). Herb. Kew. 

61. Carex incurva, Lightf . FI. Scot. (1777) p. 544, t. 24. fig. 

sinistr.; SchJcuhr , Riedgr . i. p. 27, t. Hh. fig. 95; Kunth, j Emm. 
PI. ii. p. 375 ; JBoott , Garex, p. 210; JBoeclc. in Linnasa , xxxix. 
(1875) p. 48; G . I?. GlarJce , m Hook.f. FI. Brit . Jm?. vi. p. 700; 
Franck. in Nouv . Jfws. ser. 3, viii. (1896) pp. 22&, 240. 

Szechtjen: Tongolo, in Kiala, on Tibet frontier ( Soulie, 
579!). 

Cold places in the north hemisphere. 

62. Carex intermedia, Good, in Trans. Linn . ii. (1794) 

p. 154; SchJcuhr , Riedgr. i. p. 16, ii. p. 9, t. B. fig. 7; KuntJi, 
Fnum. PI. ii. p. 376; Regel, FI. Ussier, p. 180; Meinsh. in Act. 
Hort. Petrop. xviii. (1901) pp. 288, 320. 

Carex disticka, DC. FI. Fran<;. iii. p, 104; Boott, Carex , p. 125, t. 410; 
JBoeclc. in Linncea , xxxix. (1875) p. 139, varr. ft, 8, excl .; Fnmch. in Bull. 
Soc. Pliilom. Paris, s6v. 8, vii. (1895) p. 29, in Nouv. Arch. Mus. s<Sr. 3, 
viii. (1896) pp. 210, 239 ; non (aut pro parva parte) Hudson , FI. Angh 
(1762) p. 347. 

Carex siccata, Franck. PI. David, i. p. 319, non Deivey ; fide Franck, 
in Nouv. Arch. Mus. ser. 3, viii. (1896) p. 210. 

Shjngking: Moukden ( Webster , 188!), Jaoling (Ross, 381!); 
Shantung: Chefoo ( Fanvel ); Mongolia Chinensis (David) ; 
North Central China (Hugh !). Mus. Brit.; Herb. Kew. 
Cool places in the North Hemisphere. 

Bor his G. disticha , type, Hudson cites in his first edition 
Pluk. Pliyt. t. 34. fig. 7, drawn from a plant now in the Mus. 
Brit, which is G. armaria , Linn. In his second edition, Hudson 
repeats this citation, and adds Micheli, Gen. t. 38. fig. 3, an 
excellent drawing, which is, beyond doubt of mine, G. armaria, 
Linn., also. 

As to Hudson’s G. disticha /3, he cites, in both first and 
second editions, only Pluk. Phyt. t. 34. fig. 4, which is totally 
unlike G. intermedia , Gooden. 

It is possible that Hudson, among the material for his 
0, disticha, had plants of G. intermedia , and merely cited the 
pictures to give a general idea of his species. If that had been 
so, I prefer the name O. intermedia, Good. 
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63. Car ex ischnostaeliya, Steud. Cgp. 1855, p. 222; Franck, in 
Notiv. Arch. Mus. ser. 3, x. (1898) p. 47 cum syn. p. 96. 

Carex Kingoldiana, Boott, in Mem. Amer. Acad. n.s. vi. (1859) p, 419, 
Car ex, p. 199, Ic. Ined. in Jib. Kew. 67]. 

Ltjchit Archipelago (C. Wright , 365, 367!)* Herb. Kew. 

Frequent in Japan. 

64. Carex Jackiana, Boott , in Proc. Linn. Soc . i. (1846) p. 260, 
in Trans f Linn. Soc. xx. (1847) p. 132, Carex, p. 9, t. 25; 
C. B. Clarice , in Hook, f FI. Brit Lid. vi. p.-735 ; Franck . in 
Notiv. Arch. Mm. ser. 3, x. (1898) pp. 43, 46. 

Carex oxyphylla, Franck, in Nous. Arch. Mas. ser. 3, x. (1898) pp. 57, 
97. 

Carex instabilis, Boott , MS. 

Yunnan (Delavay, 2669!), Mosoyn ( Delamy , 2524 !). 

Khasia, Java. 

Franchet, by inadvertence, founded his C. oxyphylla on the 
same two collections of Delavay which he had cited as the sole 
ground for the occurrence of C. Jackiana in China. The area of 
this species depends on its diagnosis; a var. 8. minor is found in 
Ceylon and the Nilghiris; see Hook. f. in Trimen FI. Ceylon, 
vol. v. p. 113. Several closely allied species occur in Japan. 

65. Carex japonica, Thunh. FI. Jap. (1784) p. 38; Schkuhr , 
Biedgr. i. p. 115, t. Ww. fig. 110; Baker et S. Moore , in Journ. 
Linn . Soc., Bot. xvii. (1880) p. 389; Franck . in JSfouv. Arch. Mus . 
ser. 3, x. (1898) pp. 77, 78, var. a et 8 partim, non Boott. 

Carex Motoskei, Miq. in Ann. Mas. Bot. Lugd.-Bat. ii. (18G5-0) 
p. 148; Franck et Sav. Emm. PI. Jap. ii. pp. 140, 584. 

Carex aphanolepia, Branch, et Sac. Ennm. PI. Jap. ii, pp, 152, 580. 

Carex trichostyles, Branch, et Sav. Emm. PI. Jap . ii. pp, 152, 581. 

Carex Domana, var. minor, Boott, MS. 

Chihli: Peking {Bretsckneider !); Shirking: Ohiensan 
(Boss, 432, 579!); North Central China : Mt. Ngosan 
(Hugh !), Kusan (Hugh, 166 !). Mus. Brit.; Herb. Kew. 

Common in Japan. 

This is a slender plant, with scattered spikes; the largest female 
spike, figured excellently by Schkuhr, is 7 lin. long, ellipsoid; 
Thunberg described it as “ovate.” Boott united it with the 
Indian 0. alopecuroides , D. Don, which view is by no means 
impossible; but then, taking for his “ type ” the finest form of 
his broad species, fig. 257 (Boott* s Q . japonica, type) has spikes 
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21 in. long, and is the plant recorded in the present list as 
0 . alopecuroides , D. Don, var. cJilorostacliya , C. B. Clarke. 
C. japonica, Thunb., as understood here, differs from (7. aZa- 
pecuroides , D. Don, by its smaller size and shorter spikes : 
moreover the under surface of the leaves is glabrate, not glaucous 
by reason of a dense covering of capitate white glands; the leaf- 
sheaths are not fimbriate; there is very often a leaf, or empty 
bract, added about the middle of the stem. 

66. Carex lamprosandra, Franch. in Bull Soc . Fhilom. Faris, 
sex. 8, vii. (1894) p. 45, et in Nouv. Arch . Mus. ser. 3, ix. (1897) 
p. 179, x. (1898) p. 94. 

YraKAisr: Mosoyn, 8000 feet ( Delavay , 1743 !). 

Not examined. 

67. Carex lancifolia, C. B. Clarice , n. sp. 

Hemiscaposa. Folia basalia 6-8 unc. longa, 4 lin. lata, glabra. 
Cuhni fiorentes 4-8 unc. longi, efoliati. Bractece vix 6 lin. longae, 
vaginantes, limbo setaceo. Spicce 4, distantes, terminalis omnino 
mascula 6 lin. longa, f lin. lata, purpurea. Spica feminea 
8 lin. longa, 2 lin. lata, lanceolata, 4-6-nucigera. Glumce 2 lin. 
longse, oblongse, apice truncatse vix mueronatse, carina angusia 
viridi lateribus lsete rubro-bruneis. Stylus 3-fidus. Utriculus 
2-3 lin. longus, anguste oblanceolatus, in dimidi a parte inferiore 
contractus, sublinearis, trigonus, subenervius, minute pilosus ; 
rostrum minimum, lineare, apice integrum. Nux ellipsoidea, 
trigona, basi in pseudo-stipitem linearem contracta; stylobasis 
august a. 

Hupeh ( Henry , 5467!), Patung {Henry, 5368!), 6500 feet 
{E. H. Wilson , 1650!). Mus. Brit.; Herb. Kew. 

68. Carex laticeps, Franck. in Nouv. Arch. Mus. ser. 3, ix. 
(1897) p. 178, x. (1898) p. 94; Diels , in Engl . Bot. Jahrh. xxix. 
(1901) p. 232. 

Kiahgsu: Shanghai {Faber, 241/!); Anwhei : Nanking 
{Faber, 1181!); Kiakgsi : Cbinkiang et Kiukiang {Maries !); 
Hupeh : Ichang {A. Henry, 3332 !). Herb. Kew. 

69. Carex Lehmannl, Dreg. Symb . Caricol. (1844) p, 13, t, 2; 
Boott, Oareoc , p. 113, t. 361; Boeck . in Linncea , xl. (1876) p. 395 
C. B. Clarice 7 in Hook . /. FI Brit. Ind. vi. p. 730; Franck , in 
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Bull. Soc . PTtilom. Paris, ser. 8, vii. (1895) p. 85, m Now. 
Arch. J/w$. ser. 3, ix. (1897) pp. 148, 161. 

Hupeh: Fang, 9000 feet ( Henry , 6887!); Szecmuen: Mt. 
Omei summit (Baber, 1125 !), Tachienlu, alt. 9000-18,500 feet 
(Pratt, 646 ! Soulie , 637), Tongolo ( Soulie , 331!), Tchenkeoutiu 
(Barges !); Yunnan : Tsangehan ( Delamy , 1738!), Maeulehan 
11,500 feet (Delavay, 4677 !). Mus. Brit.; Herb. Kew. 
Himalaya. 

70. Carex leiorrhyncha, C. A. Meyer , in Mem. Sav . Mrang. 
$jf. Petersb . i. (1831) p. 217, t. 9; Kunth , Phum. PL ii, p, 388 ; 
Kunze , Sappl. Schhuhr, p. 9, t. 2. fig. 1; Boott, Carex, p. 189 ; 
Boech • m Linncea , xxxix. (1875) p. 96 ; Branch . P£. David, i. 
p. 319, in Journ . de Bot. iv. (1890) p. 320, el in Nouv. Arch. 
3Ius. ser. 3, viii. (1896) p. 213 ; Palibin, Bl. Korea}, iii. p. 23 ; 
cf. 6'. B. Clarice, m Hoolc. f. Bl. Brit . Ind. vi. p. 702. 

Carex leiocarpa, Branch, in Nouv. Arch. Mus. s6r. 3, viii. (1896) p.239 
■err. typogr., non <7. A. Meyer. 

Chihli: Jehol (David, 1868), Peking ( Bodinier , 86!); Shtng- 
king: Chienshan (Boss, 392, 495, 528!), Jaoling (.Boss, 382 !), 
Moukden (James ); Corea: Soul (Kalinowslci). Herb. Kew. 
Central Asia, Mandshuria. 

Bongard printed, in the list of his collections at Sitka, 
C . leiocarpa , C. A. Meyer; by an early slip this was copied as 
O. leiorrhjncha , C. A. Meyer, which species is still being vainly 
looked for in Alaska. 

71. Carex ligata, Boott, in Benth. Bl. Plough. (1861) p. 402, 
et Carex (1867), p. 211; Branch, in Nouv. Arch. Mus. ser. 3, ix. 
(1897) p. 164, t. 7. fig. 1, x. (1898) p. 93. 

Carex hongkongensis, Franck , in Nouv. Arch. 31ns. ser. 3, x. (1898) 
p. 98 in nota. 

Hongkong (Harlan d, 790 ex parte! C. Wright , 8, 78, 79, 
602 ! Baurie , 15774! Bon , 138 !), Mt. Kellet (Bodinier, 1432 !), 
Mt. Gough ( Wilford , 263! Bodinier , 501!), Victoria Peak 
{Bodinier, 108, 109 !). Herb. Kew. 

72. Carex ligulata, Nees, in Wight, Contrib . (1834) p. 127; 
Kunth , Bnum. PL ii. p. 516; Boott , Carex , p. 45, t. 113; Boech. 
in Linn oca, xli. (1877) p. 305; C. B. Clarhe , in Hoolc. f, BL Brit. 
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Ind. vi. p. 747 ; Franch . in Nouv. Arch . .Mws. ser. 3, x. (1898) 
pp. 69, 98 ; Diels, in Fngl. Bot. Jahrb . xxix. (1901) p. 233. 

Chekiang : Lu Mts., 3000 feet (Faber, 249), Konit Cheon 
(Simon); Hupeh: 6700 feet (E. EC. Wilson , 10091), Patung 
(*4. Henri/, 1864 !), Nanto ( A . Henry , 3948 !) ; Szeohuen 
(Farges, 910 a!); Corea; Tsusima (Wilford, 9021). Mus. 
Brit.; Herb. Keflr. 

India, Japan. 

73. Carex litorrhyncha, Franch . m Hull . /Sbc. Ehilom . Ear is, 
ser. 8, vii. (1895) p. 84, 6?z5 in Nouv. Hrc7a. Jfws. ser. 3, viii. (1896) 
pp. 196, 209 ; Diels, in Fngl . itotf. Jahrb. xxix. (1900) p. 229. 

Yunnan: Tchengfongchan ( Delavay, 4907!). 

This species is allied to 0. ca/pillacea, Boott; its utricle has a 
much longer beak. 

74. Carex longicruris, iVW, in Wight, Contrib. (1834) p. 124; 

Kunth, Fnum. El. ii. p. 417; Carex, p. 59, t. 157; Boeck. 

in Linncea , xxxix. (1875) p. 148; <7. H. Clarke , m Hook. f. FI. 
Brit . Ind. vi. p. 705 ; Franch. in Bull. Soc . Ehilom. Earis, ser. 8, 
vii. (1895) p. 85, -Yow#. -4rc7*. ser. 3, viii. (1896) 

pp. 245, 260. 

Western India; from the Himalayas to Ceylon. 

Yar. /3. Henryi ; panicula magis effusa, ramo- imo ssepe 6-10 
unc. longo; utriculo minore. 

Carex Henryi, C. B. Clarke , ex Franch. in Nouv. Arch. Mus. s4r. 3, viii. 
(1890) p. 243 in Obs, 

Carex longicruris, Diels , in Engl. Bot. Jahrb. xxix. (1900) p. 230. 
Chekiang: Ningpo Mts. ( Faber, 10!); Hupeh: Ichang (A. 
Henry , 4266 !), Nanto (A. Henry , 4495!), Cbangyang (A. Henry, 
7502 !), Patung (X Henry, 5185, 5186 !); Szeohuen: Mt, Omei, 
4000 feet (Faber, 1153 !); Yunnan : Tchenfongcban (Delavay l). 
Mus. Brit.; Herb. Kew. 

Neither C. longicruris, type, nor this var. Henryi has been 
seen from North-east India. 

75. Carex longipes, D. Don, in Trans . Linn. Soc . xiv. (1825) 
p. 329; Kunth, Fnum . El. ii. p. 418; Boott, Carex, p. 190; 
Boeck. in Linncea , ad. (1876) p. 376; C. B . Clarke, in Hook. f. 
FI. Brit . Ind. vi. p. 704; Franch. in Norn. Arch . ser. 3, 
viii. (1896) pp. 244, 260; Diels , m Fngl, Bot ; Jahrb. xxix. 
(1900) p. 230. 
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Carex Bodinieri, French. in Bull. Soc. Philom . ser. 8, vii, (1895) p. 85, 
in Kouv. Arch, Mus. ser. 8, viii. (1896) pp. 248, 260. 

Hupeh: Patung (A. Henry , 4713!); Hongkong: Happy 
Valley {Bodinier, 3341). Herb. Kew. 

India. 

76. Carex longistolon, Branch, in JSfouv. Arch. Mus. ser, 3, 
viii. (1896) pp. 243, 260; Diels, in Engl. Bot. Jahrb . xxix. 
(1900) p. 1230. 

Hupeh: Ichang (A. Henry, 86, 2776!); Shensi: Paokisau, 
Mt. Misnuansan {Hugh !). Mus, Brit.; Herb. Hew. 

Endemic*. 

77. Carex longkiensis, Eranch. in Bull. Soc. Philom. Paris , 
ser. 8, vii. (1895) p. 86, et in Houv. Arch. Mus. ser. 3, ix. (1897) 
p. 181, x. (1898) p. 94; Diels, in Engl. Bot. Jahrb. xxix. (1900) 
p. 232. 

Yunnan : Longki {Delavay), 

Hot seen. Allied to C.fragilis, Boolt, fide Franc bet. 

78. Carex luetuosa, Eranch. in JSTouv. Arch . Mus. ser. 3, ix. 
(PS97) pp. 130, 160; Diels, in Engl. Bot. Jahrl. xxix . (1900) 
p. 231. 

Szechuen : Tehenkeoutin {Fai'ges !). 

44 Style 2-fid; uppermost spike male ; utricle ovate, attenuate 
into a short, rough beak; next G. rigida.” — Franchct. 

* 

79. Cftrex macroceplaala, Sprung. Syst. iii. (1826) p. 808; 
Kunth , Emm. PL ii. p. 428; Hook. El. Bor.-Amev. ii. p. 215, 
t, 216; Peg el, El. Vssur. p. 180, t. 12. %g. 8-12 ; Jbolt, Carex, 
p. 27, t. 69; Boeck. in Linnwa, xxxix. (1875) p. 66; Debeaux, 
EL Tchefou , p. 153; Eranch. in Nouv. Arch. Mus. ser. 3, viii. 
(1896) pp. 237. 241; Palilin , EL Korew, iii. p. 23; kb. WilhL 
MS. tide Kunth. 

Carex anthericoicles, Presl, Pel Haenk. i. (1828) p. 204. 

Shangtung (Eavel ); Chekiang {Faber,AS !), Ningpo (Ilancc, 
13411!); CoitEA {Oldham, 918, 1076!). Mus. Brit.; Herb. 
Kew, 

Japan to Alaska and Oregon. 

Culms unisexual. 
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80. Carex maculata, Boott , m Trans. Linn . ax. (1818) 
p. 128, et Carex , i. p. 9, t. 26; Boeclc . *» Linncea , xli. (1877) 
p. 191; Branch, et JSavat. Emm . P£. Jap* ii- p- 572; <7. B. 
Clarice , Hook .. P7. jfriV. vi. p. 735; Branch, hi JFouv, 
Arch . Jfws. 3me ser., x. (1893) pp. 14, 96 ; Balibin, 2FZ. Korece , 
iii. p. 23. 

Carex micans, Boo&, m ATm. ylea^. n. s. vi. (1859) p. 419. 
Chekiang: Lu Mts. (Baber, 244, 248!); Hupeh: Icliang 
(A. Henry, 3650 !); Kwangtung : Canton ( Sampson , 368, 
1879!); Corea: Chusan (Wilford, 933!). Mas. Brit.; Herb. 
Kew. 

Japan, Australia, India. • 

> 

81. Carex manca, Boott, in Benth . B7. Ilonglc. (1861) p. 402, 
Carex, iv. (1867) p. 131, t. 425; Branch . Nouv. Arch . 

JUTies. 3me ser., ix. (1897) p. 175, x. (1898) p. 93. 

Hupeh : Patung(_Zi?. _HT. Wilson , 1658!); Hongkong (. Harlancl , 
790 ex parte! Hance , 6648 !). Mus. Brit.; Herb. Kew. 

82. Carex manciformis, Branch, in Nouv, ^trcA. 3me ser., 

x. (1898) pp. 63, 97; Diels, in Engl . j&tf. Jahrb. xxix. (1901) 
p. 232. 

Hupeh (JE7, IT. Wilson , 544!), Icbang (A* Henry, 3390, 7889!) ; 
Changyang (-/4. Henry , 5222 I) ; Szechuen : Chunking (Baber, 
1143 !). Mus. Brit.; Herb. Kew. 

The leaves are glaucous beneath by reason of tbe dense 
clothing of stalked grey glands. This is one of tbe Chinese 
group of Carex in which the nut has a cylindrie neck dilated at 
top into a disk (Bran chet). 

83. Carex Maubertiana, Boott , Carex , i. (1858) p. 45,1.114. 
Carex liebecarpa, C. B. Clarke , in Hook. f. Bf. Brit . Ind. vi. p. 747, 

vix C. A. Meyer, 

Carex liebecarpa, var. ft, Maubertiana, Branch, in Nouv. Arch. Mus. 
3me s6r., x. (1898) p. 70; cf. Diels, in Engl. Bot. Jahrb. xxix. ^1901) 
p. 233. 

Carex ligulata, varr. minor et angustifolia, Boott l MS. 

Hupeh: Hanto, B. Yangtze (E. JL Wilson, 775!); Koni- 
teheou {Ferny). Herb. Kew. 

Hortb-east India; Assam. 
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84. Carex melinacra, Franch. in Nouv. Arch. Mus. 3me ser., 
ix. (IS97) pp. 135,160. 

Yunnan : foot of Tsangchan, near Tali ( Delavay , ex Franchet ). 

Not seen. “Stylo 2-fid; uppermost spike female at top; 
utricle orbicular, resinous-punctate, suddenly contracted into a 
minute beak”— Franchet , who says it is allied to 0, sadoensis, 
one of the Sect. Vulgares; but, from the description, it should 
be very near G. cernua, Boott, or even identic with it. 

G, notha, Kunth [Branch, in Bull. Soc. Philom. Paris, 8m© sei\, 
vii. (1895) p. 87], from Tali at the foot of Tsangchan, does not 
appear taken up in Nouv. Arch. Mus. (1897), unless 0. melinacra 
is it. 

85. Carex Michauxiana, BoecJc, in Lirnrn , xli. (1877) p. 33(5; 
Franch. in JSFouv. Arch. Mus . 3me ser., x. (1898) pp. 81, 99. 

Carex rostrata, Mich. FI. Bor.-Amer. ii. (1803) p. 173; Boott, Carex, 
ii. p. 91, t. 267 ; lion Stolces. 

Carex folliculata, Budge, in Trans. Linn. Soc. vii. (1804) p. 98, t. 9. 
fig. 4; uon Linn. 

Carex xanthophysa, varr. nana et minor, Dewey, in Si Him. Amer, 
Journ. ser. I. xiv. (1828) p. 353, t. R. iigg. 57, 58. 

Carex abaeta, L. H. Bailey, in Bull Torrey Bot. Club, xx. (1893) 
p/427. 

Carex multinervia, Kuekenthal ! MS. in Faber n. 243 a. 

Kiangsu : Shanghai {Faber, 243 a !). Herb. Kew. 

Brequent in Japan; extending to Kamschatka, and in North 
America to North Labrador. 

86. Carex microglochin, Wahl, in Vet . Ahead. Stocleh. xxiv, 
(1803) p. 140; Schkuhr , Riedyr. ii. p. 32, t. Ssss. fig. 110; 
Kunth, Fnum. FI. ii. p. 424; Boott, (Jaraw, iv. p. 174, 1. 589; 
BoecJc. in Linnara, xxxix. (1875) p. 32 ; V. B. Clarke , in Rook. f. 
FI. Brit. Ini . vi. p. 712; Franch. in Bull. Soc. Fhilom . Far is, 
Sme ser., vii. (1895) p, 29, et in Nouv. Arch . Aim. 3mc m\, viii. 
(1896) pp. 206, 210. 

Uncinia microglochin, Spreng. Sgst. iii. p. 830, 

S 55 ECHUEN; Tongolo, in Kiala {Soulie !). 

Cool parts of the North Hemisphere; also South Andes. 

87. Carex microstoma, Franch. in Bull. Soc. Fhilom . Fans, 
8me ser., vii. (1894) p. 48. 
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Carex pallescens, Linn., forma, Franck. in Bull. Soc. Philom. Paris, 
8me s&\, vii. (1895) p. 89. 

Yunnan' : Longki ( Delavay). 

Not seen. I do not find either C. pallescens or C . microstoma 
in the Index to Eranchet’s Carex in Nouv. Arch. Mus. Sine ser., 
x. (1898) p. 114. 

88. Carex mollicula, Boott , Carets , iv. (1867) p. 192, et Ic.ined. 
in hi. Kew. t. 650; Franck . in Nouv. Arch . J.Zbsr3me ser., 
x. (1898) pp. 73, 98. 

Corea: Tsusima {Wilford, 842 !); North Central China: 
Tonsianfu ( Hugh !). Mus. Brit.; Herb. Kew. 

Japan, frequent. 

This is very near C. japonic a, Thunb., i. e. its small form. In 
short, Boott’s first specimen of C . japonica in his own herbarium, 
named by his hand, is C. Wright n. 15, which I call C. mollicula , 
Boott. Boott lays stress on the red glands immersed in the 
utricle of C , mollicula , which are prominent in Wilford n. 842, 
but wanting in most of the Japan material. O . mollicula must 
be diagnosed as having a very small subsessilo male spike, and 
the style-branches shorter than the utricle. 

89. Carex mosoynensis, Franck. in Bull. Soc. Philom. Paris , 
8me ser., vii. (1895) p. 31, et in Nouv . Arch. Mus. 3me ser., viii. 
(1896) pp. 242, 259. 

Yunnan : Mosoyn ( Belavay , 4458, 4831!). 

This species, again, may be called O. brunnea , Thunb., in a 
broad sense. It differs from both C. Tonnerrei and C. gen - 
tills in its larger utricle; also from C. Tonnerrei in its strong 
creeping rhizome, and from C. gentilis by its nearly glabrous 
utricle. 

90. Carex moupinensis, Franck, in Nouv. Arch. Mus. 2me ser., 
x. (1888) p. 102, 3me ser., viii. (1896) pp. 257, 260, t. 7. fig. 2, 
et PI. David , ii. p. 140; J Diels, in Engl. Bot . Jakrb. xxix. 
(1900^ p. 231. 

Homolostachys sinensis, Boech . Gyp. Novce, Heft 1 (1888) p. 38. 

Hupeh: Ichang {Henry, 12341); SzechueN; Moupin {Da¬ 
vid !); Yunnan : Keoupatan {Delavay !). Mus. Brit.; Herb. 
Kew. 

x 2 
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91. Carex nemostachys, Slcud. in Flora , xxix. (1S4G) p. 23, et 
Cgp. p. 218; C. B. Clarice , in Hooic . f. FI Brit . Ind. vi. p. 7 U>; 
Diels, in Fngl . Ifcf. Jakrb. xxix. (1901) p. 233. 

Carex excurva, Boott, Carex, i. p. 57, 1.150; Boeck. in IAnn cm, xli, 
(1877) p. 245. 

Carex Zollingeri, Kunze, ex Boech . in Linncea, xli. (1877) p. 242. 

Kiangsi : Kiukiang(£$<?am*!); Htjpeh: Ichang {Henry, 2931, 
3531!). Mils, Brit.; Herb. Kew. 

India; # Japan. 

“ Le n. 3531 (Hupeh, Ichang) du Dr. Henri a’eloigne 99 (from 
C. gracilirosiris, Branch.) “ par ses utricles pubescents,” Fran eh. 
in Nouv. Arch. Mus. 3me scr., ix. (1897) p. 139, L 17. 

92. Carex neurocarpa, Maxim. Trim . FL Amir . (1859) p. 306; 
Beg el, FI. Ussur. p. 181; Boott, Carex , iy. p. 193; Boeck. in 
Linneea, xxxix. (1875) p. 60; Franck. et Savat. Fnnm. Tl. Jap. 
ii. p. 125; Franck . in Nouv. Arch . Mus . 3me ser., viii. (1896) 
pp. 215, 239 ; Palihin, FI. Koree , iii. p. 24, 

Chihli : Peking ( Bretschneider , 790!), Mountains north of 
Peking (Tatarinow) ; Noetii Central China: Mt. Laoysau 
{Hugh !), Kusan (Hugh, 175 !); Shensi : Paoldsan, Mt. Kifon- 
san (Hugkl)*, Corea: Soul ( Gottscke ). Mus. Brit.; Herb. 
Kew. 

Mandshuria, Amurland, Nippon. 

93. Carex nexa, Boott, in Benih. FI. Hongk. (1861) p. 402, et 
Carex, iv. (1867) p. 194 ; Franck, in Nouv. Arch. Mus. 3me ser., 
ix. (1897) p. 174’, x. (1898) p. 93. 

Kiangsi: Kiukiang (Miss Beidl young?); HuREn: Patung 
(FJ. H. Wilson , 1654!); Hongkong (C. Wright , 100, 607! 
Ha nee, 1058 ! Harland, 790 ex parte! Lamont, 879! Wilfordl 
Faurie , 15867, 15870! Faber), Mt. Hough (Wilford, 349! 
Bodinier, 502), Pic Victoria ( Bodinier , 105, 106!), Happy 
Valley (Bodinier, 104). Mus. Brit.; Herb. Ivevr. 

This species differs from C . ligata , Boott, by having the male 
spikes 3 in. long, g in. broad, with bright straw-coloured glumes 
3 in. long. 

94. Carex nubigena, D. Don, in Trans . Linn. Soc. xiv. (1825) 
p. 326; Kunih, Fnitm. Pl. ii. p. 3S5; Boott, Carex, i. p. 1, t. 2 ; 
Boeck . in Linncea, xxxix. (1875) p. 90; Franck . Tl. David, ii. 
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p. 139, et in Nouv. Arch. Mas. 3me ser., viii. (1896) pp. 214, 
239 ; C. B. Clarke , in Hook. f. FI. Brit Ind. vi. p. 702; Diels, in 
Engl. Bot. Jakrb. xxix. (1901) p. 229. 

Carex albata, Miq. in Ann. Mus. Bot. Lugd.-Bat. iii, p. 123; Franck . 
et Savat. Emm. FI. Jap. ii. p. 553; Franck, in Nouv. Arch. Mus. 3me 
s&\, viii. (1896) pp. 216, 239; Palibin , FI. Korea, iii. p. 21. 

Carex argyrolepis, Maxim. ex Franck, et Savat. Emm. FI. Jap. ii. 
p. 126. 

Carex yedoensis, Boeck. in Engl. Bot. Jahrb. v. (1884) p. 515. 

Carex fallax, Steud. in Zoll. V&rz. Ind . Archip. ii. p. 60, et Syn. Fl. 
Cyp. p. 189. 

Hupeh : Patung, 6000 feet (A. Henry, 6103 !), Hsingshan, 
9000 feet (A. Henry , 6928!); Szechuen ; Moupin {David)-, 
Yunnan: Mosoyn ( Delavay, 3831, 4830!), Koualapo {Dela¬ 
vay, 2203); Corea: Soul ( Kalinowsky). Mus. Brit.; Herb. 
Kew. 

Throughout India ; Cabul, Malaya, Japan. 

The type of G. albata has been reduced by Boott’s hand to 
C. nubigena ; and Pranchet has reduced C. argyrolepis to C. albata. 
The three species are for me identic. 

Yar. /3. fallax, C. B. Clarke. 

Carex fallax, Steud. in Zoll. Verz. Ind. Archip. ii. p. 60, et Syn.*PI. 
Cyp. p. 189; Boeck. in Linncea , xxxix. (1875) p. 57. 

Carex pterolepta, Franck, in Nouv. Arch. Mus. 3me ser., viii. (1896) 
pp, 215, 239. 

Yunnan: Mosoyn {Delavay, 4459, 4829!) ; Tsangchan, 8000 
feet {Delavay, 1745!). 

J ava. 

95. Carex nutans, Host, Gram. Austr. i. (1801) p. 61, t. 83; 
Schkuhr, Biedgr. ii. p. 82, t. Qqqq. fig. 205; Kunth, Enum. PI. 
ii. p.41S; Boott, Carex, iv. p. 194; Franck, et Savat. Entm. PL 
Jap. ii. (1879) pp. 154, 582 (?) ; Ledeb. FL Boss . ir. p. 315; 
Boeck. in Linncea , xli. (1877) p. 296, forma a; Franck. PL 
David, i. p. 321. 

Chihli: Peking {Bretschneider, 793 !), Jehol {David)\ North 
Central China: Kusan {Hugh, 771). Mus. Brit.; Herb. 
Kew. 

This species extends from East Europe through Central 
Asia. 
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Bretflchneider’s plant matches the type of Host; nil the rest 
of the Chinese “ nutans ” is G. heterostachya, Bunge, which only 
slightly differs. 

96. Carex obscura, Fees, in Wight , Oontrib. (1834) p. 126 ? 
Xu nth, Enum. FI ii. p. 615 ; Boott, Carex, i. p. 70, 1.192; Boeck 
in Linncea , xl. (1876) p. 395 ; 0. B. Glarhe , in Hook.f. FI, Brit, 
Ind. vi. p. 731, var./J inch 

Carex Souliei, Branch . tn Pwft. <Sbc. Philom. Paris , 8me s£r., vii. (1895) 
p. 35, tin Four, Arch. Mus. 3me s6r., ix. (1897) pp. 147,161, 

Szeohtten: Tachienlu ( Soulie , 412!); Yunnan: Tongolo 
(Soulie, 958!). 

Himalaya. 

97. Carex pachyrrhiza, Branch, in Bull, Soc, Philom, Paris, 
8*ne ser., vii. (1894) p. 45, et in Nouv, Arch. Mus. Sme ser., ix. 
(1897) p. 179, x. (1898) p, 94. 

Yunnan: Tsangchan, near Tapintze, 12,600 feet ( Delavay, 
2-08). 

Not examined. 

98. Carex panicea, Linn. Sjp. PL p. 1387; SchJcuhr, Biedgr. i. 
p. 110, ii. p. 68, t. 11. fig. 100; Kunth , Enum. PL ii. p. 460; 
Ledeb . PL Boss. iv. p. 291; Bunge , in Mem. Sav. Etrang. St. 
Petersb . ii. (1835) p. 143 ; Boott, Carex, iv.p. 147, t. 472; Boeck. 
in Linncea , xli, (1877) p. 154; X. JZ*. Bailey , in Pm?. Amer. 
Acad, xxii. (1886) p. 117. 

China (fide Pooft); North China: Lunzuanssy {Bunge). 
Cool parts of Europe and Asia. 

Boott attributes this plant to China, but it does not appear on 
what authority, and there is no Chinese example in his herbarium. 
The plant is only introduced in America, fide Bailey, L c .; aud 
is not admitted by Erancbet in his Carex of East Asia. The 
Chinese habitat, therefore, hangs almost entirely on the correct¬ 
ness of Bunge’s identification. 

99. Carex parva, Fees, in Wight, Oontrib. (1834) p. 120; 
Kunth, Enum. PL ii. p. 419; Boott, Carex , i. p. 56, t. 418; Boeck. 
in Linncea, xxxix. (1875) p. 38 ; C. B . Clarke, in Kook. f. PL 
Brit. Ind . vi. p, 712; Branch. in Bull . Soc. Philom. Paris, 8me 
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ser., vii. (1895) p. 29, et in Nouv. Arch. Mm. 3me ser., viii. 
(1896) pp. 207, 210. 

Carex macrorrhyncha, Ear. et Kir . in Bull . Soc, Nat . Mosc. iii. (1842) 
p. 521. 

Yunkaw : Tapintze Mts. {Delavay !), Mosoyn ( Delavay, 797, 
1746!). 

Himalaya, Central Asia. 

100. Carex pediformis, C. A. Meyer, in Mem . Etrang. 

St Petersb. i. (1831) p. 219, t. 10, fig. infer.; Kunze, SuppL 
Schkuhr, p. 65, t. 16; Kunth , Enum. PI . ii. p. 475 $ Bunge, 
Enum . JPZ. CAwe. JEfor. p. 69 ; Maxim. Prim. El. Amur . pp. 309- 
311 (var. peduneulata inel.) ; Boott, Carex, iv. p. 196 ; Regel , JF7. 
Ussur. p. 181; Boeclc. in Linncea, xli. (1877) p. 197; Baker et 
S. Moore , in Journ. Linn. SocBot. xvii. (1880) p. 389; non 
Eranchet. 

Carex lanceolata, Boott, in Perry, Exped. ii. (1857) p. 326 ; Franck. et 
Savat. Enum . PL Jap. ii. p. 134; Franch, in Nouv. Arch. Mus. 3me s6r., 
ix. (1897) p. 167 j Palibm, El. Korece , iii. p. 23. 

Chihli {Bunge)-, Shingkito : south of Korean G-ate ( Boss , 
65!), south of Eungwhangshan (JBoss, 24!), Kwandien Mts. 
(Boss, 106 !); Shantung : Chefoo ( Eauvell ); North Central 
C nitfA: Paoki, Chifengsan {Hugh, 66 !); Afwhei: Nanking 
( Eaber , 242, 1142!); Hupeh {E. H. Wilson, 1666!), Patung 
(A. Henry , 3747, 5321!), Changlo (A. Henry, 6326 !), Iehang 
(A. Henry , 7890, 7897!). Mus. Brit.; Herb. Kew. 

Cool parte of Europe and Asia. 

Yar. rostrata, Maxim. Prim. El. Amur. p. 310; Eranch. in 
Nouv. Arch. Mus . 3me ser., ix. (1897) p. 166. 

(Szechtjeh : Tachienlu ( Soulie , 833 !). 

Amurland. 

Yar. macrosandra, C. B. Clarke. 

Carex lanceolata, var. macrosandra, Franck, in Nouv . Arch. Mus. 
3me s4r., ix. (1897) p. 169; Diels, in Engl . Bot. Jahrb , xxix. (1901) 

p. 282. 

Hupeh : Iehang {Henry, 3288!), Changyang {Henry, 7846!). 
Herb. Kew. 

101. Carex phacodes, Spreng. [err. fypogr. “phacota”] Syst. 
iii. (1826) p. 826; Boott } Carex, i. p. 63, 1.168; C . B . Clarke, in 
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Hook. f. Bl. Bril* Ltd. vi. p. 708; Branch , in Noun. Arch. 
Mus. 3me ser., ix. (1897) p. 117 pro parva parte. 

Carex lenticularis, I). Don , in Trans. Linn. Soc. xiv. (1825) p. 381, 
lion Mich. 

Carex platycarpa, Stead. Syn. PI. Cyp. p. 214. 

Carex rubro-brunea, Franck in Nouv. Arch. Mas. Sme ser., ix. (1897) 
pp. 123,159; non C. B. Clarke. 

Yunnan : Szemao Mts., 5000 feet (A. Henry , 11759!); 
Kwatottog ; Canton (Sampson, 1879 partial 1). Mus. Brit.; 
Herb. Kew. 

Frequent in North India, extending to Japan and New Cale¬ 
donia ; also a form in South Africa, 

102. Carex phsenocarpa, Branch, in Bull. Soc. Fhilom. Paris, 
8me ser., vii. (1895) p. 90, et pi Nouv. Arch. Mus. 3me ser., x. 
(1898) p. 50. 

Yunnan: Outchay (Delavay, 411). 

“ Habit of C. japonica , Thunb (Franchet). Not seen. 
Franchet says the male spike is solitary and 3-4 cm. long, the 
utricles glabrous, olivaceous, attenuated iuto a 2-toothed beak,— 
on which characters the species may have been near C. pollens, 
q.w. 

103. Carex Pierotii, Miq. in Ann. Mus. Bot. Lugd.-Bat. ii. 
(1865-66) pp. 148, 211; Franck et Savat. JEnum. PI. Jap. ii. 
p. 154; BoecJc . in Limuea, xli. (1877) p. 157; Deheazuv , FI. 
Shanghai, p. 66, et FI. Tchefou , p. 189; Franck in Nouv. 
Arch Mus. 3me ser., x. (1898) pp. 90,99; Palibin , FI. Korea', 
iii. p. 24. 

Carex suberea, Boott, in Hodgson , Nagasaki (1861), p, 325 (nomen. 
nudum), et Carex, iv. p. 165 (1867), t. 546 ; Boeck. in Limuea, xli. (1877) 

p. 186. 

Kiangsu: Shanghai ( Maingay, 363! Faber, 290!), Shanghai 
and Woosung (Debeaux) ; Chekiang : Ningpo Mts. (Faber, 25 !); 
Cokea: Tsusiraa ( Wilford , 768!), Port Hamilton ( Oldham , 
1001!). Herb. Kew. 

Frequent iu Japan. 

104. Carex pisiformis, Boott, in Perry , Hoped, ii. (1857) p. 324; 
Franck et Savat Enum. PI. Jap. ii. p. 142; Baker et S. Moore, 
in Journ . Linn. Soc., Bot. xvii. (1880) p, 389; Franch, in Nouv • 
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Arch. Mas. 3me ser., ix. (LS97) p. 185, t. 7. fig. 2, x. (1898} 
p. 94. 

Skingking: Chienshan ( Boss , 583!), south o£ Hingying 
(Boss, 304!); Kiangsi : Kiukiang (Shearer !). Herb. Kew. 

Japan. 

All the above-cited examples from China are very young. I 
believe they have been correctly referred here by Baker and 
Moore; but I could hardly have ventured to name them myself. 

105. Carex pollens, C. B. Clarice , n. sp. 

Bobusta. Culmi apice crassi, leves. Bractea ima inflores- 
centiam superans, usque ad § unc. lata. Spica mascula 1, 
usque ad 2-3 unc. longa, unc. lata. Spicce feminem 5, dis- 
tantes, usque ad 3 unc. longse, densse, luride virides, utriculis 
rectangulatim patulis. Utriculi (rostro lineari inch) ^ unc. 
longi, globosi, inter se compressi, leves, glabri; rostri dentes 2 
lineari-lanceolati.—Species C. rhyncliophysce, 0. A. Meyer, per- 
affinis, ob spicam raasculani unicam maximam diversa. 

Shingicing : Moukden, Yalu B. (James ! Webster, 180!), 
Laoyeh Mts. (James !), Sungari E. (James !), Changdien (Boss, 
161!). Herb. Kew. 

Also collected at Tokio by Bisset. 

Yar. /3. angustior, C. B. Clarice . Culmi apice tinquetri, ssepe 
scabri. Folia \ unc. lata. Spica mascula usque ad 4 unc. longa. 

Hupeh (A. Henry , 7858 !), Ichang (A. Henry , 3356!), Chang- 
yang (A. Henry , 7101!). Herb. Kew. 

James’s Moukden collections show the utricles nearly ripe; 
the species is described solely from these. The remainder of the 
material is young, and is put with the u type ” merely on account 
of the very long, thick, solitary male spike. 

The var. anyustior may indicate a new species, all the examples 
being young; the male spike is similar in all. 

106. Carex Prainii, C. B. Clarice , n. sp. 

Culmus 2-pedalis, 40-60-stachyus. J folia cum culmo sequi- 
longa, | unc. lata. Inflorescentia 14 uuc. longa; bractea ima 
foliiformis, vaginans; paniculm partiales 4-5 unc. longse. Spicce 
2 unc. longae, lineares, fusee straminese, plures basi femine®. 
Glumes feminese, aristella inclusa, utriculis breviores. Styli 
rami 3. Utriculi -J- uuc..Jongi, ellipsoidei - trigoni, utrinque 
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angustati, stipitati, in parte superiore pilosuli; rostrum oonico- 
lineare cum parte utriculi aequilongum.—Species G. arridenii , 
C. B. Clarke affinis. 

Yunnan: Fengcheulin, 9500 feet (Henry, 10839!). Herb. 
Kew. 

Haga Hills of N.E. India. 

107. Carex Prescottiana, BootLin Trans. Linn. Soe. xx, (1846) 
p. 135, ei Carex , i. p. 45 partim (i. e. excluding tab. 115 and the 
Hawaian plants) ; C. B. Clarice, in Hook. f. FI. Brit . Bid. \L 
p. 710; Branch, in Horn. Arch . Mus* 3me ser., ix. (1897) pp. 122, 
159. 

Carex cernua, Franch. in Nour. Arch. Mus. 3me s<$r., ix. (1897) 
pp. 117, 159 pro magna parte; non Booft. 

Carex Fargesii, Franck, in Bull. Soc. Fhilont. Paris , 8me s<5i\, vii, 
(1895) p. 134, ct in Nouv. Arch. Mus. 3me s4r., ix. (1897) pp. 119, 159, 
t. 2. fig. 1; Diels , in Engl. Bot. Jahrb. xxix. (1900) p. 231. 

Szechuen : Tchenkeoutin, 5000 feet ( Farges , 761!). 

Horth-east India; Japan. 

108. Carex pruinosa, Boott, in Froc. Linn , Soc . i. (1845) 

255, in Ann. Hat. Hist. xvii. (1846) p. 52, in Trans . Linn. 

Soc . xx. (1846) p. 131, et Carex , i. p. 65,1.174; Miq. FI. Ind. Bat. 
iii. p. 852; C. B. Clarke , in Hook.f. HI Brit . Ind. vi. p. 709 ; 
Falibin , HI. Korece , iii. p. 24. 

Carex pieta, Boott, in Mem. Amer. Acad. yi. (1859) p. 418; Franch. et 
Savat. Fnum. PI. Jap. ii. p. 131; non Stead. 

Carex pruinosa, yar. A picta, Boott, Carex, iv, p. 198; Franch. in 
Houv. Arch. Mus. 3me s6r., ix. (1897) pp. 155, 162; Diels , in Engl 
But. Jahrb. xxix. (1901) p. 231. 

Carex dimorpholepis, Steud. Syn. PI Cgp. p. 214. 

Carex Maximowiezii, Miq. Ann.Mus. Bot Lugd.-Bat. ii. (1866) p. 150. 

Shantung : Chefoo (Fauvel ); Chekiang : Ningpo Mts. (Faber, 
64, 1519!); Hupeh : Ichang (A. Henry , 3501!), Patung (M. H. 
Wilson , 1652!); Yotnan : Longki (Delavay, 4999, 5162!), 
Tchenfongchan ( Delavay , 417!); Hongkong: Mt. Hellet (Bo- 
dinier , 1431!); Coeea (Kalinovssky), Port Chusan (Wilford, 
937!). Herb. Hew. 

^North-east Bengal; Java, Japan. 

109. Carex psycrophila, Nees, in Wight , Contrib . (1834) p. 127; 
Kunth , Enum. PL ii. p. 463 ; Boott, Carex , L p. 70,1.191; Boeck. 
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in Linn&a, xl. (1876) p. 402 ; 0B. Clarice , in Hoolc.f FL Brit. 
Ind . vi. p. 732 ; Franck . in Bull . Bhilom . Baris , 8me ser., 

vii. (1895) p. 88, in JNouv. Arch Mus . 3me ser., ix. (1897) 
pp. 146, 161; Diels, in Fngl. Bot . Jahrb . xxix. (1901) p. 231. 

Carex celsa, Boott, Car ex, iii. p. 108, t. 330. 

Szechtjen : Tehenkeoutin (Barges !). 

Himalaya. 

110. Carex pumila, Thunb. FI Jap . (1784) p. 39; Schkuhr, 
Biedgr. ii. p. 82, t. Yy. fig. 112; Kuntk , Fnum. Bl . ii. p. 517 ; 
Boott, Carex , iv. p. 217 ; Benth FL Honglc. p. 402; Franck . 
Aowt?. Arch. Mus . 3me ser., x. (1898) pp. 89, 99; Debeaux, F2. 
Shanghai , p. 67; Balibin , F/. Korece , iii. p. 21. 

Carex littorea, Labill BL Nov. Holl. ii. p. 69, t. 219. 

Carex Urvillei, Brongn. in Duperreg, Voxj. p. 157 ; Kuntk , JEnum. BL ii. 
p. 517. 

Carex nutans, var. S. pumila, Botch, in Linncea , xli. (1877) p. 298. 
Shantung : Chefoo ( Perrg ), Taliensuan ( Birnie !); Kiangstj : 
Shanghai et Woosnng {Debeaux ); Hongkong (0 Wright, 6, 
605 !); Corea : Chusan ( Wilford, 930 !); Luchu Archipelago 
(0. Wright , 362!). Herb. Kew. 

Creeping in sea-saud, in Japan, Australia, New Zealand, Chil$. 

111. Carex remota, Linn . Amcen . iv. (1788) p. 293, 

ed. 2, p. 1383 partim; Schhuhr , Biedgr . i. p. 46, ii. p. 22, 

t. E. fig. 23; Kuntk, Fnum. BL ii. p. 404 ; Boott, Carex, iv. p. 198 ; 
Boeck . m Linnaea , xxxix. (1875) p. 129 ; 0.2?. Clarice , arc Ilook.f. 
Fl. Brit. Ind. vi. p. 706 ; Branch . in Bull. Soc . Bhilom . Baris , 
8me ser., vii. (1895) p. 84, et in JNouv. Arch. Mus. 3me ser., 

viii. (1896) pp. 235, 241; Diels, in FngL Bot. Jahrb. xxix. 
(1901) p. 230. 

Szechuen: S. Wushan {ILenry, 5722!). Mus. Brit.; Herb. 
Kew. 

Cool parts of the North Hemisphere. 

Henry n. 5722 is young, and very possibly should be referred 
to one of the following varieties. 

Var. fi. Rochebruni, C. B. Clarice, in Jlook.f '. FL Brit . Ind. vi. 
(1894) p. 706, syn. Branch et Savat. excl. TItrieuli nervi minus 
conspieui, faciei planae nulli; rostrum basi valide marginatum aut 
anguste alatum. 

Kiangsi {Miss Beid). 
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This variety is frequent in the Himalaya, thorn Kashmir to 
Khasia. Also occurs in Java. 

“Var. y. reptans, Franck* in None. Arch. Mus . 3me ser., viii. 
(1896) p. 235 ; Diels, in JEtujl. Bot . Jctlirb . xxix. (1901) p. 280. 

Szechuen ( Farges , 910), Mt, Omei (Faber, 1148 !). Herb. 
Kew. 

In the examples seen, the rhizome is woody, obliquely descend¬ 
ing, aboi*t 1 in. preserved; in Farges 910, not seen, Fr audio fc 
describes the rhizome as “ reptans.” 

112. Carex repanda, G. B. Clarice , in Hoolc.f. FL Brit . Inch vi. 
(1894) p. 720. 

Carex Wightiana, Boott, Carex, i. p. 11 partial. 

Yunnan ; Szemao Mts., 5000 feet (A. Henri/, 9971 A, 117191). 
Herb. Kew. 

Khasia, Perak. 

Both the specimens of Henry are very young, and possibly 
represent one of the species nearly allied to G. repanda. 

113. Carex rhynchophora, Branch . in Bull . Soc. Fhilom . Paris , 
8me ser., vii. (1895) p. 90, et in Nouv. Arch. Mus . 3me scr., x. 
(1898) pp. 53, 97; Diels , in Engl. Bot . Jahrb . xxix. (1901) 
p. 232. 

Szechuen ; Tchenkeoutin ( Farges ). 

Not examined. Next C. longerostrata , C. A. Meyer, ox 
Franchet. 

114. Carex rigida, Gooden.l in Trans. Linn. Soc. ii. (1792) 
pp. 193-195, t. 22. fig. 10; Sclihuhr , Biedgr. i. p. 56, ii. p. 25, 
t. U. fig. 71; Boeclc . in Limcea , xl. (1876) p. 414 (excluding vai\ 
trigyna ); C. B. Clarice , in Hooh . /, J7. JM. vi. p. 711 
(excluding G. orbicularis , Boott); Branch, in Bull . /See. Fhilom * 
.Pam, Sine ser., vii. (1895) p. 40, in Nouv . Ai'cli. Mus. 3tne ser., 
ix. (1897) pp. 129,159 (excluding the plants with three stylo- 
branches). 

Carex saxatilis, Oeder , Daw. t, 159; Sclihuhr , Biedgr. i. p. 54, ii. 
p. 25, 1 . 1. fig. 40, t. Tt, fig. 40; J. Gay, in Ann . Sc. Nat . 2me s6r., xi* 
(1839) pp. 187,191. 

Carex vulgaris, var. alpina, Boott , Cam 1 , iv. p. 167, tt. 568, 570, 572. 

Szechuen: Tachienlu, 9000-13,500 feet (Fratt, 738!), Ton- 
golo ( Soulie , 842)! Mus. Brit.; Herb. Kew. 
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Very common in the cool part of the North Hemisphere, 
extending to the Himalaya; but no example from Japan or from 
North-west America has been seen. 

115. Carex Rouyana, 'Franch. in Bull . Soc. Fkilom . Baris , 
8me ser., vii. (1894-5) p. 51, et in Nouv. Arch . Mus. 3me ser., 
x. (1898) pp. 67, 98, t. 7. fig. 1. 

Hupeh : Patung (F. H. Wilson, 1651!). 

In Japan, e Franchet . 

The species is, as Franchet says, near C. filipes , Franchet, 
differing by the short leaves and large peduncled deeply-purple 
male spike. I identify Wilson’s plant with C. Bony ana only hy 
comparison with Franchet’s picture. 

116. Carex rubrobrunea, C. B. Clarice , in Hook. f. FL Brit . 
Ind . vi. (1894) p. 710, excluding citations. 

Yuknah: Szemao, 4500 feet (Henry, 11722 !). Herb. Kew. 

Frequent in Ivhasia, North-east India. 

117. Carex rupestris, AIL FI. Bedem . ii. (1785) p. 264, t. 92. 
fig. 1; Sckkuhr , Biedgr. ii. p. 36, t. Nnnn. fig. 2S0; Kunth , 
Fnum. PL ii, p. 426; Boott, Carex, iv. p. 15S, t. 516. figg. 1-5 ; 
Boeclc. in Linncea, xxxix. (1875) p. 34; Franck, in Nouv. Areh . 
Mus. 3me ser., viii. (1896) pp. 205, 209. 

Carex petrosa, Schkuhr, Biedgr. ii. p. 35, t. Kkk. fig. 139. 

SniNOiaira: Changpeishan (James 1). Herb. Kew. 

Cool parts of the North Hemisphere. 

118. Carex Sampsoni, Hance, in Bourn. Bot . vi. (1865) p. 89. 

Kwakgtuno?, Kulangsn Island ( Sampson, bb. Hance , 13059 1). 

Mus. Brit. 

Next to C . manca, Boott, fide Hance. Male spike f by T \ in. 
Female spike rather lax, with 8-12 utricles; peduncle up to 
1| in. Utricles ellipsoid,'narrowed into a linear beak, sparingly 
pubescent. 

Appears to have been overlooked by Franchet, 

119. Carex scaposa, C. B . Clarke , in Bot. Mag . cxiii. (1887) 
t. 6940; Franck, in Mow. Arch. Mm. 3me ser., viii. (1896) 
pp. 255, 260; Finet et Franck, in Bull . Soc. Bot . France , 3me 
ser., vi. (1899) p. 214 j Diels, in FngL Bot . Jahrb . xxix. (1901) 
p. 231, 
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Eokien : Amoy Interior ( S win hoe l ), Krialun Mts. (De la 
Touche); Yunnan : Tchenfongcbmg (Delavay, 410), Longki 
( Delavay , 5160); Kvvangtung : Lofaushau, 3200 feet (Ford, 
49!)- Mus. Brit.; Herb. Kew. 

Tonkin. 

120. Carex sclerocarpa, Franch in J Bull. Soc. Philom . Paris, 
8me ser., vii. (1895) p. 91, et in Nouv . Arch. Mus. 3me ser., x. 
(1898) pqp. 71, 98; Fids, in Engl. Bot . Jahrb. xxix. (1901) 
p. 232. 

It'rnK: Mts. of Tchenkeoutin (Targes), 

“ Allied to 0. setosa , Boott.”— Franchet. 

Not examined. 

121. Carex siderosticta, Hance , in Journ . Linn . Soc., Bot , xiii. 
(1873) p. 89; Franch. PI. David, i. p. 320, et in Nouv. Arch . 
Mus. 3me ser., ix. (1897) p. 195, t. 5. fig. 2, x. (1898) p. 95 ; ef. 
Meinsh. in Act. FLort. Petrop. xviii. (1900) pp. 300, 308. 

Pseudo-Carex plantaginea, Miq. Ann. Mus. Bot. Lugd.-Bat. ii, 
p. 146. 

Chihli: Peking, Mountain Valleys ( Bodinier , 97), Jehol 
(David, 1812!) ; Shingking : Korean Grate (Boss, 433!); Shan¬ 
tung : Chefoo ( Fauvel !); Hupeh: Ichang (A. Henry, 37581); 
North Central China: Paoki, Cbifongsan (Hugh, 451). Mus. 
Brit.; Herb. Kew. 

Japan. 

122. Carex simulans, O. B. Clarice , n. sp, 

Hemiscaposa. Innovationum folia 18 uuc. longa, J-J in. lata, 
in pagind inferiore a glandulis capitatis dense inspersa. Spme 
1-1-J- une. longse, remote, terminalis mascula; glutna^ ferruginem, 
carind viridi in aristellam excurrente. Bractea ima 2 une. longa, 
basi vaginans. Spices feminese laxse. Vtriculi rostro ineluso 
fere \ unc. longi, late ellipsoidei, trigoni, fusee olivacei, in humeris 
obscure pilosuli; rostrum cum \ parte utriculi aequiloiigum, 
dentibus 2 lanceolatis. Nux aequalis in collum late cylindricum 
breve apice angustata. 

Chekiang : Ningpo Mts. (Faber, 1522!); Sjsechuen : Hoh~ 
kiang (Faber, 66); Hupeh: Icliang (A. Henry , 78921), Patung 
(A. Henry , 3712 !). Herb. Kew. 

Eesembles generally, and in the utricles, C. manca , Boott, 
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which species differs by having an unequal nut (prava, Boott) 
without a beak, the leaves not densely glandular beneath. 
C. simulans is a dusky olive colour, while 01 manca is yellowish. 

128. Carex sociata, Boott, in Mem. Amer . Acad. n. s. vi. (1859) 
p.420, et Carex , iv. p.200 (Ic. ined. in Jib. Kew. t.674); Branch, 
in Nouv. Arch. Mus. 3me ser., x. (1898) pp. 59, 97. 

Eoemosa (Swinhoe 1 Oldham , 595!); Lttchu Aechipelago (0. 
Wright , 57 ex parte, 77, 861, 366 !). 

The utricle is distinctly hairy. Eranchet says (and he appears 
to be right) that he had never seen this species, which is near 
O. ligata, Boott, but has a brown much thicker male spike. 

124. Carex Spachiana, Boott , Carex, i. (1858) p. 43, t. 108 ; 
Branch . in Nouv . Arch. Mus. 3me ser., ix. (1897) pp. 137, 160. 

Kwangtung : Macao (Cattery, 40, 398 !). Herb. Kew. 

In this species the style is 3-fid, the terminal spike female at 
top; Eranchet, to whom (as to several modern caricologists) 
such characters are of the very lowest import, compares 
O. Spachiana with the Brunem, or suggests it may be nearer his 
O. Borficula. C. Spachiana appears to me as remote from 
O. brunea and from 0. Borficula as is any species in the genus. 

* 

125. Carex stellulata, Gooden, in Trans. Linn . Soc . ii. (1798) 
p. 144; SchJcuhr, Biedgr. i. p. 45, ii. p, 19, t. C. fig. 14; Kunth, 
JEmim. Bl. ii. p. 399; Branch . et Savat. Bnam. Bl. Jap . ii. p. 126. 

Carex echinata, Boech. in Linncea, xxxix. (1875) p. 124; Franck, in 
Nouv. Arch . Mus. Bme ser., viii. (1896) pp. 232, 240; non Murray. 

Yunnan; Outchay (JDelavay, 409 !). 

Cool parts of the North Hemisphere ; plentiful in the Hima¬ 
laya and Japan. Aho in Australia, New Zealand. 

Murray’s C. echinata, the “type” described by him, is in 
Mus. Brit.; and is C. divulsa , Gooden. 

126. Carex stenantha, Branch, et Savat . Bnum. BL Jap . ii. 
(1879) pp. 146, 573 ; Branch, in Nouv. Arch . Mus. 3me ser., x. 
(1898) p. 50, t. 3. fig. 2. 

Carex stenolepis, Franck, in Nouv. Arch. Mus. 3me ser., x. (1898) p. 96; 
non Torrey. 

Shingicing: Chieusan (ifosa, 493, 585 !), Mouk den (James l). 
Herb. Kew. 

Frequent in Japan. 
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127* Carex stenophylla, Wahlenh . in Vet.-Akad. Stockh. JIandL 
xxiv. (1803) p. M2 ; Bunge, PI. Chin . Bor. p. 68; Jumtk, 
Enum . PL ii. p. 374; Maxim. Prim . PI. Amur . p. 304, el in 
Bull . /Sac. J/osc. liv. (1879) p. 66 ; Boott, Car ex, iv. p. 200; BoecL 
in Linn&a, xxxix. (1875) p. 50; Baker et S. Moore , in Journ . 

$ 00 ., Z 0 Z. xvii. (1880) p. 388; Branch . PZ. David, i. pp. 318, 
319, et in Nouv , Jfws. 3me ser., yin. (1896) pp, 220, 240; 

C. B. Clarice , Mooh.f. PL Brit . Ind. vi, p. 700. 

Chihlv : Peking ( Bushell , BreUclmeider, 866 ! Williams , 
11447 ! Z><md, 1786, 2373, Bodinier , 95, 96); Shingking : 
Ngaiyang (Z? 0 $$, 230 !); Shantung : Chefoo ( Hancock , 31! 
Paicvel); North Central China: Kisansien (Hugh l ), Mus. 
Brit.; Herb. Kew. 

Cool parts of the North Hemisphere, 

128, Carex stipitinux, Branch . in Bull . $oc. Philom. Paris, 
Sme ser., vii. (1895) p, 31, 0 Z m iTowv. ^rc7*. J/ws. 3me ser., viii. 
(1896) pp, 246, 260, char, emend.; ZZrfs, Zw Engl. Bot. Jaltrh. 
xxix. (1901) p. 230. 

Hupeh (<4. JWy, 5971, 6610 !), Patnng (J. Eenrg, 4852 !), 
Chienshih (^4. PLenrg, 5838!); Szechuen : Tchenkeoutin (jftw- 
^5!). Herb. Kew. 

This species is closely allied to 0. hrunnea, Thnnb., as stated 
by Franchet in Bull. Soc. Philom., where it is placed at the head 
of the section “spiculse apiee masculse.” The terminal spike is 
male at top, usually for the greater part of its length, and 
frequently male altogether. 

But, in Henry 5971, which Franchet worked from in Nouv. 
Arch. Mus., there are about ^ of the female spikes in which the 
lower female flowers have not perfected utricles (as not in¬ 
frequently in this section); Franchet has taken these as male 
flowers apparently (i. e . I find no males) and has created a new 
section for this species only, having “ spiculse inferne masculse^^ 
vel interrupte masculse et feminese,” the character of the sect* 
Eemotse, from which C. stipitinux is alien. 

129. Carex sutchuensis, Branch . in Bull . Soc. 

8me ser., vii. (1894) p. 45. 

Carex setchuensis, Franck, in JVouv. Arch. Mus. Sme M r,f 3X * (1^97) 
p, 180, x. (1898.) p. 94 ; Diels, in Engl. Bot. Jahrb. xxix. * 1901 > P- ~ 3 -- 
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Szechuen: Mt. Omei (Faber, 1146 !), Tehenkeoutin (Farges). 
Not examined. 

130. Carex taliensis, Franck . in Bull. Soc. Bkilom. Baris , 
8me ser., vii. (1895) p. 34, et in Nouv. Arch. J/ms. 3me ser., ix. 
(1897) pp. 139, 160, t. 2. fig. 2; Diels, in Engl. Bot. Jakrb. 
xxix. (1901) p. 231. 

Carex stacliydesma, Branch, in Bull. Soc* Philom. Paris, 8me s5r., 
vii. (1895) p. 85, et in Nouv. Arch. Mus. 3me s&\, ix. (1897) pp. 118,159; 
Diels , in Engl. Jahrb . xxix. (1900) p. 231. 

Carex gracilirostris, Franck, in Nouv . Arch, Mus. 3me s&\, ix. (1897) 
p. 138 } Diels , an Engl. Bot. Jahrb. xxix. (1901) p. 231. 

Carex angusticruris, Franck, in Nouv. Arch. Mus. 3me s&\, ix. (1897) 

p. 160. 

Hupeh ( A . Henry , 5431 !), Patung (A. Henry , 1725 !) ; 
Yunnan : Tali (, Delavay ), Longki ( Delavay ), Tchenfongchan 
(Delavay, 412!),Szemao Mts. (Henry, 11722 !); Nokth Centbal 
China: Laoysan {Hugh !). Mus. Brit.; Herb. Kew. 

131. Carex tapintzensis, Franck . in Bull. Soc . Philom . Pam, 
8me ser., vii. (1894) p. 44, et in Nouv . ./ire/?. J/ws. 3me ser., ix. 
(1897) p. 164, x. (1898) p. 93. 

Yunnan : Tapintze ( Delavay , 1740, 4532), Yenglzehay (DeTa~ 
vay , 3973). 

Not examined. 

132. Carex tenebrosa, Boott , Carex, ii. (1860) p. 88, t. 256; 
Benth . P7. Hongh . p, 402 ; Franck . Nouv. Arck. Mus . 3me 
ser., x. (1898) pp. 51, 96. 

Hongkong- ( Harland , 691! kb. Few. 547!), Happy Valley 
woods ( Wilford , 264 !), Pic Victoria ( Bodinier , 515). Herb. 
Kew. 

The whole plant is olive-black, at least in the dried state# 

133. Carex tenuissima, Boott, in Proc. Linn. Soo. i. (1845) 

p. 288. 

Carex panicea, A5. Bunge. 

Noeth China : in kerb. Fielding , 0 Boott. 

This species is not in herb. Boott, nor is the name in the 
Index to Boott’s Carex ; but Boott says it was “ C. panicece , 
L., affinis ” 

This could hardly have been the C. tenuissima , Francb. et 
XTNN* JOUEN.—BOTANT, TOL. XXXVI. Y 
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Savat. Enum. PI. Jap. ii. p. 147, Franck in Nouv. Arch. Mus. 
3me ser., x. (1898) pp. 63, 97, which resembled (except as to 
the glabrous utricle) C. cnpilliformis , Franch. Of this species 
Franchet has named an example in herb. Kew, which has minute 
lax spikes of 2-5 utricles. It is hardly conceivable that Bunge 
should have marked this “ C. panicea, L.’ 7 and that Boott should 
have described it as u G. panicece, L., affinis. 77 

134. Carex thibetica, Franck. Bl. David, ii. (1888) p. 141, et 
in r Nouv. Arch. 3hts. 3me ser., ix. (1897) p. 177, x. (1898) p. 94; 
Diels , in FJngl. Dot. Jahrb. xxix. (1901) p. 232. 

Carex dichroa, French. in Bull. Boo. Philom. Paris, 8me s&\, vii. (3895) 

p. 86. 

Carex bella, C. B. Clarke, ex Franchet , in Nouv. Arch. Mus. 3me ser., 
ix. (1897) p. 177. 

Hijpeh (A. Henry, 6332 !), Nanto Mts. (A. Henry, 3833 !), 
Changjang {A. Henry, 5245!), Patung (F. H. Wilson, 1636 !); 
Szechuen : Moupin (David), Tchenkeoutin ( Farges , 910 c !) ; 
Yustnaw : Outchay (Delavay !). Mus. Brit.; Herb. Kew. 

135. Carex Thomsoni, Boott, Carer, i. (1858) p. 1, t. 1; Boeclc. 
in* Linn met, xxxix. (1875) p. 92 ; C. B. Clarice, in Hoolc. f. FI. 
Brit . Ind. vi. p. 703. 

Carex Thompsoni, Franck, in Bull. Soc, Philom. Paris, 8me s&\, vii. 
(1895) p. 29, et in Nouv . Arch. Mus. 3me s6i\, viii. (1896) pp. 212, 239; 
Diels, m JEngl. Bot. Jahrb. xxix. (1901) p. 229. 

Hupeh: Ichang (A. Henry, 3392!); Szeceiuen: Souifou 
(Delavay, 141). Herb. Kew. 

Bengal to Tonkin. 

336. Carex Tonnerrei, C. B. Clarke , n. sp. 

Cuhni numerosi, dense cseapitosi, pedales. Folia cum eulmis 
asquilonga, unc. lata. Panicula 4 unc, longa, unc. lata. 
Gluma feminea utriculo brevior. Styli rami 2, cum utriculo vix 
aequilongi. TJtriculi -fa unc. longi, eonspicue stipitati, glabri, 
leves, vel in rostri apice minute sparsim scabri. 

Szechueh : Mount Omei (Faber, 11401). Herb. Kew. 

This species is close to C. gentilis, Franchet; from which it 
differs in its densely tufted stems, narrow leaves, and its stalked 
smooth glabrous utricle. 

137. Carex transversa, Boott, in Perry , Fxped. ii. (1857) 
p. 324, et Carex, iv. p. 202, 1c. ined. in hi. Kew . t. 681; Fmnch. 
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et Savaf. Fnum. Pl. Jap. ii. p. 149; Franck, in Nouv. Arch* 
Mus • 3me ser., x. (1898) pp, 48, 96, t. 3. fig. 1. 

Kiangsu: Shanghai (Fortes, Faler, 441 l !); Chekiang : 
Ningpo Mts. (Faler, 1520!), Punto Isle (A. Henry, 24!). Herb* 
Kew. 

Japan. 

C . transvena resembles C. ripens, i. e. C. Brotonii, Tuckerman, 
in the leaden colour o£ the utricles contrasted against the 
scarious-white glumes, but lias the beak of the utricle much 
longer. 

188. Carex Trappistarum, Franch. in Journ . de Bot. iv. (1890) 
p. 320, et in Nouv. Arch. Mits. 8me ser., ix. (1897) pp. 133,160. 

Chihli ** Peking (Bodinier, 94); Kiangsi : Kewkiang 
(Shearer l). Herb. Kew. 

Japan. 

Shearer’s plant is young, and was named G. heterolepis, Bunge, 
in herb. Kew. Franchet has omitted altogether G. heterolepis, 
Bunge. The two, G, heterolepis, Bunge, and O. Trappistarum, 
Branch., are very close together, and may perhaps be united in 
one when more material has come to hand. 

139. Carex tristachya, Thunl. FI. Jap . (1784) p. 38; Schlcuhr , 
Biedgr. ii. p. 48, t. ¥w. fig. 109; Kunth, Enum. PL ii. p. 474; 
BoecJc . in Linncea, xli. (1877) p. 196; Boott, Carex, iv. p. 131, 
t. 424; M % anch . et Savat. Fnum. PL Jap. ii. p. 135; Franch. in 
JSfouv. Arch . 3fus . 3me ser., ix. (1897) p. 162, x. (1898) p. 93; 
Diels , in FngL Bot . Jahrl. xxix. (1901) p. 231. 

Carex monadelpha, Boott, in Perry, Exped. ii. (1857) p. 323, 

Carex pocilliformis, Boott, Carex , iv. p. 175, t. 593; Boeck.in Linncea, 
xli. (1877) p. 195; Franch f in Four. Arch . Mus. 3me ser,, ix. (1897) 
p. 163, x. (1898) p. 93. 

Anwhei : JSTanking (Faber, 240!); Chekiang : Ningpo Mts. 
(Faber, 651); Hupeh: Ichaug (A. Henry, 7898!), Antelope 
Glen (A. Henry, 7901!); Kwangtung : Whampoa (Hance, 
7198!), Canton (Sampson, 1150!); Corea: Tsusima ( Wilford, 
.763!). Mus. Brit.; Herb. Kew. 

Frequent in Japan. 

140. Carex truncatigluma, C. B. Clarice , n. sp. 

Hemiscaposa. Folia basalia 18 unc. longa, § unc. et ultra 

lata, glabra. Culmi florentes 6-9 unc. longi, efoliati; bractea? 
vix unciales, setacese. Spiccc 6, parum distantes, terminalis 
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sessilis omnino mascula, 5 unc. longa, y 1 ^ unc. lata, straminca. 
Syica feminea l£ unc. longa, £ unc. lata, fusee lutescens ; gluma> 
feminej© utriculis multo breviorcs, late obovata?, obtusie, stra- 
minese, sublucidse. Stylus 3 -fidus. Utriculus $ unc. longus, 
lanceolatus, trigonus, utrinque angustatus vix rostratus, mulfci- 
striatus undique tenuiter microscopice pilosus, apice vix 2 -den- 
tatus. Flux anguste lanceolata, trigona, apice late cylindriea, 
utriculo p^rum angustior. 

Chekiang: Ningpo Mts. ( [Faber, 1541!). Herb. Kow. 

141. Carex tsangensis, Franck• in Bull . Son. PUlom . Paris, 
8 me ser., vii. (1894) p. 44, et in Nouv . Arch . Mm . 3me se'r., ix. 
(1897) p. 181, x. (1898) p. 94. 

Yunnan*. Mt. Tsangchan, alt. 7600 feet ( Dclavay , 2615). 

Not examined. 

142. Carex tumida, Boott, Carex , i. (1858) p. 66 , t. 181; 
Boeclc. in Linncea , xli. (1877) p. 243 ; 0. B . Clarice , in Hook . f 
FI. Brit . Ind, vi. p. 741. 

Yunnan : Mengtze, 5500 feet (A. Henry, 10833!). Herb. 
Kew. 

Himalaya and Khasia. , 

143. Carex unisexualis, O. B. Clarice, n. sp. 

Culrni omnino unisexuales. Znfiorescenbia feminea 3 unc. 
longa, unc. lata, 30-stachya, densa; inflorescentia mascula multo 
angustior; braetea ima brevis. Utriculi T \> uue. longi, a glan- 
dulis nigro-rubris inspersi,iu niargine superioro hispidi; rostrum 
breve lineari-oblongum ; ceteroquin ut C. jimiatilis, Boott, 
Carex, iv. t. 582. 

Carex fiuviatilis, C. B, Clarice, in IIooJc. f. FL Brit . Zml. vi. p. 703, 
quoad plantas cliinenses citatas; Franck in Norn. Arch. Mm, 3mo 
s<3r., viii. (1896) pp. 213, 239; Diels, in Mnyl. Bot, Jahrb. xxix. (1901) 
p. 229. 

Kiangstj: Shanghai ( Maingay , 361!); Kiangsi : Kiufeiang 
(Shearerl), KiuMang Mts. (Faber, 1186!); Hupeh: lehang 
(Henry, 594!). Herb. Kew. 

Endemic. 

144. Carex ustulata, Wahlenb. in Yet.-AkaL Stockk Hancll. 
xxiv. (1808) p. 156; Kunth, Emm. PI. ii. p. 462; Boott, Carex , 
i. p. 70, t. 193. figg. 1, 2, et 1.194. fig. 1 ; Boeclc . in Linnma , xh. 



158 . CTPEEACEJS. 


317 


(1877) p. 260; C. B. Clarke, in Hook.f. FL Brit. Ind. vi. p. 734; 
Franck . in Bull. Bhilom . Baris , 8me ser., vii. (1895) p. 38, 

Nouv. Arch. J/its. 3m© ser., ix. (1897) pp. 155, 162. 

Carex atrofusca, Schkuhr , Riedgr. i. (1801) p. 106, t. Y. fig. 82. 

Carex Prattii, Franck, in Bull. Soc. Fhilom. Baris, 8me ser., vii. (1895) 
p. 32. 

Carex Moorcroftii, Franck, in Nouv. Arch. Mus . 3me ser., ix, (1897) 
pp. 150,161; lion Boott. 

Szechuen : Tachienlu ( Pratt , 556! Soulie ); Yunnan : Mts. 
Likiang, 11,000 feet ( JDelavay , 2472 !). Mus. Brit. 

Cold parts of the North Hemisphere, down to the Himalaya. 
The Kew example of Pratt 556 differs from Pratt 556 at the 
Mus. Brit. 

145. Carex vaginata, Tausch. in Flora , iv. (1821) p. 557; 
Kunth, Fnum . PZ. ii. p. 451; Kunze, SuppL Schkuhr, Riedgr. 
pp. 60-64, t. 15; Boott, Carex, iv. p. 148, t. 478; BoecTc , in 
Linncea, xli. (1877) p. 156; Franck, in Nouv* Arch. Mus. 
3tne ser., ix. (1897) p. 199, x. (1898) p. 95. 

Carex Mieliclihoferi, Smith, Fngl. Fl. iv. p. 98, et in Soioerby, Engl. 
Bot. t. 2293 ; non Schkuhr. 

Carex phsnostachva, Smith, Engl. Fl. iv. p. 99, et in Sowerbg, Engl. 
Bot. t. 2731. 

Carex scotica, Spreng. Syst. iii. p. 819. 

Carex faleata, Turcz. in Bull. Soc. Mosc. (1838) p. 104, xxviii. (1855) 
pars I. p. 341; Maxim . Prim. Fl. Amur. p. 311; j Baker et S. Moore , in 
Journ. Linn. Soc., Bot. xvii. (1880) p. 389; Eorshinsky , in Act. IIo?'t. 
Petr op. xii. (1892) p. 409. 

Shingking : Kwandien Mts. (Boss !). Herb. Kew. 

A European species extending to Kamsehatka. 

146. Carex vesicaria, Linn. Sp. PL ed. 1, p. 979, ed. 2, p. 1388 
partial; Schkuhr, Riedgr. i. p. 124, ii. p. 85, t. Ss. fig. 106; 
Kunth, Enum . PL ii. p. 494; Bunge, Fnum . PL Chin . Bor. 
p. 69; Ledeb . FL Boss. iv. p. 317 ; Boott , in Hook . London 
Journ. v. (1846) p. 69 (exemplis Amerieanis excl.), et Carex, iv. 
p. 162 pro minore parte, t. 536; Boeck . in Linnmct, xli. (1877) 
p. 319 partim. 

Noeth China : Ssijuissy (Bunge). 

Europe, scattered also in North Asia. 

The plant of Bunge, not seen, was doubtless C. vesicaria as 
understood by Boott and Boeckeler; but all the “ C. vesicaria 59 
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of Japan and East Siberia (also of the Himalaya) is now referred 
to subspecies of “ vesicaria ” identic with (or allied to) American 
forms. 

147. Carex villosa, Boott, Carex, iv. (1867) p. 203, Ic. ined. in 
lib . Kew. 683; Franck, et Savat. JSnmi. PL Jap. ii. pp. 142, 567 
partim; Franck, in Mouv. Arch. Mas. 3me ser., x. (1898 ) pp. 44, 
96; Palibpi, FL Korea, iii. p. 25. 

Cobea: Soul (Kalinomky). 

Erequent in Japan. 

This species has the utricle quite glabrous; the 0. villosa of 
Boott, in Perry, Exped. ii. (1857) p. 327, with hairy utricles, was 
perhaps, wholly or partly C. JDuvaliana, Branch, et Savat. 

148. Carex WallicMana, Prescott, ex Mees, in Wight, Contrib . 
(1834) p. 129 ; Kuntk, Fnum. PI. ii. p. 483 ; Boott, Oar ex, i. p. 16, 
t. 18; Boech. in Linncea , xli. (1877) p.310partim; G . B. Clarice , 
in Hoolc.f. FL Brit. Lid. vi. p. 747; Franck, in Mouv. Arch. 
Mus. 3me ser., x. (1898) pp. 87, 99. 

Carex Fedia, Fees, in Wight , Contrib. p. 129; Kuntk, Enum, PI. ii. 
p. 483. 

Carex hirta, Boiss. FL Orient, v. p. 431; (var.) Boech . in Journ. Linn. 
Soc., Bot. xviii. (1881) p. 105; non Linn. 

Ytjnxax : Mosoyn ( JDelavay, 796!), Tapintze (JDelavay, 1744 !), 
Kiangyu (JDelavay, 4382 !). 

Cabul to Tonkin ; frequent in North India. 

149. Carex Wilfordii, C. B. Clarice , n. sp. 

Cuhni 1-2-pedales, subrobusti. Folia infloreseentiam ssepo 
superantia, § unc. lata. Spicce 3-4, distantes, usque ad 4 une. 
longse, termiualis mascula. Utriculi rostro brevi incluso £ unc. 
longi, fusee virides, obovoidei, 10-12-striati. Mux ohovoidea, 
apice obtusius pyramidata, nigrobrunea. erostrata. 

Carex wahuensis, Boott, Carex, iii. p. Ill partim, tt. 352,353; Franck, 
in Mouv. Arch. Mus. 3me s&\, x. (1898) p. 52 partim (var. 3, p. 53) 
Palilin, Fl. Korea, iii. p. 26 partim; non C. A. Meyer. 

Carex Bongardi, var. /3. robusta, Franck, et Savat. Enum. PI. Jap. ii. 
pp. 134, 561, saltern pro magna parte. 

Chekiaxu : Shrub Island (A. Henry, 47!)j Corea : Fort 
Hamilton ( Wilford, 703, 707!). Herb. Kew. 

Japan. 
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This forms the main part of C. toahuensis, Boott (and of 
Boeck. in Linnaea, xli. (1877) p. 279). The type of 0 . waku - 
ensis, C. A. Meyer (Cyp. Novae, 1.10), is here, and agrees with 
1.10; it is a slender Sandwich Island plant with narrow leaves ; 
the utricle has a linear beak f the length of its body ; it is in 
general aspect as in the utricle very distinct from Wilford’s 
703, 707. 

150. Carex yunnanensis, Franck . in Bull. Soc. Bhtlom . Far is, 
8me ser., vii. (1895) p. 31, et in Houv. Arch , Mus. 3me ser., ix. 
(1897) pp. 116, 158. 

: Tapintze ( Delavay ), Mosoyn ( [Delavay , 4788 !). 

Diagnosed as having a bifid style; but it is always 3-fid. 


159. GKRAMINEiE. 

(By A. B. Eejtdle, M.A., D.Se., P.L.S.) 

Tribe Panice^b. 

1 . Paspalum conjugatum, Berg, in Act . Helvet. vii. (1772) 
p. 129, t. 8 ; Steucl. Syn. Gram . p. 21; Hook. f. M. Brit . Ind. 
vii. p. 11 . 

Hongkong: Mt. Gough {Ford, 594!). Mus. Brit.; Herb. 
Kevv. 

Widely distributed in the tropics, especially of the New 
World. 

2. Paspalum distichum, Linn. Amoen . Acad. v. p. 391; Steud . 
St/n. Gram . p. 29; Hook. f. FI. Brit . Ind. vii. p. 12; Hack . in 
Bull Herb. Boiss. vii. (1899) p. 721. 

Paspalum vaginatum, Sto. Prodr. Veg. Ind . Occ. p. 21. 

Paspalum sp., A. Henry, in Trans . Asiat. Soc. Jap. xxiv. Suppl. (1896) 

p. 106. 

Formosa ( Swinhoe , in herb. Haiice , 4972 in part!), Takow 
lagoon growing in a few inches of salt-water (A. Henry , 1036!), 
wet places (A. Henry, 1062!), in water ( A. Henry , 19001); 
Kwangttjng : Paksha in the extreme south of the province 
{Hance, 4972 in part !) ; Lucnu Archipelago ; Okinawa 
( Tashiro , fide Hackcl). Mus. Brit.; Herb. Kew. 

Widely distributed throughout the tropics- 
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3. Paspalum scrobiculatum, Linn, Hunt. p. 29; Steud. Syn. 
Oram, p. 21; JBentTi. FI, Hongk. p. 408 ; Nees, in Hoolc. Sf Am. 
Lot, JBeechei/s Voy. p. 231; Pilger , in Engl, Lot. Jahrb. xxix. 
(1900) p. 223 ; Kaclc, in Bull. Kerb, Bom . vii. (1899) pp. 721, 
723 ; Hook, f FI, Brit, Ind, vii. p. 10. 

Paspalum dissection, Linn. Sp. PL ed. 2, p. 81, in part; Thanh. PL 
Jap. p. 45. 

Paspalum Thunbergii, Kunth , ex Stead. Syn. Gram, p. 28; Pilger , in 
Engl. Bot. 0 Jakrb. 1, c.; Franck, et Savat. Enum, Pl, Jap, ii. p. 159; 
Hack, in Bull. Kerb. Boiss. vii. (1899) p. 643. 

Paspalum sp., A. Henry, in Trans. Asiat. Soc. Jap . xxiv. Suppl. (1896) 

p. 106. 

Kiangsu: Kianang (Staunton l); Formosa: Takow (A. 
Henry, 736,1164!); Hupeh (A. Henry , 3986 A!); Hongkong 
(Hance, 1111 !), roadside near Pokfoolum and West Point 
(Lamont !) ; Luchu Archipelago : Okinawa ( Tashiro , fide 
j Racket), Mus. Brit.; Herb. Kew. 

Japan. 

Widely distributed in tlie warmer parts of the earth. 

1. Eriochloa polystachya, H. B. K. JSFov. Gen. et Sp . i. 
p.4)5, t. 31- 

Eriochloa annul at a, Kunth, Pee. Gram. i. p. 30; Bentli. FI. Hongk. 
p. 409; Franchet, in Mem. Soc. Set. Nat. Cherbourg , xxiv. (1884) 
p. 267. 

Helopus annulatus, Nees, Agrost. Bras. p. 17, et in Ilooh. § Am. Bot. 
Beechey’s Voy. p. 232. 

Paspalus annulatus, Fluegge, Monogr. p. 133. 

Formosa: Takow (A. Henry , 1021 , 110S!); Kwangtung: 
Macao ( Vachelll ); Hongkong ( Hance , 5200!). Mus. Brit.; 
Herh. Kew. 

Tropics of Old World and Brazil. 

2. Eriochloa villosa, Kunth , J Rev. Gram. i. p. 203, t. 13; 
Bebeaiio ?, FI. Shanghai p. 62, et FI. Tchefou , p. 155 ; Fran- 
chet , PI. David, i. p. 322; Hack, in Engl, Bot. Jahrb. vi. 
(1884) p. 49 ; Pilger , in Engl, Bot. Jahrb. xxix. (1900) p. 223 ; 
Palibin , in Act. Hort. Betrop. xix. (1901) p. 126; Branch, et 
Savat, Enum. PI, Jap, ii. p. 164; Hack, in Bull, Herb. Boise. 
vii. (1899) p. 643, et ser. 2, iii. (1903) p. 501. 

Paspalum villosum, Thunb. FI Jag), p. 45, t. 8; Franchet , in Mem. 
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Soc. Sci. Nat. Cherbourg, xxiv. (1884) p. 267; Maxim. Prim, FI. Amur. 
p. 327. 

Chihli: Jehol {David, 2207!), Peking ( Williams, in kerb. 
Hance, 13380!), Talienwan (Birniel); Kiangsu : Shanghai 
{Maingay, 758 !) ; Ceekiang : Ningpo Mts. {Faber, 285 !); 
Kiangsi : Kiukiang {Reid !); Hupeh {A. Henry, 677, 4787 !), 
Patung {Wilson, 1434!). Mus. Brit.; Herb. Kew. 

Japan. 


1. Isackne albens, Trin. Sp. Gram. Ic. t. 85; Kimth, Enum . 
i. p. 137; Hoole.f FI. Brit. Ind . vii. p. 22. 

Panicum albens, Steud. Syn . Gram. p. 96. 

Szechuen {Faber, 1170 !); Yunnan : Mountain forests, 5000 
to 5500 feet, Mengtze {A. Henry, 9379 A, 9379 B !). Mus. 
Brit.; Herb. Kew. 

North India, Malaya. 

2. Isackne altissima, Debeaux, FI. Shanghai , p. 70. 

Kiangsu : Shanghai {Debeaux). 

I have seen no specimen. Is it a large form of L australis ? 

3. Isackne australis, R. Dr. Prodr. p. 196; Kunth, Enum. 
i. p. 136 ; Benth . FI. Hong7c . p. 414; Debeaux, FI. Shanghai, 
p. 70; Palibm, in Act. Hort. Fetrop. xix. (1901) p. 26; Pilger , 
in Engl. Bot. Jahrb. xxix. (1900) p. 223; Franch. et Savat. 
Enum. PI. Jap. ii. p. 164 ; Hack, in Engl. Bot. Jahrb. vi. 
(1884) p. 50, et in Bull. Herb. Boiss. vii. (1899) p. 643, et 
ser. 2, iii, (1903) p. 501; Hoolc.f. FI. Brit. Ind . vii. p. 24. 

? Isackne muricata, Nees, in Hook. $ Am. Bot. Beecher/s Yog. p. 230. 
Panicum patens, Osbeck, Resa, p. 215, non Linn, (according to original 
specimen in Herb. Mus. Brit.). 

China {Osbeck !), East Coast ( Home !); Shantung: Chefoo 
{Forbes !) ; Kiangsu : Shanghai {Maingay, 565, 567, 695 !) ; 
Pokien: Amoy {Hance, 1398 in part!); Eoemosa : Apes' 
HilJ, Takow {Playfair, 36! A. Henry, 1076, 1920!), Tamsui 
{Oldham, 604!); Hupeh: Ichang {A. Henry, 244, 3649, 
3520!); Shensi (?): Mt. Laoysan {HugET)*, Szechuen: Mt. 
IJomisan, Teentosen {Hughl); Kwangtung: Canton {Hance, 
1186, 1398 in part! Sampson , 291 !); Hongkong {Forbes ! 
Lamont ! Seemann, 658! Wright V)', Coeea {Wilford, 925!). 
Mus. Brit.; Herb. Kew. 
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Japan, India, Malaya, Australasia. 

The small forms of tliis species, for example the Takow speci¬ 
mens from Playfair and Henry, approach J. miliacea , Both. 

4. Isachne debilis, Hen die, n. sp. 

Herba parva debilis, caule tenui ramosa repente cum nodis 
radicantibus, ramis sub apice fiorenti ascendentibus. Foliormi 
vaginse quam internodia breviores, compressse, striatse, pilosse, 
prsecipue in nodis marginibusque; ligula pilosa; lamina membra- 
nacea, lanceolata, acuta, sparse pilosa, venis inconspicuis, 5-9- 
lineas longa, l|-2 lin. lata. Fanicula laxe pauciflora ramis 
filiformibus, spiculis ovalibus, § lin. longis. Glimce steriles 
virides, membranacem, ovales, cum marginibus incurvis et apice 
obtuso, 7-nerves, dorso hirsutulge, superior quam inferior paullo 
minor; fertiles quam steriles breviores, dense et breviterpilosae, 
suborbiculares, valde concavse, cum marginibus inflexis paleam 
in dorso pilosam amplectantibus, nervis inconspicuis, inferior 
florem $ , superior paullo minor, florem $ fovens. 

Pobmosa : Tamsui {Oldham, 605 !). Mus. Brit.; Herb. Hew. 

Nearly allied to J. miliacea, Eoth, but distinguished by the 
two very similar hairy fertile glumes. 

5. Isachne firmula, Buse, in Mig. HI. Junghuhn . p. .379. 

Isachne rigida, Nees, ex Stead . Syn. Gram. p. 95; Hook.f. FI, Brit . 

Ind. vii. p. 24. 

Isachne Myosotis, Benth. Fl. HongJc. p. 415, non Nees. 

Fanicum Bhignon, Stead. I, c. 

Hokokonu {Wilfordl Wright !). Herb. Kew. 

India, Malaya, Australia. 

1 think, judging from the description, that I. firmula, Buse, 
is identical with J. rigida , Nees. 

Yar. nudiglxunis, Hack . in Bull . Herb. Boiss. vii. (1899) 
p. 721. 

Ltjohu Aechipelauo : Mount Yonahadake ( Toshiro , fide 
Haclcel ). 

Specimen not seen. 

1. Digitaria barbata, Willd . Emm . Hort . BeroL p. 91. 

Fanicum barbatum, Kimth, 2ici\ Gram. i,_ p. 33; Benth, FL Hough, 
p. 410. 
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Panicum heterautkum, Nees, in Nov. Act. Nat Cur. xix. Suppl. 1 
(1843) p. 174; Hack, in Bull. Herb. Bom. vii. (1899) p. 723. 

Paspalum heteranthum, Hook. f. FI. Brit. Ind. vii. p. 16. 

Fokien: Amoy ( Hance , 1379 in part!); Formosa: Takow 
spit ( A . Henry , 1073 !); Kwangtitng : Paklioi (Flayfair, 
143 !); Hongkong (Hance, 1379 in part!), Happy Yalley 
(Wright !); Hainan (A. Henry , 7972!). Mus. Brit.; Herb. 
Kew, 

Malaya. 

2. Digitaria Henryi, Bendle , n. sp. 

Herla , nt apparet, annua; culmi tenues, e basi deeumbente et 
radicante erecti, subpedales, vix - 3 - lin. diametro excedentes, 
ramosi. Foliorum vagina glabrae, inferiores laxse, latae, suprema 
eylindrica; ligula scariosa, 1 lin. longa, e vaginae lateribus con- 
tinuata; lamina flaccid a, anguste linear i-lanceolata, acuta, plana, 
glabra, marginata, 5-nervis, circa 5 poll, longa, et 2J lin. lata. 
Spices circa 5, laxiusculffi, ad 2J poll, longse, in axe communi 
1 | poll, longo ordinatae, suberectae; rhacbis communis tenuis, 
haud alata; spiculse lanceolatse, acutse, virides, dorso et mar- 
gine pilosse, 1J lin. longse. Gluma i. deltoidea, minuta, enervis; 
gl. ii. circa dimidiam gl. iii. sequans, vel paullo superans, obtuse 
lanceolata, 3-nervis, nervus medianus conspicuus, latera et mar- 
gines Ionge pilosse; gl. iii. 7-nervis, nervi laterales a mediano 
remofci, inter nervos laterales et marginibus pilosa; gl. fertilis 
quam iii. paullo brevior, cum margine involuta lanceolata et 
breviter acuminata, 5-nervis, nervi laterales a mediano renioti, 
glabra. 

Formosa: Apes’ Hill, Takow (A. Henry , 1031!). Mus. Brit.; 
Herb. Kew, 

The character of the spikelet closely recalls that of Digitaria 
eriantha , Steud., but the plant differs in habit, being apparently 
an annual, with slender delicate culms and flaccid leaves. The 
arrangement of the spikes is less digitate than in D. eriantha . 

3. Digitaria formosana, Bendle , n. sp. 

Herla minor annua; eulrai graciles, csespitosi, suberecti, pluri- 
nodi, 6-14 poll. alti. Foliorum vaginae, ultima excepta, sub¬ 
breves, omnes glabrae; ligula scariosa, obtnsa, 1 lin. longa; 
lamina lineari-attenuata, basi sparsius et longe pilosa, margine 
crispulata, l?-2i poll, longa. Spices binse vel ternse, digitate, 
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deuaiuacul®, 1^—12^ poll, longu*, rhuchis angu*le alata; spiculas 
ovali-laneeolatse, aeuUe, 1:] liu. longm; cujtmvo pans alter sub- 
sessilis, alter pedicellate 67tf*irt i, ptmetifbrmm; gl. ii. g longit. 
gl. iii,, trinervis, margine dense pilonit, pili in spieula pedioellata 
magis patentee; gl. iii. spiculam toquans, 5-norvis, interstitiia 
sub lente pilosellis, margine dense eiliata, pili in spieula podi- 
cellata patentee velut in D. sanguinaU var. cilia re. 

Fohmosa : Apes 5 Hill, Takow (A. Henry, 1941!). Mus. Brit.; 
Herb. Kew. 

A somewhat delicate plant, recalling in habit Digitaria dchilis, 
from which it differs in its shorter second glume and the bearded 
third glume. 

4. Digitaria humifusa, Pm. Syn. i. p. 85. 

Panicum glabrum, (Jaudln , A (/rod. Ilelvet. i. p. 22; Hack, in Hull. 
Herb. Bom. vii. (1899) p. (M3. 

Panicum humifusum, Kunth , 1Ui\ Oram. i. p. 33. 

Paspalum ambiguum, DC. 1C. Front/, iii. p. 10; Hook. /. FI. Brit, 
hid. vii. p. 17. 

Digitaria glabra, Beauv . At/rod. p. I lit); Marini. Prim. FL Amur. 
p. 328; Jtegd, Tent. FL Ussur, p. J 71. 

♦SnisrQKiNtt (Boss, 78, 141!), Kniohow to Kinchow ( Rosa, 
1901). Herb. Kew. 

Japan, Himalayas, Central and North Asia, Europe. 

The last-mentioned specimen approaches JX louyijlora , Purs. 

5. Digitaria longiflora, Pm. Syn- i. p. 85; Handle, in Cat. 
Afr . FI Welw . ii. p. 102. 

Digitaria tenuiflora, Bmm\ At/rod. p. 51, 

Panicum parvulnm, Tmi. in Mem. Acad. Set, PH mb. m't.O, iii. ( 1835) 
p. 205; Hack, in Bull. Herb. Bom. vii. (1800) p, (M3. 

Panicum Itmuiiiorum, It 1 Hr. Prodr . p, 193. 

Paspalum brevifolium, Fluvtjtf, Mtmtu/r. p. 150; Bent it, FL JBou/k 
p. 408; Franchet , in Mem. Hoc. Hei. Nut. Cherbourg, xxiv. (ISH4) p, 207; 
Frttnch. et Saved. Emm. FL Jap. ii, p. 150, 

Paspalus chinensis, Nees, in Hook. § Am. Bot . Becehe/fe lot/, p, 231, 

Paspalum longifloruni, Betz. Ohs. iv, p. 15; Hook. /, FL Brit. hid. 
vii, p. 17. 

China (I&rird ! Fortune,V2B !); Shantung: Ohefoo(/'br/«!); 
EiiNGSU: Shanghai {Maingay, 551, 552 in part, 107!); Che¬ 
kiang {Staunton !) ; Fomiosa : Takow (A. Henry, 1929!); 
Htoeh: Patung (A. Henry, 2501 in part!); Shensi ; Mt. 



139 . GRAMINEJE. 


325 


Miaowansan (Hugh !); North Central China: Leunteon, 
Eenghosan (Hugh !) ; Kwangtung: Whampoa (Robertson !); 
Hongkong (Hance, 1070!). Mus. Brit.; Herb. Kew. 

Japan, India, and warmer regions of the Old World. 

In the plant from Cbefoo (Forbes) the spikelets are 1 line 
long. 

6. Digitaria sanguinalis, Scop. FI. Carniol . ed. 2^ i. p. 52; 
Maxim. Trim. FI. Amur. p. 479. 

Panicum sanguinale, Linn . Sp. FI. p. 57; Benth. FL Hough, p. 410; 
Trin. in Bunge, Emm. PL Chin. Bor. p. 70; Franchet , FI. Dai'id. ii. 
p. 142; Franck, et Sarat. Enum. FL Jap. ii. p. 1G3 ; Hack, in Bull. Herb. 
Boiss. vii. (1899) pp, 643, 723. 

Paspalum sanguinale, Lam. Illustr. i. p. 176: Hook. f. FL Brit. Inch 
■vii. p. 13; Filger, in Engl. Bot. Jahrb. xxix. (1900) p. 223; Falibin , in 
Act. Ilort , Fetrop. xix. (1901) p. 126. 

China: without locality (Staunton !); Shantung (Maingay, 
70!); Ktangsu: Shanghai ( Maingay , 552 in part, 553, 670, 
694!), Ningpo Mts. (Faber, 301!) ; Kiangsi : Kiukiang (Reid !); 
Hupeh : Patung (A. Henry , 2504 in part) ; Kwangtung 
(Lamont !), Canton ( Sampson , 285!); Hongkong ( Wilford , 241! 
Lamont !) ; Luchu Archipelago (Beechey !). Mus. Brit.; 
Herb. Kew. 

Widely distributed in warm countries. 

Var. ciliaris, JDoell, Rhein. FI. p. 126; Franck, et Savat . 
Enum. FL Jap. ii. p. 163; Hack, in Bull. Herb . Boiss. vii. 
(1899) pp. 643, 723. 

Digitaria ciliaris, Pers. Syn. i. p. 85 ; Miq. Frol. FL Jap. p. 164. 
Panicum ciliare, Retz. Obs. iv. p. 16; Debeaux , FL Tchef mi, p. 154; 
Franchet , in Mem. Soc. Sci. Hat. Cherbourg , xxiv. (1884) p. 267. 

Panicum eommutatum, Fees, in Hook. $* Am. Bot. Beechey's Vug. 
p. 232, non in Limieea, vii. (1832) p. 274. 

East Coast: without locality (Hornel); Chihli: Peking 
(Bretschneider, 818 ! Bushell ! Williams , in herb. Hance , 1556!); 
Shingking : Kaichow Hills (Ross, 309!); Chekiang (Staun¬ 
ton !); Eormosa (Campbell !), Takow, near sea-beach clitf (A. 
Henry , 727 !), South Cape ( Schmurer , in coll. Henry , 250!); 
Shensi : Mt. Kiansan, Iluseienseien, and Kaolinsien (Hugh !); 
Kwangtung : Sam Cocks Island near Macao (Staunton !), 
Macao ( Vachell !). Mus. Brit. ; Herb. Kew. 

Japan, Europe, and warmer parts of Old World. 
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Yar. cruciata, Hook. f. FI. Brit. Lid. vii. p. 14. 

Hupeh : Changyang (A. Henry , 7508 !), Patung (A. Henry , 
5044!); Szechuen (A. Henry , 7036!), a young plant with 
panicle still partly enclosed in the uppermost leaf-sheath, which 
from the structure of the spikelet may belong to this variety. 
Mus. Brit.; Herb. Kew. 

Himalayas. 

Var. esftensa, Hook. f. FI. Brit . 2ra<2. vii. p. 1C; Lendle, in 
Cat . A/h PZ. Welw. ii. p. 163. 

Formosa : Apes’ Hill, Takow (A. Henry , 1128 !), Takow ( A . 
Henry , 764!); Luchu Archipelago ( Beecheyl ). Mus. Brit.; 
Herb. Kew. 

India, Tropical Africa. 

Yar. pruriens, Hoolc. f FI. Brit. Ind. vii. p. 15. 

Kiangsi : Kiukiang (Shearer !) ; Luchu Archipelago 
(Wright !). Herb. Kew. 

India, Malaya. 

7. Digitaria setifolia, Stapf, in Dyer , PZ. vii. p. 376. 
ePanicum fibrosum, Hack, in Oest. Bot. Zeitschr. li. (1901) p. 332. 

Kwangtung: near Canton (Hance, 7425 !); Hongkong : hills 
on the south side of the island ( Wilford , 257 !). Mas. Brit.; 
Herb. Kew. 

South Africa. 

The leaves in the Chinese specimens are broader and less rigid 
than in the South African, not glaucous and somewhat more 
sparsely hairy ; the hairs, moreover, are finer. There is no differ¬ 
ence between the spikelets. It is impossible to separate specifi¬ 
cally the plants from the two countries, or to regard them 
otherwise than as geographical forms. I find MS. notes by 
General Munro in the Kew Herbarium on the ticket with 
Wilford’s specimen, pointing out its identity with the South 
African plant, 

8, Digitaria tenuispica, Lendle, n. sp. 

Cuhnus repens, radicans, pertenuis, ramosus, rami erecti, fio- 
rentes ad 9 poll, longi. Foliorum vaginae tenues, glabrae; ligula 
truncata, vix 1 lin. longa; lamina anguste lineari-lanceolata, flac- 
cida, facie sparse pilosa, raargine indurata, ad 2~2£ poll, longa. 
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Spicce digitatee, ternse, pertenues, 2-3| poll, longse ; rhachis an- 
guste viride-alata; spiculse densiusculse, 1|-1§ lin. longse, anguste 
lanceolate, acute, alter cuj usque paris pedieellata, pedieellus 
| lin. longus. Glurna i. pene obsoleta, triangularis ; gl. ii. sub- 
oblonga, quara gl. iii. circa duplo brevior, 3-nervis, breviter 
pilosa; gl. iii. spicule equans, anguste lanceolata, acuta, 5-nervis, 
nervis lateralibus in parte inferiore sparsius pilosis. 

Kiangstt : Shanghai ( Maingay , 554!); Kwabgtttkg : Macao 
(Buchanan-Hamilton !). Mus. Brit.; Herb. Kew. 

Hear the Sumatran D. pertenuis , Biise, which, from the de¬ 
scription, it apparently resembles in habit, but is distinguished 
by its lanceolate, not oval, spikelets, shorter second glume, and 
absence of hairs between the veins on the larger barren glume. 

9. Digitaria ternata, Stapf, in Dyer, FI. Cap. vii. p. 376. 

Panicum ternatum, Ilochst. in Flora , xxiv. Intelligent, i. (1841) 
p. 19; Steud . Syn. Gram. p. 40. 

Paspaluni ternatum, Book. f. FI. Brit. 1ml. vii. p, 17. 

Yunkatst: Mengtze, cliff at 4700 ft. (A. Henry, 11180!). 
Mus. Brit.; Herb. Kew. 

India, Tropical and South Africa. 

* 

1. Panicum acroanthum, Steud. Syn. Gram. p. 87; Mig. in 
Ann. Mus. Bot. Lugd.-Bat. ii. p. 275 ; Franck, et Savat. JEnum. 
Bl. Jap . ii. p. 162; Bach, in Fngl. Bot , Jahrb. vi. (1884) p. 49, 
et in Bull. Herb. Boiss. vii. (1899) p. 644, et ser. 2, iii. (1903) 
p. 502. 

Shanttog : Chefoo ( Forbes, 398 !); Kiabgstj : Kiangnan 
(Staunton l); Szechtjen: North Wushan (A. Henry, 7051!); 
Lttcbu AbchibeTjAGO (Doderlein, fide Hachel). Mus. Brit.; 
Herb. Kew. 

Japan, Assam. 

2. Panicum ambiguum, Trin. in Mem. Acad. Bteersb . ser. 6, 
iii. p. 243 ; Hoolc.f. FI. Brit. Ind. vii. p. 33. 

Lttchu Abchipelago ( Wright !). Herb. Kew. 

India, Ceylon, Malaya, Pacific Islands. 

3. Panicum amplexicaule, Budge, Bl. Gut. i. p. 21, t. 27. 

Panicum Myurus, B. B. $ K. Nov. Gen. Sp. i. p, 98; Bach, in Bull. 

Berb. Boiss. vii. (1899) p. 723; Booh. f. FI. Brit. Ind. vii. p. 39; Benth. 
FI. Austral, vii. p. 480. 
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Ilymeuackne Myuros, Beanv. Agrost . p. 165, t. 10. fig. 8; Steud. Syn. 
Gram. p. 101. 

Hymenackne amplexicaulis, Fees, Agrost. Brasil . p. 276; Steud. Syn. 
Gram. p. 102. 

Eobmosa: Takow (A. Henry, 1950!). Mus. Brit.; Ilerb. 
Kew. 

India, Malaya, Tropical Australia, South America. 

4. Panitfim brevifolium, Linn. Sp. PI. p. 59, excl. syn. ; 
OsbecJc , Besa, p. 215. 

Panicum arborescens, Linn. Sp. PI. p. 59, in part; ? Osbeck, l. c. 

p. 206. 

Panicum ovalifolium, Poir. Fncycl. iv. p. 279 ; Benth. FI. Ilongk . 
p. 413 ; Hook. f. FI. Brit, hid . vii. p. 44. 

Eobmosa (Campbell !); Kwangtung : Sichusan, 40 miles west 
of Canton (Farrxj, in herb. Ilance , 9391 in part!) ( Sampson , 
418!), Whampoa ( Ilance , 1006 in part!); Hongkong (Haxne, 
1006 in part, 9391 in part! Harland , 684! in herb. Ilance, 
Wilford, 251!), Little Hongkong Woods (Lamontl); Hainan 
(A. Henry, 8076 !). Mus. Brit. ; Herb. Kew. 

India, Malaya, Tropical Africa. 

• 

5. Panicum colonum, Linn. Syst. ed. 10, p. 870; Nees, in 
Hook. 4* Am. Bot. Beechey's Voy. p. 232; Benth. FI. Ilongk. 
p. 411; Pilger , in Fhigl. Bot. Jahrb. xxix. (1900) p. 223; 
A. Henry , in Trans . Asiat. Soc. Jap . xxiv. Suppl. (1896) p. 106 ; 
Branch, et Savat. JEnum . PZ. Jhp. ii. p. 160; Hook. f. FI. Brit. 
Bid . vii. p. 32, 

Chekiang: Ningpo ( Swinhoe , in herb. Ilancel ); IIuprit: 
lebang (A, Henry > 2769, 42S6!), Patung (A. Henry, 7313!); 
Hongkong: Aberdeen (Lament l Hanoe, 1258!); Hainan 
(A. Henry , 31!). Mus. Brit.; Herb. Kew. 

Widely distributed in warm countries. 

6. Panicum Crus-Galli, Zz«w. PZ. p. 56; Osbeck , Ifrw, 
pp. 48, 215; Prm. t« Bunge , Fnum. PI. Chin. Bor, p. 70; 
Benth. FI. Honglc . p. 411; Franchet , wi Aim, $ 0 <?. Sci. Nat. 
Cherbourg, xxiv. (1884) p. 266, eZ PZ. David, i. p. 322; Pilger , 
ifoyZ. XeZ. Jahrb. xxix. (1900) p. 223; Palibin , m AcZ. Hertf, 
Petrop. xix.(1901)p. 127, etxxi.(1903) p. 10; A. Henry, in Trans. 
Asiat. Soc. Jap. xxiv. Suppl . (1896) p. 106 ; Branch, et Savat. in 
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JEnum . PZ. Jhp. ii. p. 160; Hack . P&7Z. Herb. Boiss. vii. 

(1899) p. 643, et ser. 2, iii. (1903) p. 501. 

Panicum Crus-Oorvi, Linn . JViz*. ed.' 10, p. 870 ; Lour. PZ. 

Cochinch, p. 46. 

Panicum caesium, Nees, in Hook, fy Am. Bot. Beechey's Voy. p. 235. 
Panicum hispidulum, Hook. § Am. 1. c. pp. 235, 273. 

Echinochloa Crus-Galli, Beam. Agrost. p. 53; Maxim. Primit. FI. 
Amur. p. 479. 

Oplismenus Crus-Galli, Dum. Obs. Gram. FI. Belg. p. 138; Kuntk t 
Fnum. PI. i. p. 143 ; Debeaux, FI. TcMfou, p. 154; FI. Tientsin , p. 46; 
Miq, in Ann. Mus. Bot. Lugd.-Bat. ii. p. 274. 

China: without locality ( Fortune , 123!); North China: 
without locality ( Daniell ! Moellendorf, in herb. JE lance, 1549 !) ; 
East Coast (.Home I); Chihli : Je\io\(David, 21141) ; Kiangsu : 
Shanghai ( Maingay, 569, 570, 668! Faber !); Chekiang: 
Ningpo (Bwinhoe, in herb. Hance , 10234 in part!); Formosa 
( Oldham, 601, 602, 603!), Takow (A. Henry , 1046, 1796, 1960, 
2003!), Bankinsing ( A. Henry , 841!), South Cape ( Schmiirer , 
in coll. A. Henry, 276!); Hupeh : Ickang (A. Henry , 746,2341, 
4336, 7743 !); Shensi : Mt. Kiansan, Husienscien (Hugh !), 
Kaolinsien, Kusan and Hukiascien (Hugh !) ; Noeth Central 
China; Leunteon, Fenghosan (Hugh !); Kwangtung: Canton, 
hillside near Sunin (LamontK), Whampoa (Hance, 10234 in 
part! 10235!), Macao ( Callery , 355! Vachell, 43!), Pakhoi 
(Playfair !); Hongkong : paddy-fields (Ford, 598! Harland, 
6981); Cobea: Port Hamilton (Oldham, 928 !) ; Hooper Island 
(Oldham, 1073!). Mus. Brit.; Herb. Kew. 

A weed in the temperate zones of both hemispheres. 

Yar. frumentaceum, Trimen, Cat. Geyl. PI. p. 104; Hook. f. 
FI. Brit . Bid. vii. p. 31; Palibitfy in Act . Hort. Petrojg. six. 
(1901) p. 127. 

Panicum frumentaeeum, Boxb. FI. Ind. p. 102; Franchet, in M4m . 
JSoc. Sci. Nat. Cherbourg, xxiv. (1884) p. 266. 

Panicum stagninum, Hance, in Journ. Linn. Soc., Bot . xiii. (1873) 
p. 133, non Betz. 

Oplismenus frumentaceus, Kunih, Bed. Gram. i. p. 45; Debeaux, FI. 
TcMfou, p. 154. 

Chihli : Peking ( Bretschneider , 810,811!) ; Shingking (Boss, 
33 J !) ; Szechtten (Faber, 1165 !); Kweichau : Paitzu-Weining 
(Bourne !). Herb. Hew. 

Cultivated in hotter parts of Asia and Africa. 

LINN. JOUBN.— B0TANI, YOL* XXXTI. Z 



330 


159, GBAMINEJE. 


7. Panicum decompositum, It. Br. Prodr. p. 191; Be?ith. FI. 
Austral . vii. p. 489. 

, Pobmosa : sea-face of Apes* Hill, Takow, rare; growing more 
or less in clusters (A. Henry, 1080!), South Cape {Schmiirer, 
in coll. Henry, 255 !). Mus. Brit.; Herb. Kew. 

Tropical Australia. 

8. Panicum distachyum, Linn . Mart. p. 183 ; Kunth, Bnum. 
PI . i. p. $1; BentTi . FI. Hough, p. 410; Each, in Bull. Herb. 
Boiss. vii. (1899) p. 723; Hooh. f. FI. Brit. Ind. vii, p. 37. 

Pobmosa : Kelung ( Mahino, fide Eachel) ; Hongkong : 
spontaneous (. Eance, 1983!). Mas. Brit.; Herb. Kew. 

India, Malaya, Australia. 

9. Panicum humile, Fees, ex Steud. Syn. Gram. p. 84; Hance, 
in Journ. Bot. xvi. (1878) p. 233 ; Hooh.f. FI. Brit. Ind. vii. p. 48. 

Kwangtung : Canton {Sampson, in herb. Hance, 9896 in 
part!), Whampoa {Hance, 9686 in part!), Pakhoi {Playfair, 
158 !). Mus. Brit.; Herb. Kew. 

India, Malaya. 

.10. Panicum indicum, Linn. Mant. p. 184 ; Steud. Syn. Gram. 
p. 84; Benth. FI. Hongh. p. 413 ; Pilger, in Engl. Bot. Jahrb. 
xxix. (1900) p. 223 ; Hach. in Bull. Herb. Boiss. vii. (1899) 
p. 644, et ser. 2, iii. (1903) p. 502. 

China: without locality {Staunton ! Fortune !) ; Pobmosa : 
Baukinsing Mts. {A. Henry, 1547 !); Hupeh : IchangOdL Henry, 
2750, 4312!), Hanto (A. Henry, 4423 !); Hongkong {Hance, 
1072! Wilford, 240! Wright !). Mus. Brit.; Herb. Kew. 
Japan, and tropics of Old World. 

Tar. angustum, Hooh. f. FI. Brit. Inch vii. p. 42. 

Panicum angustum, Trin. Ic. Gram . t. 334. 

Kwangtung {Tate !), Pakhoi ( Playfair , 141 !). Herb. Kew. 
India. 

Tar. contractum, Miq. in Ann. Mus. Bot . Lugd.’-Bat. ii, 
p. 275 ; Hcich. in Engl. Bot. Jahrb. vi. (1884) p. 49; Branch . et 
Savat. Fnum. FI. Jap . ii, p. 163. 

Luchu Abchipeuagg : Amami Osima {Bbderlein, fid© Hachel). 
Japan. 

I have seen no specimen. 
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11. Panicum khasianum, Munro , ex Hook. f. FL Brit. Lid. 
vii. p. 54. 

Yunnan: Mengtze, 5500 ft., in a wood (A. Henry, 9379!). 
Herb. Kew. 

Himalayas and Khasia Hills. 

12. Panicum maximum, Jacq. Ic. PI. Bar. i. t. 13; Steud. 
Syn. Gram. p. 72; Benth . in Hook. Niger FI. p. 560 ; Hook. f. 
FI. Brit. Ind. vii. p. 49. 

Hongkong : cultivated ( Hance , 716 !). Mus. Brit. 

An African grass which is cultivated in many parts o£ India. 

13. Panicum miliaceum, Linn. Sp. PI. p. 58; Steud. Syn. 
Gram . p. 77 ; Lour. FI. Cochinch, p. 59; Nees , in Hook. Am. 
Bot . Beechey's Voy. p. 233; Trin. in Bunge , JEnum. PL Chin. 
Bor. p. 70; Maxim. Prim. FI. Amur. p. 479; Debeaux , FI. 
Shanghai , p. 69, FI. Tchefou , p. 155, et FI. Tientsin, p. 48 ; Bran¬ 
ched in Mem. Soc. Sci. Nat. Cherbourg , xxiv. (1884) p. 266; 
Palibin , in Act. Hort. Petrop. xxi. (1903) p. 10; Miq. in Ann. 
Mus. Bot. Lugd.-Bat. ii. p. 275; Branch. et Savat. JEJnum. PL 
Jap. ii. p. 163 ; Hack, in Bull. Herb. Boiss. vii. (1899) p. 644; 
A. Henry , in Trans. Asiat. Soc. Jap. xxiv. Suppl. (1896) p. 106; 
Hook.f. FL Brit. Ind. vii. p. 45. 

NoTamnGHX8A(Daniell !); Chilhi: Peking, cult. (Bretschneider, 
804!); Shantung : Chefoo {Forbes, 1069 ! Maingay , 80 !), Tsien 
Mountains {Faber, 1531!); Hupeh (A. Henry, 6611!); "West 
China; Chiensi ( Wilson , 1667!); Cope a ( Oldham> 926!). 
Mus. Brit.; Herb. Kew. 

"Widely cultivated in warm countries. 

i 

14. Panicum montanum, Boxb. Fl. Ind. i. p. 313; Kunth , 
FJmcm. PL i. p. 126; Benth. FL Hongk. p. 412; Hook. f. Fl. 
Brit. Ind. vii. p. 53. 

Kwangtung : Canton {Hance, 9905!); Hongkong ( Wright !). 
Mus. Brit.; Herb. Kew. 

Hotter hill-districts of India southwards to Ceylon; Malaya. 

15. Panicum nodosum, Kunth , Bnum. PL i. p. 97; Benth . 
Fl. Hongk. p. 412 ; Hook , f. Fl. Brit. Ind. vii. p. 43. 

Panicum multinode, Presl , Bel. Haenk. i. p. 303; Steud. Syn. Gram. p. 59. 
Hongkong ( Wilford , 254!). Herb. Kew. 

India to Malacca and Ceylon; Malaya. 
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16. Panicum patens, Linn. Sp. LI. p. 58 : Kvnih , Emm . PZ, 
i. p. 126; Each, in Bull . iZerZ). Pom. vii. (1899) pp. 721, 723; 
Hook.f EL Brit. Ind . vii. p. 57. 

Panicum accrescens, Trin. Ic. Gram. t. 88. 

Panicum radicans, Betz. Obs. iv. p. 18. 

Fokien: Amoy ( Ilance , 1400!); Formosa: Baukinsing 
Mountains ( A. Henry , 1545 !); Hongkong : Eace-course, Happy 
Valley ( Lamont \); Lttchu Archipelago ( Taskiro , fide Hackel). 
Mus. BrifL; Herb. Kew. 

India, Malaya, Pacific Islands. 

17. Panicum proliferum, Lam. EncycL iv. p. 747; St end. 

Syn . Gram. p. 71; Hook.f EL Brit . vii. p. 50. 

Panicum natans, Koen. ex Trin. Gram . Pmz. p. 237. 

Panicum paludosnm, Roxb. in Hort. Bengal . p. 8 (nomen), et FI. Ind. 
i. p. 307; Hack, in Bull. He?'b. Boiss. vii. (1899) p. 723. 

Formosa : Takow, in ditcli ( A . Henry , 1948 !). Mus. Brit.; 
Herb. Kew. 

India, Tropical Africa, Atlantic States of North America, and 
Central America. 

r 18. Panicum prostratum, Lam . Illustr . i. p. 171; Steud. Syn. 
Gram. p. 62 ; Hook . f. EL Brit . Z;zZ. vii. p. 33; Benth . Z7. 
Austral . vii. p. 476. 

Formosa: Takow (^. Henry , 1020, 1020A, 1919!), Apes’ 
Hill ( Elayfair , 22 !) ; Kwangtung : Whampoa ( Hance , 5694 !). 
Mus. Brit.; Herb. Kew. 

India, Malaya, Tropical Australia ; West Indies. 

19. Panicum psilopodium, ZWw. Gram. Panic, p. 217; Steud. 
Syn . Gram. p. 83; Afetfs, m Hook. 4' Am. Bof. Beechey's Lay. 
p. 233; Hook.f EL Brit. Ind . vii. p. 46. 

China : without locality (Beechey !); Kwangtung : around 
Macao ( Millett , fide Nees). Herb. Kew. 

India to Burma, Malacca, and Ceylon. 

20. Panicum repens, Linn. Sp. PL ed. 2, p. 87; Kunth , Enum. 
El. X P* 103; Benth. El. Hongh. p. 412; Eilger , in Engl. 
Bot. Jahrb. xxix. (1900) p. 223; Hack, in Bull. Herb . Boiss. 
vii. (1899) p. 644; Hook.f. EL Eric. Ind. vii. p. 49. 
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Panicum isclisemoides, Betz. Obs. iv. p, 17; Fees, in Hook. Am, 
Hot Beechefs Voy . p. 233 ; Hook. Am. 1. c. p. 273. 

Formosa ( Campbell ! Playfair, 172, 195!), Apes’ Hill, sea- 
face in wet place (At. Henry , 724!), Takow, moist place (A. 
Henry , 1171!); Hongkong ( Hance , 1186 ! Wright !); Lttchu 
Archipelago (Beechey !). Mus. Brit.; Herb. Eew. 

Japan, India, Malaya, and Mediterranean region. 

21. Panicum sarmentosum, Boxl. Hort. Bengal . p. 3 (nomen), 
et FL Ind. i. p. 308; Benth. FI. Hongk. p. 412; Hance, in 
Journ. Linn. SocHot. xiii. (1873) p. 133; Hook, f FL Brit . 
Ind. vii. p. 54. 

Panicum coneinnum, Fees, in Hook. Keio Journ. ii. (1850) p. 97; 
Steud. Syn. Gram. p. 78. 

Panicum incomtum, Trin. Gram. Pan. p. 200, et Sp. Gram. Ic . 
t. 232. 

Panicum micrognostum, Steud. Syn. Gram, p. 78. 

Panicum vacillans, Stead, l.c. p. 75. 

Hongkong (Harland ! Wilford, 242 ! Wright !); China ; 
without locality ( Seemann , 2397 !). Mus. Brit. ; Herb. 
Eew. 

India, Malaya to Philippine Islands, and Borneo. 

* 

22. Panicum trypheron,, Schult. Mant. ii. p. 244; Hook . f 
FL Brit . Ind. vii. p. 47; Bendle, in Cat. Afr . PL Welw, ii. 

p. 181. 

Chihli: Salt plains, Tientsin (Fortune l); Ewangtung: 
Whampoa and Macao (Hance, 1944 in part !); Hongkong 
(Hance, 1944 in part!). Mus. Brit.; Herb. Eew. 

India, Malaya, Tropical Africa. 

23. Panicum villosum, Lam. IUustr . i. p. 173; Kunih, Fnum . 
Pl. i. p. 98; Hack, in Bull. Herb. Boiss. vii. (1899) p. 644; 
Hook . f FI. Brit . Ind. vii. p. 34. 

Panicum coccospermum, Steud. Syn. Gram. p. 62. 

Panicum nilagiricum, Steud. 1. c. 

Fokien: near Amoy (Sampson, in herb. Hance , 8223 in 
part!); Formosa (Playfair !); Ewangtung (Ford, 210!), 
Canton and Macao (Hance, 8223 in part !), Whampoa 
(Wright l), Wong Mau Islands, Chinese Sea (Bamp$on r in 
herb. Hance, 8223 in part!). Mus. Brit,; Herb. Kew. 

India (hill-regions), Burma, Tonkin. 



334 


150. GBAMJNEJJ, 


1. Axonopus cimicinus, Beauv. Agrost. p. 12; Rook, f FI. 
Brit. Ind. vii. p. 64. 

Panicum cimicinum, Betz. Obs. iii. p. 9. 

Hongkong : Happy Valley woods ( Lamont !). Mus. Brit. 
India, Malaya. 

2. Axonopus semialatus, Rook. f. FI. Brit. Ind. vii. p. 64; 
Ben die, in Cat. Afr. PI. Welw. ii. p. 184. 

Panicum # semialatum, B. Br. Prodr. p. 192; Bentk. FI. Austral, vii. 
p. 472. 

Kwangtung: Canton ( Sampson , 280!), Pakwan Hills near 
Canton {Ranee, 9900 !), Swalow {Perry !) ; Kwangtung {A. 
Renry , 39!). Mus. Brit.; Herb. Kew. 

India, Malaya, Australia, Tropical Africa. 


1. Ichnanthus pallens, Munro , in Berth. FI. Rongk. p. 414; 
Rook. f. FI. Brit. Ind. vii. p. 60; JDoell , in Martins , FI. Bras. 
ii. pt. 2, p. 290. 

Panicum pallens, Sw. Prodr. p. 23, et FI. Ind. Occ. i. p. 164; Kunth , 
JBnum. i. p. 89. 

Fobmosa: Tamsui ( Oldham , 646!); Kwangtung: Canton 
{Sampson fy Ranee, in kerb. Ranee , 2676!) ; Hongkong : Little 
Hongkong woods {Lamont l Wright l). Mus. Brit.; Herb. 
Kew. 

Tropics of both worlds. 


1 . Setaria Forbesiana, Rook, f FI. Brit. Lid. vii. p. 81; 
Pilger , in Fngl. Bot. Jahrb. xxix. (1900) p. 223. 

Setaria macrostacbya, var. Schultzii, Benth. FI Austral vii. p. 493. 
Panicum Forbesianum, Fees, ex Steud . Syn. Gram. p. 98. 
Chamseraphis setosa, var. Schuitzii, Kuntze, Bev. Gen . ii. p. 769. 
Kiangsu : Shanghai {Faber, 281!); Hupeh; Iehang {A. 
Renry , 4246!), Hanto and mountains to north {A. Henry , 
4642!); China: no locality {Macartney !). Mus. Brit.; Herb. 
Kew. 

Northern India. 

I have followed Sir Joseph Hooker in regarding this as 
distinct from the American and Australian S. maerostaehja, 
but the two species are very closely allied. 
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2. Setaria glauca, Beam. Agrost . p. 51; Kunth , Enum. BL i. 
p. 149; Maxim. Primit. FI. Amur. pp. 330, 479; Deleaver, FI. 
Shanghai p. 68, FI. Tchefou, p. 155, FI. Tientsin , p. 47; 
Franchet, PI. David, i. p. 323, ii. p, 142; Pilger , tn JEfayL -Bo£. 
Jahrb. xxix. (1900) p. 223; Palibin , m JSbrtf. Petrop. xix. 
(1901) p, 128; Mach, in Bull. Herb. Boiss . vii. (1899) p. 645 ; 
X Henry , £» Trans. Asiat. Soc. Jap. xxiv, Suppl. (1896) 
p. 306. 

Panicum glaucum, Linn. Syst. Nat. ed. 10, p. 870; Benth. FI. Hongk. 
p. 411; Nees, in Hook, fy Am. Bot. Beechefs Voy, p. 234; Franchet, in 
Mem. Soc. Set. Nat. Cherbourg , xxiv. (1884) p. 266; Franck. et Savat. 
Enum. PL Jap. ii. p. 161. 

Panicum penieillatum, Nees, Agrost. Bras. p. 242, et in Hook. Am. 
Bot. Beechefs Voy. p. 234 ; Hook, Am. I. c. p. 273. 

Kiangsu : Shanghai {Maingay, 562 !); Chusan Island : Titi- 
Ilae ([Leclancher !) ; Formosa ( Campbell ! Oldham , 608!), Ta- 
kow, in ditch ( A. Henry , 1109 !), Apes’ Hill (A. Henry, 1904 !) ; 
Hupeh: Iehang (A. Henry, 18, 2263!); Shensi: Kusan and 
Kaolinsien (Hugh !) ; South China : without locality ( Seemann, 
2395!); Yunnan: Mengtze, 4800 ft. (A. Henry , 9613!), and 
grass mountains 5500 ft. (A. Henry , 10994!); Kwangtung 
( Sampson ,, 289!), Lienchau {Lament !), Macao {Abel\), Pakhoi 
{Playfair, 149!), Whampoa (WrigJit !) ; Hongkong (Lamontl 
Hance , 847 ! Wilford , 262 ! Wright !) ; ^Hainan {A. Henry, 
8687!). Mus. Brit.; Herb. Kew. 

Japan, and widely distributed in temperate and tropical 
regions. 


3. Setaria italica, Beauv. Agrost. p. 51; Kunth, Enum. i. 
p. 153; Debeauiv, FI. Shanghai, p. 69, FI. Tchefou , p. 155, et 
FI. Tientsin , p. 47; Pilger, in Engl. Bot. Jahrb. xxix. (1900) 
p. 223; A. Henry , in Trans. Asiat. Soc. Jap. xxiv. Suppl. (1896) 
p. 106; Hack, in Bull. Herb. Boiss. vii. (1899) p. 645. 

Panicum italicum, Linn. Sp. PL p. 56; Lour. FI. Cochinch, p. 46; 
Nees, in Hook . Am. Bot. Beechey's Voy. p. 234; Hook. § Am. L c. 
p. 273; Franchet\ in Mim. Soc . Set. Nat. Cherbourg, xxiv. (1884) p. 266 ; 
Franck, et Savat. Enum. PI. Jap . ii. p. 162; Trin. in Bunge, Enum. PI. 
Chin. Bor. p. 70 (var. germanieum, WiUd.). 

North China : without locality (monstrous specimen) 
{Daniell !); Chihli : Peking {Bretschneider, 806-7 !) ; Shing- 
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king: Moukden (Ross !) ; Shantungs (Maingay, 69!), Chefoo 
(Forbesl); Formosa: Bankinsing, cultivated in the mountains 
(A . J Henry, 571 !); East Coast ( Rome !) ; Hupeh ; Patung (A. 
Henry, 885, 2565 A, 5054!), mountains near Ichang (A* Henry, 
4240!) ; Szechuen (Faber, 1189 !), Kweichau (Faber, 1190!); 
Hongkong : cultivated (Hance, 848 !); Hainan (A, Henry , 
8286!); Korea (Oldham !). Mas. Brit.; Herb. Kew. 

Cultivated from Southern Europe to Japan and elsewhere in 
temperate &nd tropical countries. 

4. Setaria mauritiana, Spreng. Syst . i. p. 305; jUendle, in 
Oat. Afr - FI. Welw . ii. p. 187. 

Panicum palmsefoliiun, Koen. in Naturforsch. xxiii. (1788) p. 208. 

Panicum plicatum, Lam. Illustr . p. 171 (1791); Kunth, Enum . PL i. 
p. 94; Benth . FI. Hongk. p. 411; Pilger , in Engl. JBot. Jahrb. xxix. 
(1900) p. 223; A. Henry , in Trans . Asiat. Soc. Jap. xxiv, Suppl. (1896) 
p. 106; Hook.f. FI. Brit. 2nd. vii. p. 55. 

Panicum excurrens, Trm. lc. Gram. t. 89; Kunth ,, Enum. PL i. p. 94 ; 
Benth. FI. Hongk. p. 412; Hack, in Bull. Herb. Bom. vii. (1899) 
p. 644. 

Panicum nervosum, Boxb. FI Ind . i. p. 314. 

Shingking : Chienshan (Foss, 443 !); Fokten : Amoy (Hance, 
1397!); Formosa ( Oldham, 600!), Bankinsing Mountains (A. 
Henry, 1570!), South Cape (A. Henry, 123S!), Siko Hill 
(A. Henry, 1400 !); Hupeh : Ichang (A. Henry , 4264,4265,4316, 
4320 !), Nan to (A. Henry , 4450, 4630 !); Szechuen : Yangtze- 
kiang, "Wushan gorge (Faber, 1164 !); Yunnan: Mengtze, 4600 
to 5500 ft. (A. Henry, 9496, 9496 A, 10013, 10013 A, 10972, 
10999!); Kwangtung : Canton (Sampson, 632! Hance, 2133 
in part!); Hongkong (Lamont ! Hance 2133 in part! Faurie, 
15863!); Kwangsi : Lungchow (Morse, 368!). Mus. Brit.; 
Herb. Kew. 

Japan, India, Malaya, Tropical Africa. 

5. Setaria viridis, Beauv . Agrost . p. 51; Kunth , Enum. FI. i. 
p. 151; Maxim. Frimit. FI. Amur. pp. 330 & 479; Debeaux, 
FI. Tientsin , p. 47; Franchet, PI. David, ii. p. 323; Pilger , in 
Engl. Hot. Jahrb. xxix. (1900) p. 223 ; A. Henry , in Trans. Asiat. 
Soc. Jap. xxiv. Suppl . (1896) p. 106 ; Palibin, in Act. HorL 
Fetrop . xix. (1901) p. 128; Hack, in Full , Herb. Foiss . vii. 
(1899) p. 645. 
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Panic urn viride, Linn. Syst. Nat. ed. 10, p. 870; Trin. in Bunge, Enum. 
BL Chin. Bor . p. 70; Nees, in Hook . Am. Bot. Beechey's Toy. p. 235; 
Franchet, in M&m. Soe. Sci. Nat. Cherbourg, xxiv. (1884) p. 267. 

Chihli : Peking ( Bushell !), Tientsin (Fortune !), mountains 
west of Pekin (Bretschneider, 815 !); Shingking : Talienwan 
(Birnie !); Shantung : Chefoo (Forbes !); Kiangsu (. Maingay , 
561, 761!); Chekiang: Ningpo ( Swinhoe, in herb, Hancel); 
^Formosa: Tamsui ( Oldham , 607!), Takow (A. Henry, 110d«!), 
Apes’ Hill (Flayfair, 87!), South Cape (Schmurer, in coll. 
A. Henry, 969!), Pescadores (Swinhoe \); Hupeh : Icbang (A. 
Henry , 191, 2565 A!), Patung (A. Henry, 5054 A!); North 
Central China : Leunteon (Hugh !); Shensi : Kusan, Kaolin- 
sien, Paoki, Mt. Kiansan and Mt. Lao-y-san (Hugh !); Szechuen 
(Faber, 1182 !), Lofaushan (Faber, 181); Kwangtung: Canton 
(Sampson, 230 !); Luchu Arch epel ago (Wright !). Mus. Brit.; 
Herb. Kew. 

"Widely distributed in temperate aud subtropical regions of 
the Old World. 

1 . Oplismenus compositus, Beauv. Agrost. p. 54; Kunth, 
Fnum . FI. i. p. 141; Franchet, FL David, i. p. 323 ; Filger,in 
Fngl. Bot . Jahrb. xxix. (1900) p. 223 ; A. Henry, in Trans. Asiat. 
Hoc. Jap. xxiv. Suppl. (1896) p. 106; Hack, in Bull. Herb. 
Boiss. vii. (1899) pp. 721, 723; Hook. f. FI. Brit . Ind. vii. 

p. 66. 

Oplismenus loliaceus, Beauv. 1. c .; Hack. 1. c. p. 721. 

Panicum compositum, Linn. Bp. FI. p. 57; Stead, Syn , Gram , p. 44; 
Benth. FI. Hongh, p. 411. 

Ortkopogon compositus, H. Br. Frodr. p. 194. 

Pormosa: Bankmsing (A. Henry, 1557!), South Cape 
(Schmurer, in coll. A . Henry, 232 !); Hupeh (A. Henry , 
4349 !) ; Shensi ; Paokisan, Mt. Miaowansan (Hugh !) ; 
Kwangtung; Canton (Lament l Hance, 1010 in part!); 
Hongkong ( Flarland , 714, in herb. Hance , 1010 in part ! 
Forbes, 486 !); Yunnan : Mengtze woods, 5500 feet (A. Henry , 
10971!); Luchu Archipelago ( Tashiro, fide Hackel ). Mus. 
Brit.; Herb, Kew. 

Japan. 

Widely distributed iu the wanner parts of both Old and New 
Worlds. 
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2. Oplismenus undulatifolius, Beam. Agrost. p. 54; Kuntlt 9 
Enum. PL i. p. 139 ; Bilger , in Engl. Bot . Jahrb. xxix. (1900) 
p. 223 ; Branch, et Savat. Enum. PL Jap. ii. p. 654 ; Hack . in 
Bull. Herb. Boiss. vii. (1899) p. 645, et ser. 2, iii. (1903) p. 502; 
HooJc.f. FL Brit. Ind. vii. p. 66. 

Panicum undulatifolium, Ardumo , Animad. Bot , <Spec. after. p. 14, 
t. 4; Maxim. Prim. FL Amur . p. 479. 

Chihli: Peking, imperial garden ( Williams , in Kerb. Hance , 
13487!), in the mountains (David !); Hupeh: Patung (-4. 
Henry, 4782, 7277!), Pang (-4. Henry , 666!). Mus. Brit.; 
Herb. Kew. 

Japan, Southern Europe to India, Tropical Africa. 

1. Pennisetum compressum, j£. JBr. Prodr. p. 195; Stew J. 
/S^«. Gram. p. 102. 

Pennisetum ehinense, Fees, ex Steud. Syn. Grain, p. 108. 

Pennisetum japonicum, Trin. in Spreng. Neue Entdech . ii. p. 76, et Sp. 
Gram. Ic. t. 19; Maxim. Primit. FL Amur, p. 479; Franchet, PL 
David, ii. p. 324; Talibin, in Act. Hort. Petrop. xix. (1901) p. 128; 
Hack, in Bull . Herb. Boiss. vii. (1899) p. 645, et s6r. 2, iii. (1903) 
p.^502. 

Gymnothrix japonica, Kunth , Enum. Pl. i. p. 158; Benth. FL Hough, 
p. 413; Debeaux, FL Tchtfou, p. 156; Franchet , in M6m. Soc. Set. 
Eat. Cherbourg , xxiv. (1884) p. 267 ; Franch. et Savat. Emm. PL Jap. 
ii. p. 164. 

P Alopecurus hordeiformis, Osbeck, Reset, p. 232. 

Chihli: Peking ( Bushell !), mountains west of Peking (Bret- 
schneider , 827!), Taehiaosze ( Moellendorf\ in herb. Hance , 1270 
in part!); Shingking : Kaicliow to Kinchow (Ross, 292 !) ; 
Shansi and Shensi (Shockley !); Kiangsu : ICianang (Staun¬ 
ton !); Chekiang : Chusan Island (no collector), Ningpo 
(Faber \); East Coast (Homel); Fokien: Amoy and French 
Island (Hance, 1270 in parti); Hupeh: Patung (A, Henry , 
2540!), Iehang (A. Henry , 97, 2364!); Shensi: Miaowansan, 
Paoki, and Kusan (Hugh)) ; Yunnan: Mengtze, 4500 feet (A. 
Henry , 10170!); Kwangtung ; Canton (Macartney ! Sampson, 
290!), Lippas Island, Danes’ Island, and Macao ( Vaohell !), 
Whampoa (Robertson) Lamontl ), Pakhoi (Playfair, 154!); 
Hongkong (Hance, 1270 in part! Seeman , 233 !), Aberdeen 
(Lament); Hainan (A. Henry, 7950!); Cobea (Perry )\ 
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China: without locality (Bladhl Fortune, 121). Mus. Brit ; 
Herb. Kew. 

Japan, Burma, Tonkin ; Australia. 

Var. viridescens, Bendle . 

Gymnothrix japonica, var. viridescens, Miq. in Ann . Mus. Bot. Lugd.- 
Bat . ii. p. 276. 

Pennisetum japonicum, var. viridescens, Palihin, in Act Hort Petr op. 
xix. (1901) p. 128. 

Corea : Kyongkwi, Inchon and Soul ( Gottsche , fide Palibin ). 
Japan. 

2. Pennisetum flaccidum, Griseb. in Nackr. Ges. Wiss . 
Gotting . ii. (1868) p. 86 ; Franchet , PL David . p. 323 ; Hook.f. 
FL Brit Ind . vii. p. 84. 

Gymnothrix hordeiformis, Hance , m Am*. ser. 5, v. (1866) 

p. 250, non Fees. 

Chihli : Peking, walls of the town ( Williams , in herb. Ranee , 
3386 in part!), Jehol {David, 2050!); Yunnan: Mengtze 
(A. Henry , 9619, 9619 A!) ; Szechuen: Tongolo ( Soulie , 695!). 
Mus. Brit.; Herb. Kew. 

Himalayas, Central Asia. 

m 

3. Pennisetum typhoideum, Rich, in Pers. Syn. i. p. 72; 
Hook. f. FL Brit. 2nd. vii. p. 82; Ben die, in Cat . -4/h 
Weliv. ii. p. 191; Stapf, in FL Cap. vii. p. 432. 

Pennisetum spicatum, Boem. Sr Schult. ii. p. 499. 

Holcus spicatus, Linn. JSyst ed. 10, p. 1305. 

Panicum spicatum, Roxb. FI. Ind. i. (183*2) p. 283. 

Penicillaria spieata, Willd. Fnum. Hort. BeroL p. 1037; Kunth , Emm. 
i. p. 165. 

Chihli: Peking, Imperial garden ( Bretschneider , in herb. 
Hance , 15910 !). Mus. Brit. 

Cultivated in India and Tropical Africa. 

1. ChamsBraphis spinescens, Poir . Fncijcl. ii. p. 189; var. 
Brunoniana, Hook.f. FL Brit Ind. vii. p. 62. 

Panicum asperum, Koen. in Naturf. xxiii. (1788) p. 209. 

Panicum spinescens, B. Br. Prodr. p. 193; Kuntk, Emmi. PL i. p. 131. 
Kwangtung: in rather deep ponds around Canton (Sampson, 
367!). Mus. Brit.; Herb. Kew, 

India, Tonkin, Malaya, Australia. 
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1. Thysanolaena Agrostis, Fees, in Edinb . A r ew P/u7. Journ. 
xviii. (1835) p. 180; Boole, f FI. Brit. Ind . vii. p. 61. 

Thysanolsena acarifera, Am. et Fees, in Fov. Act Fat Cur. xix. 
Suppl. i. (1843) p. 381; Bentk. FI. Hongk. p. 417; Hack, in Bull. Herb. 
Boiss. vii. (1889) p, 723. 

Pobmosa: Banldnsing (A. Henry , 407!); Yunnan: Bed 
Eiver Talley (A. Henry , 10950!); Hongkong (Hance, 1187! 
Faurie , 15862 !). Mus. Brit.; Herb. Kew. 

Nortberft India, Malaya, Mauritius. 

1. Thuarea sarmentosa, Pen. Syn. i. p. 110; Munro, in 
Seemann, Bot Voy. 'Herald' p. 423 ; Bentk. FL Hongk. p. 415 ; 
Hook. f. FL Brit. Ind . vii. p. 91. 

Oraithocephalochloa arenicola, Kurz, in Journ. Bot. xiii. (1875) p. 332, 
1.171. 

Hongkong ( JIance , 10230!); South China Sea: Pula 
Bedang ( Jensen !), Pratas Island ( Wilford , 451!). Mus. Brit.; 
Herb. Kew. 

Ceylon, Cochin China, Malaya, North Australia, Pacific 
Islands. 


1. Spinifex squarrosus, Linn. Mant. p. 300 ; Steud. Syn. Gram. 
p. 113; Bentk. FI. Hongk. p. 415; Hack, in Engl. Bot. Jakrb. 
vi. (1884) p. 50; A. Henry , in Trans. Asiat. Soc. Jap. xxiv. 
Suppl. (1896) p. 107; Hook.f. FI. Brit. Ind. vii. p. 63. 

Pobmosa ( Oldham , 606 !), Tamsui sand-hills ( Hancock, 18 !) ; 
Ivwangtung: Macao ( Abell Yackelll Tatel Hance , 865 in 
part!); Hongkong: sandy sea-shore {Hance, 865 in part! 
Forbes , 610 !). Mus. Brifc,; Herb. Kew. 

India, Ceylon, Malaya. 

1 . Phaenosperma globosa, Munro , ex Bentk. in Journ. Linn. 
Soc., Bot. xix. (1881) p. 59; Fran diet, PI. David, i. p. 326; 
Pilger , in Engl . Bot. Jakrb. xxix. (1900) p. 222. 

China : without locality (Faber !) ; Kiangsi : Kiukiang 
(Shearer \) i Hupeh: Iehang (A. Henry , 626, 3966, 3968!), 
■Western Hupeh ( Wilson , 530!), Nanto and mountains to 
north. (A. Henry , 1943, 2073!), Patung (A. Henry , 4743!); 
Szechuen: near Tachienlu {Pratt, 426!) ( A . Henry , 891 L!); 
Yunnan : Mengtze, wooded cliffs, 6000 ft. ( A . Henry , 11299!). 
Mus. Brit.; Herb. Kew. 
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1. Arundinella anomala, Steud. Syn. Gran\. p. 116; Debeaux, 
FL TcMfow, p. 156; Franchet, in Mem. Soe. 8ci. Nat. Gherb . xxiv. 
(1884) p. 267, et PL David* i. p. 325 ; Palibin, in Act . Sort. 
Petr op* xix. (1901) p. 127; Pilger , in Pngl. Jahrb. xxix. (1900) 
p. 222 ; Mig. in Ann. Mvs. Pot. Lugd.-Pat. ii. p. 276; Franck, 
et Savat. Fnum. PI. Jap. ii. p. 165; Mack, in Pull. Serb. Boiss. 
vii. (1899) p. 648, et ser. 2, iii. (1903) p. 501. 

Panieum mandshuricum, Maxim. Prim. FI. Amur. p. 328 ; Hance, in 
Journ. Pot. vii. (1869) p. 41: Baker $ Moore, in Journ. Linn. Soc., Pot. 
xvii. (1879) p. 338. 

Panieum Williamsii, 1'lance, in Ann. Sci. Nat. ser. 5, v. (1866) p. 250. 
Chalynochlamis anomala, Franchet , apud Debeaux , FL Tientsin, p. 71. 
Chihli : Peking ( Pushell ! Williams , in herb. Hance, 11458 
in part! 12864! Bretschneider, 828-829 !), Jehol (David, 19011); 
Shingking (j Ross, 81, 469!), Kaichow to Kinchow (Boss, 
255, 275, 2901), Kaichow Hills (Boss, 320!), Changpeishan 
(James l); Shantung ( Maingay , 74!), Chefoo (Forbes !); 
Kiangsu : Kianang (Staunton !); Chekiang : Ningpo Mts. to 
Chefoo Mts. (Faber, 297 !), Ningpo ( Swinhoe , in herb. Hance, 
11458 in part!); Kiangsi : Kiukiang (Shearer !); Hupeh : 
Patung (A. Henry , 4845 !), Ichang (A. Henry , 431, 2265, 2272, 
4284, 4290!); Shensi: Knsan (Hugk\), Kisanshien (Hughl); 
? Hunan ; Sungatechi (Maack !); Kwangtung ; Canton (Samp¬ 
son, in herb. Hance , 12928 !) ; Corea : Soul (Sontag 1). Mus. 
Brit.; Herb. Kew. 

Japan, North Asia. 

Yar. depauperata, Bendle. 

Herba quam in specie minor, culmis graeilibus, 16 poll, vel 
hrevioribus. Folia brevia, angusta, convoluta, demum setacea, 
1|-2| poll, longa, ad J lin. diametro. Panicula angusta, 3-3-1 
poll. longa, 3-6 lin. lata; ramis paucis, brevibus, appressis, 
infimis ad 1 poll, longis. 

Hupeh : Ichang (A. Henry, 1059, 4290!). Herb. Kew. 

2. Arundinella nepalensis, Trin. Gram. Fan. p. 62, et Sp. 
Gram. Ic. t. 268; Benth. FI. Hongk. p. 416. 

Arundinella miliacea, Nees, in Hook. Keio Journ. ii. (1850) p. 102; 
Munroj in Seemann , Pot. Voy . ‘ Herald / p. 423. 

? Arundinella glabra, Nees, in Hook. $ Am. Pot. Becchei/s Toy, p.237 
(plant not seen). 
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Hupeh : Iehang (A. Henry , 2264 !); Yunnan : Mengtze, 
4*600 ft. (A* Henry, 9139!); Kwangtung {Ford, 214!), Canton 
{Sampson, 10^ X) \ Hongkong {Ilance, 8111 in part! Faurie> 
15852!); Lappas Island (no collector). Mus. Brit.; Herb, 
Kew. 

India, Malaya, Australia, 

Sir Joseph Hooker (FI. Brit. Ind. vii. p. 73) unites this species 
with A . brasiliensis , Baddi. The spikelets in Baddi’s type at 
the British Museum are, however, conspicuously smaller than 
anything I have seen in the Asiatic plants, and I prefer to regard 
the latter as forming a distinct species. 

3. Arundinella setosa, Trin. Gram. Pan . p. 63; Benih. FI. 
Honyk. p. 416; Hook. f. FI. Frit. Ind. vii. p. 70; Hack . in 
Bull. Herb. Boiss. vii. (1899) p. 723. 

Arundinella stricta, Fees, in Hook. Eexo Journ. ii. (1850) p. 102. 

Danthonia neuroelytrum, JSteud. Syn. Gram. p. 245. 

Milium cimieinoides, Boxb. ex Hook. f. FI. Brit. Ind , vii. p. 70. 

China. : without locality ( Fortune, 5!); Fokien : Amoy 
{Hance. 1282 in part!); Formosa: Takow {A. Henry, 7711), 
Apes’ Hill {A. Henry , 1033, 1107!); Yunnan*. Mengtze 
{A.^Henry, 10518, 10518 A !), Szemao Mts., 5000 ft. (A. Henry , 
13193 !); Kwangtung {Ford, 211 !), Canton ( Sampson , 1167 !) ; 
Hongkong {Hance, 1282 in part! Lamontl Wright X). Mus. 
Brit.; Herb. Kew. 

India, Ceylon, Philippines. 

4. Arundinella sinensis, Bendle , n. sp. 

Herba perennis, rhizomate duro, 1^-2 lin. crasso, culmis 
simplieibus, 2-pedalibus, nodis glabris, internodiis 6, inferioribu# 
1-1| lin. crassis. Foliorum vaginae cylindrice, internodis baud 
sequantes, margine et ore pilose, aliter plus minus scabride- 
pilosse vel superiores glabrescentes; ligula e pilis 1 lin.longis con- 
stituta; lamina linearis, basi paullo angustata et superne in apice 
aeuto gradatim attenuata, rigidula, cum faciebus striatis et 
margine scabrida, 6-14 poll, longa, 2-4| lin. lata. Fanicula , basi 
noudum evoluta, pedalis, rhacheos scabride-angulati internodiis 
inferioribus circa 1 poll, longis, ramis ad nodum quemque 1-3, 
fastigiatis, ad 8 poll, longis, complanatis, scabridis, 3axe spiculatis; 
spicule 3 lin. long®, anguste lanceolate, acuminate, glabrae, 
alter pedicellum scabridulum apice sparse barbatum dimidia, 
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alter eo plus triplo excedens. Ghrna i. laneeolata acuminata, 
cum nereis tribus validis, quorum mediano scabridulo, et tribus 
inoompletis instructa, 3 lin. longa; gl. ii. primo sequans et ei 
similis, 5-nervis; gl. iii. ovata, 3-nervis cum nervulis 4 debilus 
superadditis, 1| lin. longa, florem S celans; gl. iv. oblonga, 
1 lin. longa, apice in setam debilem imperfectam 3 lin. longatn 
cum setulis lateralibus duabus prolongata. 

Kwangtung {Ford, 201, 212 !), Lofausban {Ford, 125 !). 
Herb. Kew. 

Approaches A . setosa, from which it is distinguished by its 
larger panicle and subequal multinerved barren glumes. 

Tribe Zoysie^:. 

1. Tragus racemosus, Scop. Introd . p. 73; Franchet , PL 
'David . i. p. 327; DooJc.f. FI. Brit. Ind. vii. p. 97. 

Tragus tcheliensis, Debectux, FI. Tientsin , p. 48. 

Lappago racemosa, llonck . Syn. i. p. 440; Trm. in Bunge , Enum . 
PI. Chin . Bor. p. 70. 

Cenchrus racemosus, Linn. Sp. Pl. p. 1049; Staunton, Enibass . Chin. 
ii. p. 346. 

Chihli: Pechili {Staunton !), Jehol {David, 2069!), Peking 
( Williams , in herb. Dance, 10522 ! Bushell !) ; Shensi : Kaolln- 
sien {Hugh !). Mus. Brit.; Herb. Kew. 

Warmer parts of both hemispheres. 

1. Perotis latifolia, Ait. Dort. Few. i. p. 85; Dees, in JSFov. 
Act. Rat. Cur. xix. Suppl . i. (1843) p. 202; Rook. f. FL Brit . 
Ind. vii. p. 98; A. Denry, in Trans. Asiat. Soc. Jap. xxiv. SuppL 
(1896) p. 107. 

Perotis longiflora, Fees, in Hook. § Am. Bot. Beeclmjs Toy. p. 247; 
Hance, in Journ. Linn . Soc., Bot. xiii, (1873) p. 133. 

Perotis patula, Nees, ex Steud. Rom. ed. 2, ii. p. 306. 

Saccharum spicatum, Linn. Sp. Pl. p. 54. 

Alopecurus hordeiformis, Lour. FL Cochinch, p. 60. 

Fokien : Amoy {Dance, 13S4 in part!); Formosa : Takow 
spit (A . Denry, 1043, 1110!); Kwangtung : Macao {Dance, 
1384 in part! Vachell, 38!), Pakhoi {Playfair, 151!); Hong¬ 
kong {Dance, 1384 in part! Wright !); China : without locality 
{Fortune, 89 ! Meyen !). Mus. Brit.; Herb. Kew. 

Tropical Asia and Africa. 
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1. Zoysia pungens, Wilhl in Ges. Naiurf. Hr. N. Sdtrift. iii. 
(1801) p. 411; Fran diet, in Mem. Soc. ScL Nat. Cherbourg, 
xxiv. (1884) p. 271; A. Henry , in Trans . Asiat. Soc . Jap. xxiv. 
Suppl. (1896) p. 107; Palibin, in Act . ITbrtf. Petr op. xix. (1901) 
p. 128; Hook.f. FI. Brit. Ind. vii. p. 99. 

Shingking : Talienwan (Birnie !); Shantung : Chefoo 
(Perry l ); Formosa: Takow (A. Henry , 1798,1798 A, 1906 !); 
Corea: East (Perry !), Port Chusan (Wilford, 942!); Corean 
Archipelago ( Oldham , 951, 1015!); Luchu Archipelago 
(Wright V). Mus. Brit.; Herb. Kew. 

Tropical Asia, Australia, Mascarene Islands. 

2. Zoysia sinica, Hance, in Journ. Bot. vii. (1869) p. 168, et 
in Journ . Linn. Soc., Bot. xiii. (1873) p. 1.34. 

Zoysia pun gens, Munro, in Seemann , Bot , Voy. 1 Herald '/ p. 424, non 
Willd .; Benth. FI. Hough, p. 418. 

Zoysia macrostachya, Branch. et Saved, Enitm . P/. ii. p. 608 j 
Hack, in Bull. Herb. Bozss. vii. (1899) p. 642. 

Kiangsi (Faber !) ; Fokien : Amoy ( Sampson , in Herb. Hance , 
10155 in part! JDe Grijs, ibid.!); Kwangtung : Pakboi (Play¬ 
fair, 142!) ; Hongkong (Hance, 10155 in part!). Mus. Brit.; 
Herb. Kew. 

Japan. 

Tribe Oryzeas. 

1. Oryza sativa, Linn. Sp. PL p. 333 ; Steud. Syn. Gram . p.3 ; 
Osbeclc , Besa, p. 218; Thunb. FI. Japon. p. 147; Lour. FI. 
Cochinch, p. 214 ; Branch . et Savat. Fmim. PI. Japon. ii. p. 155 ; 
He beaux, FI. Shanghai, p. 67; Fran chef, in Mem. Soc. Sci. Nat. 
Cherbourg , xxiv. (1884) p. 266, et PI. Havid. i. p. 324; Hack. 
Bull. Herb. Boiss. vii. (1899) p. 645; Palibin, in Act. Plori . 
Petrop. xix. (1901) p. 128; A. Henry, in Trans. Asiat. Soc. Jap. 
xxiv. Suppl . (1896) p, 107. 

Oryza communissima, O. praecox, O. montana, 0. glutinosa, Lour . FI. 
Cochinch, p. 215, 

North China: without locality, cult. (Baniell !); Shantung 
(Maingay, 68!); Fokien : Amoy (Hance !); Formosa (A. Henry) ; 
Hongkong: cult. (Hance, 706 ! Urquhart, 243 !). Mus. Brit.; 
Herb. Kew. 

Tropical Asia. 
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1. Zizania aqnatica, Linn . Bp. PI. p. 991 (excluding reference 
to Bloane, Jam . $ Hist.) ; A. Henry, wa Trans . Asiat. Boc. Jap. 
xxiv. Buppl. (1896) p. 107; Hack. in Bull. Herb. Boiss. ser. 2, 
iii. (1903) p. 502. 

Hydropyrum latifolium, Griseb. in Ledeh. FI. Boss. iv. p. 466; Turcz. 
in Bull. Boc. Nat. Mosc. xxix. (1856) pt. 1, p. 2; Maxim. Prim. FL 
Amur. p. 479; Franck, et Savat . Enum. Pl. Jap. ii. p. 156; Hack. Bull. 
Herb. Boiss. vii. (1899) p. G46. 

Chihli: Peking {Bwinhoe, in kerb. Ha nee, 6496 in part!); 
Kwaxgtuhg : Canton, cult. {Hance, 6496 in part!). Mus. 
Brit. 

Japan, Tonkin; Eastern North Am erica. 


1. Leersia hexandra, Siv. Prodr. p. 21; Hook.f FL Brit. Ind. 
vii. p. 94; A. Henry, in Trans . Asiat . Boc. Jap. xxiv. Buppl . 
(1896) p. 107 ; Hack, in Bull. Herb. Boiss. vii. (1899) pp. 646, 
723 ; Hance , in Journ. Linn. Boc., Bot. xiii. (1873) p. 135. 

Kiangsu: Kianang ( Staunton \); Eokieh: Amoy {Hance, 
1383!); Formosa: Takow (A . Henry, 1170, 2034!); Hupeh; 
Iehang (A Henry, 4249, 2783 !); Kwahgtuto ; Canton, edges 
of rice-fields {Sampson, 312 !). Mus. Brit.; Herb. Kew. 

Widely distributed in the tropics. 


Tribe Mayde2E. 

1. Coix Lachryma-Jobi, Linn. Bp. PL p. 972; IFook. f. FL 
Brit. Ind. vii. p. 100. 

Coix agrestis, Lour. FL Cochinch. p. 551; Miq. in Ann . Mus. Bot. 
Lugd.-Bat. ii. p. 273; Hack, in Butt. Herb. Boiss. vii. (1899) p. 638. 

Coix cliinensis, Tod. Ind. Bern. Hort. Bot. Panorm. 1861, p. 5, et FL 
Bic. Exsicc. no. 918. 

Coix Laekryma, Linn. Byst . eel. 10, p. 1261; Franchet, in Mhn. Boc. 
Bci. Nat. Cherb. xxiv. (1884) p. 266; A. Henry , in Trans . Asiat. Boc. Jap. 
xxiv. Suppl. (1896) p. 107 ; Lour. FI. Cochinch . p. 551; Franck, et Savat . 
Enum. FL Jap. ii. p. 156; Tkunb. Fl. Jap. p. 37 ; Hack, in Bull. Herb . 
Boiss. vii. (1899) p. 638. 

Chihli : Peking {Bretschieider, 798 !); ELiahgsi : Kiukiang 
( Beid , 45 !); Formosa: Bankinsing ( A . Henry , 51 !) ; Hupeh : 
Nanto and mountains to north {A. Henry, 2635 A!) ; Yunhah 
{ A . Henry , 10137!); Kwangtuhg {Ford, 195!), mainland 
L1OT. JOURK.—BOTAHT, VOL. XXXVI. . 2 A 
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opposite Hongkong ( Uarland , in herb. Hance , 402!), Macao 
(Caller?/, 496 !). Mus. Brit.; Herb. Kcw. 

"Warmer parts of the world. 

1 . Zea Mays, Linn. Sp. PI. p. 971 ; J Debeauoc, FI, Tientsin , 
p. 46; Hook. Sf Am. Bot . Beechey’s Toy. p. 347; Palibin , in 
Act. Hort. Petrop. xix. (1901) p. 129; Lout. FI. Cochinch. 
p. 550; Thttnl. FI. Jap. p. 37; Branch, ei Savat. Fnum. PI. 
Jap. ii. p. 156 ; A. Henry, in Trans. Asiat. Soc. Jap. xxiv. 
Suppl. (1896) p. 107 ; Hook, f FI. Brit. Ind. vii. p. 102. 

Chekiang: Ningpo Mts. (Faber, 299 !); Szecruen (Faber, 
1174!); Hongkong: cultivated (Hance, 1333!). Mus. Brit.; 
Herb. Kew. 

Widely cultivated. 


Tribe Anbropogone^. 

1. Imperata arundinacea, Cyrill., var. Koenigii, Hack. Mon. 
Androp. p. 94, et in Fngl. Bot. Jahrb. vi. (1884) p. 50, et in Ball. 
Herb. Boiss. vii. (1899) p. 639, et ser. 2, iii. (1903) p. 501. 

„ Imperata arundinacea, Cyrill. PL Par. ii. p. 27,1.11, in part; Trin. in 
Bunge , Enum. Pi. Chin. Bor. p. 72 ; Maxim. Prim. FI. Amur. p. 479; 
Franchet, PL David, i. p. 327; A. Henry, in Trans. Asiat. Soc. Japan , 
xxiv. Suppl. (1896) p. 107; Pilger , in Engl. Bot. Jahrb. xxix. (1900) 
p. 221; Palibin , in Act. Hort. Petr op. xix. (1901) p. 129; Franch . et 
Savat. Enum. PL Jap. ii, p. 188 ; Book./. EL Brit. Ind. vii. p. 100. 

Imperata arundinacea, var. pedieellata, Debeaux, FI. Tchcfou , p. 165; 
Franchet, in Mfon. Soc. Sci. Hat. Cherbourg , xxiv. (1884) p. 272. 

Imperata Koenigii, Beauv. Agrost. p. 165; Fees, in Hook. <y Am. Bot. 
Bcechey's Voy. pp. 240, 273, et in Nov. Act. Nat. Cur. xix. Suppl. i. (1813) 
p. 183. 

Imperata pedieellata, Steud. in Flora , xxix. (1846) p. 22. 

Saccharum spicatum, Thumb. FI. Jap. p. 42; Lour. FI. Covhinch . 
p. 53. 

Chihli: Peking (Bretschneider, 824!); Bast Coast (Home!); 
Shantung: Chefoo ( Carmichael , in herb. Forbes !) ; K tang si .* 
Shanghai (Maingay, 374, 564! Forbes l); Formosa ( Oldham , 
619 !), Takow ( Playfair , 100 !), South Cape (Schmrer, iu coll. 
A. Henry , 955!); Hupeh : Ichang (A. Henry , 1136!) ; Shensi : 
Kusan (Hugh !), Kisansien (Hugh !); Szechuen : Chungching 
(Bourne, 116!); Yunnan : Mengtze (A. Henry, 7506 !) ; Kwang- 
tung: Ookaisa (Tate l ); Hongkong (Hance, 577! Lamontl 
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Wilford , 241!); Corea: Chemulpo ( Carles , 43! Perry !); 
Lfchct Aeceipelago ( Doderlein, fide Hackel). Mus. Brit.; 
Herb. Kew. 

The species is generally distributed throughout the warmer 
parts of the earth. 

1. Miscanthus japonicus, Anderss . in Of vers . Vetenslc.-Akad . 

Forhandl. xii. (1855) p. 166; Hack. Mon. Androp. p.107, eZ in 
Bull. Herb. Boiss. yii. (1899) p. 639; A. Henry , in Trans. Asiat. 
Soc. Jap. xxiv. Suppl. (1896) p. 107; Pilger , mi Jahrb. 

xxix. (1900) p. 221. 

Saceharum polydactylon, var. Thimb. FI. Jap. p. 43. 

Saccbarum japonieum, Thunb. in Trans. Linn. Soc. ii. (1794) p. 328, 
in part. 

Eulalia densa, Munro, in Seem . Bot. Voy. ‘ HeraldJ p. 424. 

Kiakgstj : Kianang (StauntonX), Shanghai ( Maingay, 575!); 
Kiaegsi : Kiukiang (Forbes, 741); Eormosa : Takow (A. Henry, 
1823, 1823 A, 1690, 1692, 1693 !), Apes’ Hill (A. Henry, 1689, 
1691!), Kelung (Ford, 68 !), Tamsui ( Walters, 45 !), South Cape 
(A. Henry , 1332 !); Kwattgtung : Whampoa (Hance, 485 in 
part!); Ho^gkoeg (Hance, 485 in part! 557 ! Ghampionl Ford , 
596 !). Mus. Brit; Herb. Kew. 

Japan, Malaya, and Pacific Islands. 

It seems impossible to distinguish between extreme forms of 
this species and of M. sinensis , Anderss. 

2. Mscanthus nepalensis, Hack . Mon. Androp. p« 104; Pilger, 
£» Fngl. Bot. Jahrb. xxix. (1900) p. 221; Hook.f. FI. Brit. Lid. 
vii. p. 107. 

Szechttee : Mt. Omei, 4200 feet (Faber, 1152!), Moupin 
(David !); Lappas Islaistd (herb. Munro !). Herb. Kew. 
Mountains of Northern India. 

3. Hiscanthus sacchariflorus, Benth. S[ Hook.f. Gen . PI. iii. 
2, p. 1125 ; Hack. Mon. Androp. p. 102, et in Bull. Herb. Boiss. 
vii. (1899) p. 639; Franchet, PI. David . i. p. 327; Komarow , 
in Act. Hort. Petrop . xx. (1901) p. 243. 

Imperata saccharifiora, Maxim. Prim. FI. Amur. p. 331. 

? Imperata eulalioides, Miq. in Ann, Mus. Bot. Lugd.-Bat. ii. p. 289; 
Branch, et Savat. 13mm. PI. Jap. ii. p. 188. 


2 a 2 
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Chihli: Peking ( Williams, in kerb. licence, 11151! Bret- 
Schneider, 823!), Jehol (David))-, Kiangsu : Shanghai (Mam- 
gay, 5771), Kiauang (Staunton))-, PIupeh: Palung (A, Henry, 
5123!), Changyang (A. Henry , 75071); Shensi: Kaolinsien 
(Hugh), Mt. Kiansan, Husienscien (Hugh), Mt. Laoysan, 
Tciuzseien (Hugh !). Mus. Brit.; Herb. Kew. 

North Asia, Japan. 

4. ICiscanthus sinensis, Anderss. in Ofvers. VetensJc-AJcad. 
Forhandl. xii. (1855) p. 166 ; JHacJc . Mon . Androp. p. 105, et in 
Bull . Herb. Boiss . vii. (1889) p. 639, et ser. 2, iii. (1903) p. 501. 

Saccharum polydactylon, var. /3, Thunb. -P/. p. 43. 

Saccharum japonicum, Thunb. in Trans. Linn. Soc. ii. (1794) p. 328, in 
part. 

Erianthus japonicus, Beauv. Agrost. p. 14, in part; Nees, in Hook. § 
Am. Boi. Beechey's Voy. p. 242, et in Nov. Act. Nat. Cur. xix. Suppl. 
i. (1843) p. 184. 

Eulalia densa, Baker § Moore , in Journ. Linn. Soc., Bot. xvii. (1879) 
p. 388, non Munro. 

Eulalia japonica, Trin. in Mem. Ac. Sci. Pttersb. ser. 6, ii. p. 333, in 
part; Branch, et Savat. JSnum. PI. Jap. ii. p. 189; Franchet,in Mem, 
Soc. Sci. Nat. Cherbourg , xxiv. (1884) p. 272. 
r Bipidium japonicum, Trin. Fund. Agrost. p. 169, in part. 

Shingking (Boss, 44!); Eormosa : Takow (A. Henry, 1173, 
1173A, 1175, 1185!); Hupeh; Patung (A. Henry, 5065!), 
Ichang (A. Henry, 93 !); Shensi : Hasan (Hugh !), Mt. Kian¬ 
san, Husienscien (Hugh)-, Szechuen: Taehou ( Bockhill !); 
Yunnan*. Mengtze (A. Henry, 10014!) ; Kwangtung: Macao, 
Canton (Sampson , 973!); Hongkong (Lament l Beeves ! Ur- 
qxdhart, 251! Hind); Coiiea (Perry); I/ucnu Archipelago 
(Wright); China; without locality (Macartney). Mus. Brit.; 
Herb. Kew. 

Japan, Tonkin, Celebes, Borneo, Philippines. 

Yar. purpurascens, Bendle. 

Miscanthus purpurascens, Anderss. 1. c. p. 167; Hack, Mon. Androp. 
p. 106; Palibin, in Act. Hort. Petr op. xix, (1901) p. 129; Komar ow, 
ibid. xx. (1901) p. 244. 

Shantung (Maingay, 77), Chefoo (Forles !). Herb. Kew. ^ 

Japan. 

I regard this merely as a variety of Jf. sinensis. Hackol 
himself says (l. c. p. 107): “ cui fortasse melius subspeeiei nurnero 
subjiciendus,” 
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1. Saccharum arimdinaceum, Betz. Obs. iv. p. 14; Hack. 
Monogr. Androp. p. 117. 

Saccharum procerum, Roxb. FI. hid. i. p. 243 ; Hance, in Journ . Linn . 
Soc ., Rot. xiii. (1873) p. 134. 

Saccharum Sara, Roxb. 1. c. p. 244; Rook. §• Am. in Bot. Reechey's 
Voy. p. 240. 

Chekiang (Staunton !); Fokien: Amoy (Hance, 1406 in 
part!); Hupeh (A. Henry , 4227 !); Kwangtung (Staunton !), 
Whampoa (Hance, 1406 in part!), Pakhoi ( Playfair, 160!); 
China : without locality (Fortune, 9!). Mus. Brit.; Herb. Kew. 
India, Ceylon, China. 

2. Saccharum Earenga, Ham. in Wall. List, no. 8S56; Hack. 
Mon. Androp. p. 119 ; Pilger, in Fngl. Bot. Jahrb. xxix. (1900) 
p. 222; Hooic.f FI. Brit. 2nd. vii. p. 120. 

Saecharnm porphyrocomum, Hack. Mon. Androp. p, 120. 

Eriochrysis Narenga, Nees, ex Steud. Syn. Gram. p. 411. 

Eriockrysis porphyrocoma, Hance, in Journ. Rot. xiv. (1876) p. 294. 
Formosa : Takow Plain and Lake Hill (A. Henry, 2036!); 
Hupeh : Iehang (A. Henry, 154!); Kwangtung : Canton 
(Staunton ! Lamont ! JSfevin, in herb. Hance, 19285 in part!), 
by Eiver Lienchau ( Galbraith , in herb. Hance , 19285 in part!). 
Mus. Brit.; Herb. Kew. 

India, Burma. 

3. Saccharum officinarum, Linn. Sp. FI. p. 54; Hack. Monogr. 
Androp. p. Ill; Benth. FL Hongk. p. 419; Lour. FI. Cochinch . 
p. 52; Thunb. FI. Japon. p. 42; Henry , in Trans. Asiat. Soc. 
Jap. xxiv. Suppl. (1896) p. 107. 

Saccharum sinense, Roxb. FI. 2nd. i. p. 244; Fees, in Hook. $ Am. 
Rot. Reeclm/s Voy. p. 241. 

Formosa: Bankinsing Plain, “the variety which is generally 
cultivated in South Formosa” (A. Henry , 1688 !); Kwangtung : 
Canton (Macartney !), Whampoa (Hance, 6556!); Hongkong 
(Harland, 683 !). Mus. Brit.; Herb. Kew. 

Widely cultivated in the tropics. 

4. Saccharum spontaneum, Linn. Mant. ii. p. 183; Lour. FI. 
Cochinch, p. 52 ; Hack, in Bull. Herb. Boiss. vii. (1S99) p. 723; 
Filger, in Fngl. Bot. Jahrb. xxix. (1900) p. 222. 

Subsp. a. indicum. Hack. Mon. Androp. p. 114. 

Formosa: Takow (A. Henry, 1077,1077A!); Hupeh: Iehang 
(A. Henry, 34,2266,42221); Kwangtung : Canton ( Galbraith, in 
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herb. Hance, 19801 ! Lament \); China : without locality (Jbr- 
tune , 6!). Mus. Brit.; Herb. Kew. 

India, Central Asia, Malaya. 

1. Erianthus formosanus, Stapf, in Kew Bull. 189S, p. 228. 

Erianthus fastigiatus, A. Henry, in Trans. Asiat. Soc. Jap. xxiv. Sup pi. 

(189G) p. 107. 

Foemo&a : Apes’ Hill {Playfair, 314!). Herb. Kew. 

2. Erianthus fulvus, Hees, ex St cud. Syn. Gram . p. 409; Hack. 
Mon . Androp . p. 147 ; HooJc.fFt Brit Ind. vii. p. 123. 

Saccharum rufipilum, Steud. 1. c. 

Htoeh : Patung (A. Henry, 5115!); Shensi : Paokisan, 
near Mt. Miaowansan {Hugh !); Yunnan*. Mengtze, grass 
mountains, 4600-6000 feet (A. Henry , 9818, 9818 A, 10325!). 
Mus. Brit.; Herb. Kew. 

Hills of Northern India. 

3. Erianthus Hookeri, Hack. Mon. An drop. p. 142 ; Hoolc.f\ 
Ft Brit Ind . vii. p. 125. 

Yunnan: without locality {Anderson !), Mengtze, 4600 feet 
(A. Henry , 9660 !). Herb. Kew. 

Himalayas. 

4. Erianthus pollinioides, Bendle , n. sp. 

Guhni erecti, arundinacei, 4J ped. alti, basibus 2 lin. crassi, 
teretes, glabri, simplices, foliosi, basibus cum vaginis fibrosis mar- 
eidis vestiti; internodia 7. Foliormn vaginae glabrae, stramincm, 
suprema excepta internodia exeedentes; ligula brevis, mem- 
branacea, vix semilinea longa, pilosa; lamina elongata, anguste 
linearis, ad apicem aeutum attenuata, rigidula, usque ad 3 ped. 
longa, medio lin. lata, cum nervo mediano valido albido linoata. 
Fanicula eximie purpurascens, subcorymbosa, 8 poll, longa, 
superne 5 poll, lata; rhaehis communis 4 poll, longa; racemi ad 
30, 5 poll, longi vel breviores, sessiles, ereeto-patuii, graciles, 
dense et longe purpureo-pilosi; artieuli pedicellis tequantes sed 
magis robusti, yty poll, longi, velut pedicellis cum pilis purpureis 
ad 3 lin. longis dense vestiti. Spicula sessilis uniflora, lanceo- 
lata, lsete brunnea, 1| lin. longa; gluma i. cum callo brevi 
(§ lin.), lanceolata, apice anguste truncata, cum nervis utrinque 
marginalibus binis, dorso pilis purpureis plus duplo longioribus 
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vestita; gl. ii. prims subsequans sed paullo angustior et superne 
magis membranacea, cum carina et nervis lateralibus duobus; 
gl. iii. paullo breyior, august© lanceolata, hyalina, supra medium 
ciliata cum marginibus involutis, vacua; gl. iv. minor, i lin. longa, 
lineari-oblonga, nervo excepto hyalina, apice integro, cum arista 
simplici, debili, 3| lin. longa, instructa. Spicula pedicellata 
seasili similis, vix 1| lin. longa. 

Formosa : Takow (A. Henry , 1143 !). Mus. Brit.; Herb. 
Kew. 

A well-marked species near tlie Indian F. fastigiatus , but 
distinguished by its larger, gracefully spreading, purple-haired 
racemes, and the hairs on the spikelet more than twice as long 
as the glume. 

1. Spodiopogon cotulifer, Hack. Mon . Androp. p. 187, et in 
Bull . Herb . Boiss. vii. (1899) p. 641, et ser. 2, iii. (1903) p. 501; 
Hook . /. FL Brit . Ind. vii. p. 108; Palibin, in Act. HorL 
Petrop. xix. (1901) p. 129. 

Andropogon cotuliferum, Thunb. FI. Jap. p. 41. 

Eccoilopus andropogonoides, Steud. Syn. Gram. p. 124. 

Eulalia cotulifera, Munro , ex Miq. Ann. Mus. Bot. Lugd-Bat. ii. 
p. 289$ Franck, et Savat. Bnmn. PI. Jap. ii. p. 189. • 

Chekiang : Ningpo Mountains ( Faber , 3, 1734!); Formosa : 
Takow (A- Henry , 1045 I), Apes* Hill ( Playfair , 240, 309! A . 
Henry, 1022 !), Bankiiising Mountains (A. Henry , 1558 !) ; 
Luchu Archipelago ( Wright 1). Mus. Brit. ,* Herb. Kew. 

Japan ; Mountains of North India. 

2. Spodiopogon formosanus, Ben die, n. sp. 

Planta perennis; eulrnus erectus, subvalidus, subeompressus, in 
parte inferiore unilateraliter sulcatus, basi 1§ lin. crassus. Folii 
vagina glabra, membranacea, ad internodium applicita; ligula 
brevis, pilosa; lamina anguste lanceolata, acuta, plana, glabra, 
8 poll, longa, | poll. lata. Panicula e vagina folii supremi 
breviter (c. 1 poll.) exserta, subovata, 7 poll, longa, ad 2 poll, 
lata; rhacbis flexuosa; rami ad nodos fascieulati, flexuose ascen- 
dento-patuli, adnodum infiinum usque ad 3| poll, longi, in parte 
inferiore, interdum usque ad medium, nudi, superne breviter 
ramulosi et densius spieuliferi; spicule sepissime pedicellate, 
pedicelli glabri, iuequales, quam spiculis sepius breviores; 
spiculse bilineales vel paullo lougiores, lanceolate, sparsius pilose. 
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Grluma i. ovata, apice breviter mucronata, marginc ciliata, 
9-nervis, ad 2 ; | lin. ]onga; gl. ii. 7-nervis, primm sabasquilonga 
sed ktior, marginibus subhyalinis involutis, apice mucronata; 
g], iii. hyalina, enervis, late elliptica, snperne rotnndata et cilio~ 
lata, lin. longa, cum palea specie vacua subsequilonga sed 
angustiore; gl. iv. oblonga, byalina, vix 2 lin. longa, apice bifida, 
arista breve imperfecta, ad 2| lin. longa sed smpe vix e spicula 
exserta; palea quani gluma paullo brevior florem g celans; 
antherse rut>ro-brunnese, 1-J lin. longse. 

!Fojimosa : planted by savages in mountains near Bankinsmg, 
tbe grain good to eat (A. Henry , 76 !). Herb. Kew. 

Described from a single specimen which includes the base of 
the stem and the upper portion bearing a single leaf and the 
panicle. The plant is evidently closely allied to S. sibiricm , 
in some respects suggesting a cultivated form of that specios. 
It differs in its more open panicle, the almost complete absence 
of sessile spikelets, the less hairy character of the spikelets, the 
almost complete disappearance of the awn on the fertile glume, 
and the shape of the glume of the empty (or perhaps male) 
floret. 

Spodiopogon sagittifolia, Bendle , n. sp. 

Plcmta perennis; culmus basi innovationibus obsessus, erectus, 
teres, glaberrimus, ad 3|-pedalis altus, basi vix 1 lin. diametro 
excedens, 3-4-nodus. Foliorum vaginas glabrae, ore pilosa?, 
infima excepta interuodius breviores; ligula ad 3 lin. longa, 
scariosa, obtusa, vel apice fimbriata, dorso pilosa; lamina petio- 
lata; petiolus tenuis, in facie superiore complanatus, in foliis 
inferioribus ad 5 poll, longus, in superioribus dominuens, in 
supremis pmne obsoletus, pilosulus vel glabrescens ; lamina 
linearis, superne ad apicem acutum attonuata, basi angustata 
et sagittata, plana, in facie superiore glabra, inferiore piles a 
ad 10 poll, longa et 4£ lin. lata. Panieula ovoidea, ad 4] poll, 
longa, 21 poll, lata, rhacheos nodi pilosuli, rami filiformes 
verticillati (interdum cum paucis interpositis), patuli, li poll, 
longi vel breviores, apice clavati et spiculas binas gcrentes ; 
spiculae 3 lin. longtc, conformes, altera sessilis, altera pedicellata; 
pedicellus filiformis, 2 lin. longus, marginibus purpureo-ciliatus. 
G-lumce i. et ii. sequales, dorso pilose, virides, membranacese, 
prima 10-nervis, anguste ovata, obtusa, 2f lin. longa; secunda 
primse similis sed cum basi latiore, et 8-nervis, apice emarginata, 
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margine ciliolata ; gl. iii. oblonga, apiee biloba, 1-nervis, hyalina, 
margine et in parte superiore dorsali ciliolata, vis 2| lin. longa, 
fiorern $ fovens; palea glum© ©qualis; gl. iv. fertilis, oblonga, 
basi angustata, valde bipartita, vis 2\ lin. longa, segmentis tenui- 
bus, linearibus, aeutis, hyalinis, arista e sinu orta, perfecta, 
10 lin. longa; palea ovata, 2$ lin. longa; anther© ut in flore 
masculo lineares sed paullo longiores (2^ lin.), lodieul© oblique 
cuneat©. 

Yuhhan: Mengtze, grass mountains, 5500 ft. (A. Henry, 
10997!), wood, 4600 ft. (A. Henry , 11256!). Mus. Brit.; 
Herb. Kew. 

A very striking species characterized by the reduction of the 
raceme to one pair of spikelets, and the petiolate sagittate 
leaves. In the reduction of the spikelets it resembles the 
Japanese S. depauperatus , Hack, (in Bull. Herb. Boiss. vii. 
p. 641), while in S. albidus the lamina has a well-marked petiole, 
and shows a tendency to become petiolate in S. cotulifer . 

4. Spodiopogon sibiricus, Trin. Fund . Agrost. p. 192, et in 
Bunge , JEnum. FI. Chin. Bor. p. 73 ; Hack . Mon . An dr op, p. 183, 
et in Bull . Herb. Boiss. vii. (1899) p. 641, et ser. 2, iii. (1903) 
p. 501; Maxim. Brim . FI. Amur. p. 331; Franchet, PI. DaviS. i. 
p. 327, et in Mem. Soc. Sci. Hat. Cherbourg , xxiv. (1884) p. 272 ; 
A. Henry , in Trans. Asiat. Soc. Jap. xxiv. Suppl. (1896) p. 101; 
Bilyer , in Flngl. Bot. Jahrb. xxix. (1900) p. 222; Komarow , in 
Act. Hort . Betrop. xx. (1903) p. 245. 

Andropogon sibiricus, Steud. Syn. Gram. p. 398. 

Chihli : Peking ( Bushell ! Williams <$f Bretschneider , in herb. 
Hance , 11429!), Pohuashan {Bretschneider, in herb. Forbes !), 
mountains west of Peking {Bretschneider !), Jehol {David, 
2056!); Seihgking {Boss, 28!); Shahtukg : Chefoo {Forbes l 
Maingay , 81!); Hupeh {A. Henry , 6717, 6520!); Seehsi: 
Mt. Kiansan, Huscenscien {Hugh !), Kusan, Kisansbien {Hugh !), 
Mt. Thuikiotsuen {Hugh !); Kwahgtung {Ford, 196 !), Taiwan 
{Hevin, in herb. Hance , 20156 !). Mus. Brit.; Herb. Kew. 

Horth Asia, Japan. 


1. Pollinia articulata, Trin. in Mem. Ac. Sci. Petersb. ser. 6, 
iv. (1836) p. 90; Hack. Mon. Androp. p. 153 : Hance, in Journ. 
Bot. xviii. (1880) p. 302 ; Hook. f. FI. Brit . I? id. vii. p. 109. 
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Fokien': Amoy (Ilancc, 1378 in part!); Jvwangtung : 
Whampoa ( Hance , 1378 in part!), Canton ( Sampson , 478 !). 
Mus. Brit.; Herb. Kew. 

India, Malaya, Australia. 

2. Pollinia cantonensis, Rendle , n. sp. 

Culmi sejuncti, foliosi, ad 14 poll, longi, solum exstant, iuter- 
nodiis, ad 7, gracilibus, ad semilineatn latis, levibus, nodis glabris, 
plus minus geniculatis. Foliorum vaginse tenues, glabrce, ore 
sparse pilosube, quam internodia paullo breviores ; ligula 
membranaeea, breviter ciliata, vix linea longa; lamina anguste 
lanceolata, acuta, basi valde attenuata, 2-3 poll, longa, 2£~4 lin. 
lata, leviter pilosa, cum nervo mediano albo-lineato et utrinque 
nervis 3-4 percursa. Injlorescentia vix evoluta, racemi ad 4, 
rhacbeos internodia circa ^ poll, longa; articuli racemoruni baud 
sulcati, quam spicula lanceolata J breviores, in utraque margine 
pilis quam articuli f brevioribus instructi. Spicula sessilis bi¬ 
flora, 2| lin. longa; glurna i. membranaeea, vix acuta, in carinis 
et nervis 2 dorsalibus pilosa, dorso leviter sulcata, 2^- lin. longa; 
gl. ii. primse sequans, mutica ; flos inferior masculus inter 
gl. primam paleamque (1| lin. longam) gl. iii. defieientis 
indusus, antberis tribus lin. longis; gl. iv. \ lin. longa, 
hyalina, oblonga, apice integra, cum arista debili geniculata 2 lin. 
longa, palea ovata vix § lineam excedens, antheree tres, 1 lineam 
paullo excedentes. Spicula pedicellata sessili similis, pedicellus 
quam rbacbis angustior et paullo brevier, similiter pilosus. 

Kwangtuhg : Canton ( Sampson , in herb. Ilancc , 14923 in 
part!). Mus. Brit. 

A distinct species of the sub genus Leptathernm, perhaps 
nearest to JP. vagam , Nees, from which it is distinguished by 
the membranous hairy outermost glume, and imperfectly shortly 
awned fertile glume of the spikelet. 

Described from a few flowering culms mixed with Pollinia 
imberbis from Canton (Sampson, in herb. Ilancc), 

3. Pollinia ciliata, Trin. in Mem. Ac. Sci. Petenb . ser. 6, ii. 
(1832) p. 306; J Hack. Mon. Andvop. p. 176 (subsp. c. Wal- 
lichiana ), et in Bull. Herb. Boiss. vii. (1899) p. 723 ; Hook. f. 
FL Brit. Pnd, vii. p. 116; Flees , in Fov. Act. Fat. Cur. six. 
Suppl. i, (1843) p. 186. 

Pollinia tenuis, Benth. in FI Kortgh p. 421, non Trin, 
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Pollinia Walliehiana, Rees, ex Steud. Syn . Gram. p. 410. 

Formosa: Takow {A. Henry, 1150!); Kwangtung : Whampoa 
{Ranee, 5231 ia part!); Hongkong {Ranee, 5231 in part! 
Wilford, 61!); Ltjchit Archipelago {Wright !). Mus.'Brit.; 
Herb. Kew. 

India, Malaya. 

Var. breviaristata, Bendle, n. var. Spices numerosae densse ; 
rhaeheos internodia utrinque ciiiata, pili ^ internodii longitudine 
haud aequantes. Glumes i. et ii. subobtusa^; gl. iv. parva, 
Integra; arista 3 lin. longa, perfeeta, colnmna ejus subulse 
sequans. 

China: without locality {Midgravel); Hupeh: Ichang {A. 
Henry, 3133!) ; Yunnan : Mengtze, 5000 ft. ( A . Henry, 
11412 !). Mus. Brit.; Herb. Kew. 

4. Pollinia Cumingii, Rees, in Kook. Kew Joarn. ii. (1850) 
p. 98 ; Rack. Mon. Androp. p. 167 (excl. va r.falva) ; Hook. f. 
FI. Brit. Lid* vii. p. 114. 

China : without locality ( Fortune , 4 !) ; Fokien : Amoy 
{Ranee, 1390 !). Mus. Brit.; Herb. Kew. 

North India, Malaya. 

[? Pollinia glabrata, Trin*. fide A. Henry, in Trans. Asictt . 
Soe. Jap. xxiv. Suppl. (1896) p. 108. 

Formosa : Takow {Playfair, fide A. Henry). 

P. glabrata is a plant from the Society Islands; there is no 
Formosan specimen either at the British Museum or Kew.] 

5. Pollinia imberbis, Rees, var. Willdenowiana, Rack. Mon . 
Androp. p. 178 ; Hook.f. M. Brit. Ind. vii. p. 117. 

Pollinia imberbis, Fees, ex &'tend. Syn. Gram. p. 410 ampl., in part; 
Ranee, in Journ. Bat. xvi. (1878) p. 233 ; Komarow, in Act. Sort. 
Petrop. xx. (1903) p. 249. 

Pollinia japonica, Branch, et Savat. Enum. PL Jap. ii. p. 190, 
non Miquel. 

Kwangtijng: Canton {Sampson, in herbo Ranee, 14923 in 
part!). Mus. Brit.; Herb. Kew. 

Japan, North India, Java. 

6. Pollinia monantha, Rees, ecu Steud. Syn. Gram. p. 410; 
Hack . Mon . Androp. p. 174; Hook . f. FI. Brit . Ind. vii. 

p. 116. 
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Yunnan: Mengtze, 4500 ft. (-4. TIenri/ , 9210 !). Herb. Kcw. 
North India, Burrnab. 

The Yunnan specimen shows a remarkable variation as regards 
glume iii. of the spikelet. It may be absent or minute (smaller 
than the fertile gl. iv.) or form an important 3-nerved structure 
reaching 1 line in length with a weak geniculate awn If line long. 

7. Polling nuda, Trim* in Mem . Acad. Sci. Petersb. scr. 6, ii. 
(1832) p. 307 ; HacJc. Mon. An dr op. p. 178, et in Bull. Herb. 
Boiss. vii. (1899) p. 641; Hoolc.f. FI. Brit. Ind. vii. p. 117. 

Pollinia japonica, Miq. in Ann. Mus . Bot. Lngd.-Bat. ii. p. 290, 
Leptatlieruin. japonicum, Franck, et Savat. Bnum. PL Jap. ii, p. 190. 
China : without locality ( Seemann !); Lucnu Aeciiipelago 
(Wright !). Mus. Brit.; Herb, Kew. 

Japan, North India; South Africa. 

8. Pollinia pallens, Hack. Mon. Androp . p. 156; Hoolc.f. FI. 
Brit. Ltd. vii. p. 110. 

Yunnan: near Tapintzc (JDelavay, 1793, in herb. Paris, tide 
Hackel). 

North India. 

I have seen no specimen. 

9. Pollinia phasotlirix, Hack . Mon. Androp. p. 168; Hoolc.f. 
FI. Brit. Ind. vii. p. 112. 

Hupeh : Iehang (A. Henry, 289 !). Herb. lvew. 

South India. 

10. Pollinia quadrinervis, Hack. Mon . Androp. p. 158, et in 
Bull . Herb. Boiss. vii. (1899) pp. 640, 721; Pallbin, in Act. 
Mort. Petrop. xix. (1901) p. 130; Pilger , in Engl. Bot. Jahrb. 
xxix. (1900) p. 222; Hook, f FI. Brit. Ind . vii. p, 110. 

Pollinia villosa, Munro , in Benth. FI. Ilongk. p. 420, non Sprang. 
Pollinia villosa, Munro , var. chef uensis, Franchet , in Mem , Soc. Sei, 
Fat. Cherbourg , xxiv. (1884) p. 271. (Probably belongs here, 1 have 
not seen the plant, and the diagnosis is inadequate.) 

Erianthus tristachyus, Fees, in Hook § Am. Bot. Beechef s Voy. 
p. 241, et in Fov. Act. Nat. Cur. xix. SuppL i. (1843) p, 183. 

Pokiest: Amoy (Hance, 13811); Yunnan: Mengtze, grass 
mountains, 7000 ft. (A. Henry , 10052 !); Kwangtttng : Macao 
( Vachell , 351 !); Hongkong : Mount Yictoria (Lamont !) ; 
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Luchu Archipelago ( Tashiro , fide Hackel). Mus. Brit.; Herb. 
Kew. 

Japan, North India. 

Yar. latifolia, Bendle, n. var. Plant a quam in specie robus- 
tior, cnlmis quadripedalibus, ad 2§ lineas crassis prope basin. 
Folia lineari-lanceolata, rigidula, glabra, subtus pruinosa, in 
culmo 8-10 poll, longa, 6-7 lin. lata. 

Yuhnah : Mengtze, grass mts., 6000 ft. (A. Hemy, 10998!). 
Mus. Brit.; Herb. Kew. 

11. Pollinia speciosa, Hack. Mon. An drop. p. 159; Hook, f. 
FI. Brit. 2nd. vii. p. 118. 

Eriantlms speciosus, Debeaux, FI. Tchefou , p. 166; Franchet, in Mim. 
Soc, Set. Nat. Cherbourg, xxiv. (1884) p. 272. 

Hupeh : Ichang (A. Henry, 2796, 4874!); Kwangtukg : 
Canton (Sampson, 297!). Herb. Kew. 

North India. 

12. Pollinia velutina, Hack. Mon. Androp. p. 169; HooJc.f. 
FI. Brit. 2nd. vii. p. 113. 

Hupeh (A. Henry, 4874!), Ichang (A. Henry , 2796 !). Mus. 
Brit.; Herb. Kew. 

North India. 

1. Pogonatherum saccharoideum, Beauv. Agrost. p. 176, t. xi. 
fig. 7 ; Hook.f. FI. Brit. 2nd. vii. p. 141; Pilger , in Fngl. Bot . 
Jakrb. xxix. (1900) p. 222; Hack. Mon. Androp. p. 193 (var. 
a. genuinum). 

Pogonatherum polystachum, Flown, et Sch. Syst. Veg. ii. p. 497. 
Saccharum paniceum, Lam. Fncycl, Mith . i. p. 595, t. 40. fig. 3. 
Hupeh: Ichang (A. Henry, 1142 !), Patung (A. Henry, 574, 
3487!); Yuotan (A. Henry , 11695!), Mengtze, grass hills, 
5000 feet (A. Henry , 10360!); Kwakgsi: Lungchow, com¬ 
mon on slopes of hills (Morse, 496 !). Mus. Brit. ; Herb. 
Kew. 

India, Malaya. 

Yar. /3. monandrum, Hack. Mon. Androp. p. 193, et in Bull. 
Herb. Boiss. vii. (1899) p. 641. 

Pogonatherum crinitum, Kunth , Enum. i. p. 478; Miq. in Ann. Mus. 
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Hot. Lugd.-Bctt. ii. p. 280; Branch. et Sac at. Fnum. Vi. Jap. ii. p. 380 ; 
Ilook.f, FI. Brit. Ind. vii. p. 143. 

Andropogon crinitus, Thunb. FI. Jap. p. 40, t. 7. 

13 omoplitis crinita, Trin. Fund. Agrost. p. 160. 

Pogonopsis ten era, Fresl, jReliq. llmik. i. p. 333, t. 46. 

Pogonatherum polystachyum, Fees, in Ilook. et Am. Bot. Beechey's 
Toy, p. 238, non Iicem. et Sch. 

Pogonatherum refractum, Fees, in Hook, et Am. 1. e. p. 239, et 
in Fov. Acf. Fat. Cur. xix. Suppl. i. (1843) p, 182; Hook, et Am. i. c. 
p. 273. 

Pogonatherum saeeharoideum, Beano .; Benth. FI. llomjk. p. 421; 
A. Henry, in Trans. Asiat. Soc. Jap. xxiv. Suppl. (1896) p. 108. 

China : without locality {Meyen !) ; Formosa (Oldham , 62L ! 
Campbell ! Flay fair, 250!), Bankinsing (A. Henry, 382!), 
Takow, on rock in streamlet (A. Henry , 762 !); Szechuen 
{Faber, 1180!), Min Biver {Faber, 1155!); Kwanuiwo : 
Canton ( Lamontl ), Macao {Buchanan?) ; Hongkong ( Ranee, 
1033! Wright ! Wilford, 62! Harland?), Aberdeen and Mt. 
Victoria {Lamont !); Luchu Archipelago {Wright ! Beechey !). 
Mus. Brit.; Herb. Kew. 

Japan, India, Malaya. 

I believe that there is only one species of this genus, of which 
F.\nfobarbatum, Griff., distinguished as a second species by 
Hackel, forms part. It is often difficult to say to which of 
HackeFs varieties a given specimen belongs, and both seem to be 
distributed over the whole area of the species. Bentliam (Journ. 
Linn. Soc., Bot. xix. p. 67) says the genus ic is a single tropical 
and subtropical Asiatic species.” 

1 . Apocopis Wightii, Fees, ex St end. Syn. Oram . p. 377; 
HooTc.f. FLBrit. hid . vii. p. 142. 

Apocopis Wightii, subsp. a. genuinus, var. y. Wrightii, Hack. Mon. 
Androp. p. 259. 

Apocopis Wrightii, Mimro , in Froc. Amer. Acad. iv. (18(50) p. 3G3, et 
in Benth. FI. Hongk. p. 421. 

Andropogon eonrtallumensis, Steud. Syn . Gram. p. 377. 

Kwangtung : Whampoa {Ranee, 7432 in part!), Canton 
{Sampson, 296!), Lofausban {Ford, 134 in part!); Hongkong 
{Hance, 7432 in part!), Cumsingmoon {Wright ! Ford, 134 
in part!). Mus. Brit.; Herb. Kew. 

India, Ceylon. 



159. GRAMIN-EiE. 


359 


1. Dimeria falcata, Hade, Mon . An dr op. p. 85. 

Dimeria fuscescens, Mnnro , in Benth. FI. HongJc. p. 419, non Trin . 

Eokieit : Amoy (Hance, 1385 in part !); Kwakgtttng : Canton 
(Sampson , 1051 !); (Hance , 13S5 in part! Lamonil ). 

Mus. Brit.; Herb. Kew. 

Tonkin. 

2. Dimeria sinensis, Bendle , n. sp. 

Herla annua; culmi erecti, filifornies, simplices (vel interdum 
cum ramo racemifero altero e no do secundo orto), 7-nodi, 6-11 
poll. alti. Foliorum vaginas, ut laminae praesertim in marginibus, 
tubereulato-ciliatae, ad nodos barbatas; ligula perbrevis, truncata; 
laminse pianse, lineares, acutse, in parte culmi inferiore ad 1§ poll, 
longse et | lin. latae, superne breviores,, summa rudimentaria. 
j Eaeemm solitarius terminalis, ultra folium ultimum plus minus 
elatus, densus, 1-1| poll, longus, circa 1 lin. latus, rhaebi sub- 
flexuosa, dorsoin parte inferiore sulco tenui percursa, marginibus 
anguste alata et breviter ciiiata; spiculae eonniventes, 1| lin. 
longse; pedicelli brevissimi dorso breviter barbati; callus brevis- 
simus cum pilis ipsi subsequantibus instructus. Gluma i. linearis, 
obtusa, basi subangustata, in margine, sub apice excepta, et carina 
dense pilosa, vix 1| lin. longa; gl. ii. quam prima duplo latior, 
rhomboideo-oblonga, obtusa, basi angustata, margine membrana- 
cea, carina lata, pilosa, 1| lin. longa, £ lin. lata; gl. iii. angusta, 
byalina, enervis, apice obtuso pilosa, margine sparse pilosa, vix 
| lin. longa; gl. iv. oblonga, basi angustata, byalina, uninervis, 
apice obtusa, lin. longa; arista perfecta, lin. longa, colurana 
vix 3 lin. longa. 

KwjjtfGTuaro: Canton (Ranee, 13S5 in part!). Mus. Brit. 

Has tbe habit o£ the Ceylon species Dimeria pusilla , Thwaites, 
but is at once distinguished by its remarkably blunt spikelets. 

1 . Arthraxon breviaristatus, Hade. Mon . Androjp . p. 350; 
RooJc.f\ FI. Brit. Did. vii. p. 144. 

Yunhan : Kimise ( Delamp , 1811 in herb. Paris, fide j Rachel). 

Khasia Hills. 

I have seen no specimen. 

2. Arthraxon ciliaris, Beauv . Agrost. p. Ill, t. xi. fig. 6; 
Hance , in Journ. Linn . Soc., Bot. xid. (1873) p. 134; Franck et. 
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PL David, i. p. 328, et in Mem. Soe. Sci. Nat. Cherbourg , xxiv. 
(1884) p. 272; Franch. et Sami. Enum. PI. Jap. ii, p. 187 ; 
HooJc.f. El. Brit. In d. vii. p. 145. 

Subsp. a. Langsdorfii, var. a. genuinus, Hack. Mon. Androp. 
p. 355, et in Bull. Herb. Boiss. vii. (1899) p. 642, et ser. 2, iii. 
(1903) p. 501; Komarow , in Act. Hort. Petrop. xx. (1903) p. 248. 
Arthraxon japonicus, Miq. in Ann.Mus. Bot. Lugd.-Bat. ii. p. 288. 
Arthraxon Langsdorffianns, llochst . in Flora , xxxix. (185G) p. 188. 
Andropogon lasiocoles, Steud. Syn. Gram. p. 383. 

Andropogon amplexifolius, Trin. in Mem. Acad. Set. Petersb. ser. 6, ii. 
p. 274. 

Deyeuxia japonica, Spreng . Syst. i. p. 254. 

Lasiolytrum liispidum, Steud. in Flora, xxxi. (1846) p. 18. 
Lasiolytrum hirtnm, Steud. Syn. Gram . p. 12. 

Lasiolytrum japonicum, Steud. ex Miq. in Ann. Mus. Bot. Lugd.-Bat. 
ii. p. 288. 

Pleuroplitis Langsdorffii, Trin. Fund. Agrost. p. 175, t. xvi. 
Pleuroplitis Langs dor ffi, varr. japonica, typica, et breviseta, Hegel , in 
Bull. Acad. Sci. Petersb. x. (1866) pp. 373, 374. 

Lucsea Langsdorffiana, Steud. Syn. Gram. p. 413. 

China : East Coast {Home !); Shingking (Boss, 64!), Kai- 
cbow to Kinchow (Boss, 182!); Shangtung : Chefoo (Forbes, 
405 ! Maingay, 65 !) ; Kiangsu : Shanghai (Maingag, 659 ! 
Faber, 304 !); Kiangsi : Kmldang (Shearer !) ; Eokien : Ainoy 
(Hance, 1396 in part!) ; Szeohtjen: Mt. Thaepeisan (Hugh !); 
Yunnan : Mengtze, 4700 feet (A. Henry, 9137 A !); Kwang- 
tung: Whampoa (Hance, 1396 in part!). Mus. Brit.; Herb. 
Kew. 

Japan. 

Subsp. b. submivticus, Hack. Mon. Androp. p. 356. 

Kiangsu : Shanghai (Seemann !); Hupeh: Patung(A Henry, 
4806 !); Luchu Aechipelago (Wright !). Herb. Ko w. 

Horth India. 

A species with numerous varieties which is widely spread 
through the warmer parts of the Old World. 

3. Arthraxon cuspidatus, Hochst. in Flora, xxxix. (1856) 
p. 188 ; var. micans, Hack. Mon . Androp. p. 353; Pilger , in 
Engl . Bot. Jahrb. xxix. (1900) p 222. 

Arthraxon micans, Hochst. 1. c .; Franchet, PI. Damd. ii, p. 147. 
Arthraxon ciliaris, Beauv., group c, Hooh.f. FI. Brit. hid. vii. p. 146. 
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Szechuen : Moupin (David, fide Fran diet), 

India, Mauritius. 

I have seen no specimen. 

4. Arthraxon lanceolatus, Hochst. in Flora, xxxix. (1856)p. 188; 
Hack. Mon. Androp . p. 347 ; Hook.f. FI. Brit. Ind. vii. p. 143. 

Chihli : Mountains west of Peking ( BveUehneider , in herb. 
Fbrbesl ); Kiangsu : Kiangnan (Staunton !); Hupeh (A. Henry, 
2282!); Yunnan: Mengtze, 4700 feet (A. Henry, 9137!). 
Mus. Brit.; Herb. Kew. 

India ; Abyssinia; Nubia. 

5. Arthraxon nodosus, Komar ow, in Act . Hort. Petrop . xviii. 
(1901) p, 448. 

Cobea : Czaschin, BLenge district (Komaroio). 

I have seen no specimen. 

1. Rottboellia compressa, linn. f. Suppl. p. 114; Hack. Mon. 
Androp. p. 286, et in Bull. Herb. Boiss. vii. (1899) p. 723 ; 
Hook . f FI. Brit. Ind . vii. p. 153; Komar ow, in Act . Hort. 
Betrop . xx. (1903) p. 247. 

Hemarthria compressa, A. Br. Prodr. p. 207; 317#. in Ann . ifcfics. 
Bot. Lugd.-Bat. ii. p. 287 ; Franck et Savat. Enum. PL Jap. ii. p. 186; 
Franchet, in Mem. Soc. ScL Hat. Cherbourg , xxiv. (1884) p. 272. 

Yar. genliina, Hack. Mon . Androp. p. 286; A. Henry, in Trans. 
Asiat. Soc. Jap . xxiv. Suppl. (1896) p. 108, sub Hemarthria fasci- 
culata, Kunth. 

Fobmosa : Takow (A. Henry , 1896!), Apes’ Hill ( Playfair, 
123!); Yunnan: Mengtze, 4500 feet (A. Henry , 10169!); 
Kwangtung : Canton (Sampson et Hance , in herb. Hance , 1862 
in part!). Mus. Brit.; Herb. Kew. 

India. 

Yar. fasciculata, J£i?w. Androp . p. 286. 

Hemarthria fasciculata, Kunth, JRev. Gram. i. p. 153; 1*7. 

Hongk. p. 418. 

Hongkong (Hance, 1862 in part!). Mus. Brit, 
Mediterranean region to North India, South Africa, Mada¬ 
gascar, Tropical and Subtropical America. 

Var. japonica, Hack . I, c. p. 288, et in Bull. Herb. Bens. 
sdr. 2, iii. (1903) p. 501. 

Chihli (Staunton !) ; Shingking (Boss, 55!); Shantung ; 
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Chefoo (Faber, 200! Forbes , 800!). Mus. Brit.; Herb. 
Kew. 

Japan. 

Scarcely distinguishable from var. fasciculata. 

2. Rottboellia exaltata, Linn. f. Suppl. p. 114; Nees, in Nov. 
Act. Nat . Our. xix. Suppl. i. (1848) p. 201; Hack. Mon. Androp. 
p. 203 ; HooJc.f. FI. Brit. 2nd. vii. p. 156 ; A. Henry, in Trans. 
Asiat . Soc. Jeep. xxiv. SuppL (1896) p. 108. 

Stegosia coehinchinensis, Lour. FI. Cochinch, p. 51. 

Eokjen : Amoy (Nance, 1395 in part!); Eoemosa: Takow 
(A. Henry, 1127 A !), Apes’ Ilill (A. Henry, 1127! Flay fair, 
194 !); Kwangtttng: Whampoa (Hance, 1395 in part!), Macao 
(Bladh ! Ford , 203 !). Mus. Brit.; Herb. Kew. 

Widely distributed in the tropics. 

3. Rottboellia latifolia, Steud. in Flora, xxxi. (1846) p. 21, et 
Syn. Oram. p. 361; Hack. Mon. Androp. p. 281, et in Bull. 
Herb. Boiss. vii. (1899) p. 641, et ser. 2, iii. (1903) p. 501; 
'Debeausc, FI. Shanghai, p. 71. 

Rottboellia foliata, Steud. Syn. Grain, p. 361. 

' '-Ischsemum latifolium, Miq. in Ann. Mus. Bot. Lvgd.-Bat. ii. p. 291 j 
Franch. et Savat. Enum. FI. Jap. ii. p. 193. 

China : without locality (Fortune, A 29!) ; East Coast (Home !). 
Mus. Brit.; Herb. Kew. 

Japan. 

4. Rottboellia mollicoma, Hance, in Journ . Bot. ix. (1S71) 
p. 134; Hack. Mon. Androp. p. 297. 

Kwangtxjng-: Whampoa (Ilance, 755S!), Lofaushan (Ford, 
130 !). Mus. Brit.; Herb. Kew. 

Tonkin. 

A very distinct species with the habit of B. glandulosa , Trim, 
but at once distinguished by the sessile spikelet at each node, 
the back of which is conspicuously tesselated as in B. nigrescens , 
Thwaites ; it differs from the latter in the perfectly free stalk of 
the rudimentary pedicelled spikelet. 

1. OpMurus monostachyus, J. 8. Fresl, in C. B. Fresl , Bel. 
Hrnnk. i. p. 330; Hack. Mon , Androp. p. 318; Benth. FI. 
Hongk. p. 417. 
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Ophiurus undatus, Nees, in Hook . Kew Jov.ru . ii. (1350) p. 100. 
Eoemosa : Takow (A. Henry , 1201!); Hongkong (Hance, 
1248! Harland !). Mas. Brit.; Herb. Kew. 

Philippine Islands ; Tonkin. * 


1. Manisuris granulans, Linn. f. Nov. Gram . £< 572 . p. 37, 
hgs. 4-7; Hack . Jfora. Anclrop. p- 314; A Henry , Trans. 

Asiat. Soc. Jap . xxiv. Sappl. (1896) p. 108. 

Eoemosa : Apes’ Hill, Takow (A. Henry , 1865!), Tamsui 
(A. Henry, 1478!); Kwangtung: Whampoa ( Hance, 5022! 
PbrJ, 205!); Hainan (A. Henry , 8120!). Mus. Brit. ; Herb. 
Kew. 

Ti*opics of both hemispheres. 


1. Eremochloa leersioides, Hack. Mon. Androp. p. 264 ; 
Hook./. PZ. JSrrt. J«J. vii. p. 140. 

Eremochloa f’aleata, Z. c. p. 263. 

Ischsemum leersioides, Mnnro, za Proc. Amer. Acad. iv. (1864-65) 
p. 363; Benth. FI. Hongk. p. 425 ; Hance, in Journ. Linn. /Sbc., PoZ, xiii. 
(1873) p. 135 ; Filgcr, zVz t7h7ir&. xxix. (1900) p. 222. 

Ischgemimi pectinatum, Nees, in Nov. Act . Nat. Cur . xix. Suppl. i. (1843) 
p. 201 (quoad plantam chineosem). 

Nardus ciliaris, Linn. Bp. FI. p. 53; Osbeck, Besa, p. 220. 
Kwangtung (Tate l Ford , 198!), Sam Cocks Island near 
Macao ( Staunton !), Canton (Sampson, 303 !), Whampoa ( Wright l), 
Pakhoi (Playfair, 147 !); Hongkong (Hance, 1251! Lamont ! 
Forbes, 497! Wilford , 249! Seemann, 223 ! Faurie, 15849 !). 
Mus. Brit.; Herb. Kew. 

Pegu, Tonkin. 

This species is very near Hremochloa seylanica , of which it is 
probably only a less robust variety, with shorter, more falcate 
spikes and narrower, less obtuse leaves. 

2. Eremochloa ophiuroides, Hack. Mon . Androp. p. 261. 
Ischsenmm opkiouroides, Munro, in Proe. Amer. Acad. iv. (1864-65) 

p. 363; Benth. FI. Hongk. p. 425. 

Kiangsu: Kiangnan (Staunton !); Chekiang: Ningpo Mts. 
(Faber, 1532!); Hupeh (A. Henry , 4148!); Kwangtung: 
Whampoa (Wright !), Macao (Tale!), Pakhoi (Playfair, 142 in 
part!); Hongkong (Hance, 1249!). Mus. Brit.; Herb. Kew. 

2 jb 2 
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3. Eremochloa zeylanica, Hack. Mon. Androp ♦ p. 263; Jibe#, /. 
.FZ. FrzY. ih^. vii. p. 140. 

Hupeh ( A . Henry , 3502, 569 !). Mus. Brit.; Herb. Kow. 
Ceylon. 

1. Ischaemum angustifolium, Hack, ex Oliver , mi JEToofo Jco??. 

P7. (1888) t. 1773, et in Mon. Androp. p. 241, m*. Herb. 

Boise* vii;* (1899) p. 723; Hook. f. FI. Brit. Ind. vii. p. 129; 
A. Henry , in Trans. Asiat. Soc. Jap. xxiv. Suppl. (1896) p. 108 ; 
Filger , in Engl. Po#. Jahrb. xxix. (1900) p. 222. 

Pollinia eriopoda, Hance, in Journ. Bot . iv. (1866) p. 173. 

Formosa: Apes’ Hill ( Swinhoe , in herb. Hance, 12585! A . 
Henry , 1056!); Hupeh {A. Henry^ 568!); Yunnan: Mengtzo, 
5000 ft. (-4. Henry , 10390!). Mus. Brit.; Herb. Kew. 

India, North to Central; Philippines. 

2. Ischsemiim antephoroides, Miy. in Ann. Mus. Bot. Lngd- 
Bat. iii. p. 193; Franck. et JSavat. Emm. PI. Jap. ii. p. 193: Hack. 
Mon. Androp. p. 216, et in Bull. Herb. Boiss. vii. (1899) p. 641. 

Ischaemum barbatum, Miy. in Ann. Mus. Bot. LugdHat. ii. p. 291, 
non Betz. 

Shantung: Chefoo ( Carmichael , in herb. Forbes , 1074! Main - 
66!). Mus. Brit.; Herb. Kew. 

Japan. 

3. Iscliaemum aristatum, Linn . Sp. PI. p. 1049; Hook. f. FI. 
Brit. Ind . vii. p. 126. 

Subsp. imberbe, Hack. Mon . Androp. p. 203. 

Formosa : Takow (^4. Henry , 1807, 2046 !); ITinuar: lehang 
(A. Henry , 2299, 4242 !) ; Kwangtuno : Canton {Sampson* 
304 !). Mus. Brit.; Herb. Kew. 

India, Malaya. 

Subsp. barbatum, Hack. 1. c. p. 204; Filger , in Engl. Bot. 
Jahrb. xxix. (1900) p. 222. 

Ischaemum barbatum, Betz. Obs . vi. p. 35 ; Benth. FI. Hong]:, p. 425 ; 
Franchet , $c. Abtf. Cherbourg , xxiv. (1884) p. 273. 

Meoschium lodiculare, A r e<?s, tra J/oo7c. # ./in?. Ao£. JBeechey's Voy. 
p. 246, et in Nov. Act. Nat. Cur . xix. Suppl. i. (1843) p. 195. 

Meoschium Meyenianum, Nees f in Nov. Act l . e. p. 197. 

Chinas without locality {Staunton !); Kwangtuno : Macao 
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(Tate !), Pakhoi (Pietyfair !); Hongkong (Ranee, 1257! Harlandl 
Hind ! Seemami, 282 ! Wilford ! Wright ! Champion, 545 !), Mt. 
Victoria (Lamont !). Mas. Brit.; Herb. Kew. 

India, Malaya. 

4. Ischaemum aureum, Rack . Mon. Androp . p. 224. 

Spodiopogon aureus, Hook. § dm. Bot. Beechey's Voy. p, ^73. 

Lechu Abchipelago ( Beechey , 072 !). Herb. Kew. 

5. Ischaemum ciliare, Betz. 05s. vi. p. 86; Hook.f FL Brit . 
vii. p. 134, et in Trim . jFY. Ceyl. v. p. 216; Fran chef, in 

Mem . Cherbourg , xxiv. (1884) p. 273; Debeaux r, 

P7* Tchefou , p. 163; Hack, in Bull . Herb. Boiss . vii. (1899) 
p. 723. 

Ischaemum ciliare, var. genuinum, -£fac&. .Mb??. Androp. p. 226. 
Spodiopogon obliquivalvis, Abes, tw A T oa. Ac£. 2V T «£. Cwr. xix. Suppl. i, 
(1843) p. 185; Benth. FI. Hough , p. 426, including var. villosus , Benth. 
Spodiopogon villosus, iVees, tn Hook. $ Am. Bot. Beechey's Voy. p. 242, 
China.: without locality (Staunton l Beeves l); Kiangsi 
(Staunton !) ; Pokien : Amoy (Hance, 1257!); Pobmosa : Tamsui 
( Oldham , 623 !); Kwangtung : Whampoa (Bobertson ! Hance , 
1526 in part!), hills near Canton ( Sampson , 371!), Pakhoi 
(Playfair, 155!), Ookaisa, sandy banks near sea (Tat el ]), Cape 
Syngmun (Wright !) ; Hongkong ; Mt. Victoria and Grovt. 
Gardens (Lamont ! Forbes , 496 ! Hance , 1526 in part! Tate !). 
Mus. Brit.; Herb. Kew. 

India, Ceylon, Malaya. 

I cannot arrange the Chinese specimens under the subvarieties 
of the var. genuinum (which corresponds with the species) 
proposed by Hackel. I find villous forms with scrobiculate first 
glumes, &e. 

6. Ischaemum eriostaehyum, Hack . Mon. Androp . p. 218. 
Ischaemum barbatum, Debeam ', FI. Tchefou, p. 163, non Betz,, fide 

Hackel, l. c. 

Shantung : Chefoo (Debeam, Waxcra fide Hackel )* 

Japan. 

I have seen no specimen. 

7. Ischaemum laxum, B. Br. Prodr . p. 205; Hack. Mom. 
Androp . p. 243 ; Hook.f FI. Brit. Ind. vii. p. 136. 
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Yunnan: Mcngtze, 4000 ft. (A. Henry , 9018, 9618 A!). 
Her!). Kew. 

Cape Verde Is., Tropical Africa, Ai'abia, Tropical Asia to 
Australia. 

8. Ischaemum rugosum, Salisb. Ic. Stirp. Bar. i.t. 1; Hade. 
Mon . Androp. p. 206, et in Bull. Mus . Herb. Boiss. vii. (1899) 
p. 723; Hook.f. FI. Brit. Ind . vii. p. 127. 

Ischeemum segetum, Tnn. in Mem. Acad. Sci. Fetersb . s&r. 6, ii. p. 294; 
Hance, in Jonrn . Bot. xvi. (1878) p. 233. 

Meoschium rugosum, Nees, in Nov. Act . Nat. Cur. xix, Suppl . i. (1843) 

p. 200. 

Formosa : Takow {A. Henry , 2001!); Kwangtung: Whampoa 
( Hance , 9665!), by river Liencbau {Nevin, in herb. Hance, 
20150 !), Pakhoi {Flayfair, 153 !). Mus. Brit.; Herb. Kew, 
India, Malaya. 

9. Isclisemum Sieboldi, Miq. in Ann. Mus. Bot , Lugd.-Bat. ii. 
p. 291; Franck, et Savat. JEnum. FI. Japon. ii. p. 193 ; Franchet, 
in Mem . Soc. Sci. Hat. Cherbourg, xxiv. (1884) p. 273; Hade. 
Mpn. Androp. p. 217, et in Bull. Herb. Boiss. vii. (1899) p. 641, 
et se'r. 2, iii. (1903) p. 501; JDebeaucc, FI. Tchefou , p. 163. 

China : East Coast ( Home !); Shantung : Chefoo ( Forbes, 
384!); KiangsU: Shanghai ( Fabre-Tonnerre , in herb. Bailee, 
10156 ! Maingay, 557, 667 !). Mus. Brit.; Herb. Kew. 

Japan. 


1. Heteropogon contortus, Beauv. ex Boom, et Schnlt. St/d, ii. 
p. 836; Nees, in Hoole. Am, in Bot. Beechey's Voy. p. 2-11. 

Andropogon contortus, Linn. Sp. FI. p. 1045; Hack. Mon. Androp. 
p. 585, et in Bull Herb. Boiss . vii. pp. 721, 723; Hook, f, FL Brit. Ind. 
vii. p. 199. 

Heteropogon hirtus, Fees. Syn. ii. p. 533; Benth. FL Hongh. p. 424; 
A. Henry, in Trans. Asiat. Soc. Jap. xxiv. Suppl. (1896) p. 108. 

Eokmosa : Apes’ Hill, Takow (A. Henry \ Flayfair , 289 !); 
Hupeh : Ichang (A. Henry , 442, 4143 I); Kwangtung : Canton 
( Sampson, 302 !); Hongeong {Hance, 555 ! Wright !), Mount 
Yictoria {Lamontl), Aberdeen and Little Hongkong {Wilford, 
258!). Mus. Brit.; Herb. Kew. 

Generally distributed in the warmer parts of the earth. 
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1. Sorghum fulvum, Feauv. Agrost. p. 164. 

Andropogon serratus, Thunb. Ft. Jap. p. 41; Franchet, in Mem. Soc. 
Sci. Nat. Cherbourg, xxiv. (1884) p. 273; Franck, et Savat. Fnum. FI. 
Jap. ii. p. 192. 

Andropogon serratus, var. genuinus, Hack. Mon. Androp . p. 521, et in 
Full, Herb. Boiss. vii. (1899) p, 642, et ser. 2, iii. (1903) p. 501; Hook.f. 
FI. Brit. Ind. vii. p. 185. 

Andropogon tropicus, Spreng. Sijsi. Veg. i. p. 287; Benth. FI. Hongk. 
p. 423; Miq. in Ann. Mus . Bot. Lugd.-Bat. ii. p. 290; Bebeaux, FI. 
Tientsin, p. 74; Franchet, FI. David, i. p. 328; Franck, et Savat. Fnum. 
FI. Jap. ii. p. 192. 

Holcus fulvus, R. Br. Frodr. p. 199. 

Fokien : Amoy (. Hance, 1394 in part!) ; Kiangsu: Chinkiang 
( Carles , 501!); Kiangsi : Kiukiang {Shearer !); Hupeh : Ichang 
(A. Henry , 28, 4234 !) ; Kwangtung: Canton {Hance, 1394 in 
part! Sampson, 476 !). Mus. Brit.; Herb. Kew. 

India, Malaya, Japan, Australia. 

Yar. nitidum, Hack. Mon. Androp . p. 521; Hook.f. FI. Brit. 
Ind. vii. p. 185. 

Andropogon nitidus, Eunth, R6v. Gram. i. p. 166. 

Sorghum nitidum, Fers. Syn. p. 101, 

Formosa: Tamsui {Oldham, 624!), Takow plain {A. Henry, 
1895 !). Mus. Brit.; Herb. Kew. 

India, Malaya. 

2. Sorghum halepense, Fers . Syn. i. p. 101. 

Andropogon halepensis, Brot. FI. Lasit. i. p. 89; Hook. f. FI. Brit. 
Ind. vii. p, 182; Franchet, in Mem. Soc. Sci. Nat. Cherbourg , xxiv. 
(1884) p. 273. 

Andropogon Sorghum, subsp. halepensis, Hack. Mon. Androp . p. 501. 
Kwangtung: Canton, by river Lienchuu {Nevin, in herb. 
Hance , 4879 in part!), banks of North Eiver, Canton {Sampson, 
in herb. Hance , 4879 in part!) ; Hainan : Narfcaisee (herb. 
Ford, 484! A. Henry, 8295!). Mus. Brit.; Herb. Kew. 

Most warm countries. 

3. Sorghum vulgare, Fers. Syn. i. p. 101 ,* A. Henry , in Trans. 
Asiat. Soc. Jap. xxiv. Suppl. (1896) p. 108. 

Andropogon Sorghum, Brot. FI. Lusit. i. p. 88; Komarov?, in Act . 
Hort. Fetrop. xx. (1901) p. 250. 

Andropogon Sorghum, subsp. sativus, var. vulgaris, Hack. Mon , 
Androp. p. 515; Stapf, in Hook.f. FI. Brit . Ind. vii. p. 184. 
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Formosa : Bankinsing, cultivated (A, Ilmry, 807!); South 
Cape ( SeJmiirer, in herb. A. Henry, 257 I). Mas. Brit. ; Herb. 
Kcw. 

Widely cultivated in warm countries. 

Var. bicolor, Hade, l, c, p. 519, 

Chihli : Peking ( 'Bretsdmeider , 799-SOO !), Ilerh. Kew. 

Yar. nervosum, Iladc, l. c. p. 513 ; Stay/, in Hook, f FI, Brit, 
Hid, vii. p. 184. 

Chihli : Peking, cultivated (, Bretschneider , in herb. Hance 9 Vt4& 
in part!) ; Fokien : Amoy, cultivated {Hance, 1349 in parti) ; 
China: East Coast (Home !) ; Hainan (A, Henry, 87571). 
Mus. Brit.; Herb. Kew. 

India. 

Var. obovatum, Hack, l, c, p. 514; Stay/, l c, 

Kiangstt : Shanghai {Faber, 277 in part!); Chekiang : 
Ningpo {Faber, 277 in part!) ; Kwangtung ; waste ground near 
Canton {Hance, 5544 1). Mus. Brit.; Herb. Kew. 

Madeira, Mediterranean Eegion, India, Japan. 

1. Chrysopogon aciculatus, Trin . Fund, Agrost, p. 188; Benth. 
FI, Hongk, p. 424; Hance, in Ann. Sci. Hat, ser. 5, v. (1866) 
p. 253 ; Nees, in Hook, Sf Am, Hot, Beeehey's Voy, p. 238; 
Hook . Sf Am, l, c. p. 273; A. Henry, in Trans . Asiat, 6be. Jay, 
xxiv. Buy pi, (1896) p. 108. 

Andropogon aciculatus, Betz. Obs. v. p. 22; Hack, Mon , Audrey, 
p. 562, et in Bull, Herb, Bom, vii. (1899) pp. 721, 723. 

Centrophorum chmonse, Trin, Fund. Agrost, p. 106, t. 5. 

Bh aphis trivially Lour, FI, Cochinch . p. 553, 

Formosa (Camybelll), Tamsui {Oldham, 622!), Takow (A, 
Henry, 1034!), Apes’ Iliil ( Playfair , 33!); Kwangtung; 
Macao ( Vachell, 49!), Pakhoi {Flay/air, 152!), Lofaushan 
{Fordl); Hongkong* {Hance, 383! Tate l Wrightl), Little 
Hongkong ( Wilford , 326!), Happy Valley and West Point 
{Lamont !); Luchu Archipelago {Lay Sf Collie !). Mus. Brit.; 
Herb. Kew. % 

Mauritius, Tropical Asia, Australia, Polynesia. 

2. Chrysopogon sinensis, Bendle, n, sp. 

Planta perennis; culmi ascendentes, demum erecti, ramosi, 
12-15 poll, alii, vix semilineam crassit. exccdentes^ plurinodi* 
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Foliorwm vaginae glabrse, in parte eulmi inferiore breviores, 
ad 2| poll, long., internodiis ssepe sequantes vel excedentes; 
ligula in seriem ciliorum brevissimorum soluta; laminae saepius 
conduplicatse, lineares, obtusiusculse, ad 2| poll, longae, vix 

1 lin. crassit. superantes, rigidiusculse, basi in margine sparse 
barbatae, eeterum glabrae. Fanicula brevifcer exserta, demum 
subpyramidalis, ad 6 poll, longa; rami insequales, septeni vel 
pauciores, demum patentes, filiformes, sub apiee sersim incras- 
sati, cum ramulo terminale spiculam singulam fertilem gerente, 
oblique articulati, disjuncti cicatricem ovalem ferrugineo-eiliatam 
exbibentes; ramulus 2 lin. longus, ferrugineo-pilosus. Spicula 
sessilis 2\ lin. longa, glabra; gluma i. elliptico-oblonga, binervis, 
apiee breviter bifida et hirsutula; gl. ii. primam subaequans, 
oblonga, compressa, 3-nervis, dorso rofcundata et coriacea, mar- 
ginibus hyalina, cum arista imperfecta dorsali 6 lin. longa; gl. iii. 
anguste linearis hyalina, margine ciliolata, quam prima et secunda 
paullo brevior; gl. fertilis anguste linearis, 3-nervis, hyalina, 

2 lin. longa, arista perfecta 1| poll, longa, columna brunnea semi- 
pollicaris; antherse lineares 1| lin, longae. Spicula pedicellate 

3 lin. longa, pedicellus ferrugineo-pilosus, vix 2 lin. long.; gluma i* 
lanceolata, apiee obsolete aristulata, 6-7-nervis; gl ii. lanoeo- 
lata, acuta, 3-nervis, primam aequans; gl. iii. & iv. byalinae, 
margine eiliatse, gl. iii. vix 3 lin. longa, binervis, gl. iv. anguste 
elliptica, 3-nervis, quam tertia paullo brevior, antherse vix 2 lin. 
longae. 

Kwangtung : Pakhoi {Playfair , 144 !) ; Haihah : roadside 
leading from Hoihau to Kingehau ( Sampson , in herb. Same, 
3453 !). Mus. Brit.; Herb. Hew. 

Near Andropogon Trinii , 8tend., but distinguished by the 
longer partial inflorescence, the much elongated oblique base 
by which the latter is attached to the branch, the longer stalk 
of the partial inflorescence, Ac. 

1. Andropogoa anuulatus, Forsk . FL JZg.-Arah* p. 173; 
Sack, Mon . Androp . p. 570; Sook . f, FL Frit . Ind, yii. 
p. 190. 

Var. genuinus, Sack, l, c. p. 572. 

Hupeh: Ichang (A. Senry , 200, 1090, 3528!); Hokokong 
(Ford, 102!). Mus. Brit.; Herb. Kew. 

Arabia to India, Africa, Australia. 
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Yar. Bladhii, Hade* Mon. Androp. p. 572; Ilook.f FI. Brit. 
Ind. vii. p. 197. 

Andropogon Bladhii, 1letz. Obs. ii. p. 27; Fees, in Hook, Am. 
Bot. Beechers Toy. p. 243. 

Kwangtung : Canton, very abundant (,Sampson, 1037!). 
Herb. Kew. 

India. 

2. Andropogon apricus, Trin. in Mem. Acad. Sci. Betersb. 
ser. 6, iv. (1836) p. 83; var. indicus, Hack. Mon. Androp. 
p. 457. 

Andropogon apricus, Hook.f. FI. Brit. Bid. vii. p. 109. 

Yunnan: Mengtze, barren clay bills, 4600 ft. (A. Henry , 
109951). Herb. Kew. 

Tbe species occurs in India, West Tropical Africa, and Tropical 
America. 

3. Andropogon assimilis, Steud. Syn. Gram. p. 397 ; Hook.f* 
FI Brit. Ind. vii. p. 179. 

Andropogon glaucopsis et A. subrepens, Steud. 1. c. 

Andropogon montanus, Hack . Mon. Androp. p. 490, non lloxb. 
Clirysopogon pictus, Hance, in Ann. Sci. Hat. s6v. 5, v. (1866) p* 252. 
Chihli: Peking ( Williams , in herb. Hance , 10154 in part 1); 
Chekiang: Chungking (Faber l); Eokien (Be Grijs, in herb. 
Hance , 10154 in part !); Hupeh : Ichang (A. Henry , 4220, 
4177 !); Szechuen : Suifu, Yangtzekiang (Faber, 1169 !); 
Yunnan : Mengtze, 4600-4S00 ft. (A. Henry , 9138, 9015, 
90171), Szemao, 5500 it. (A. Henry , 13414 !); Kwangtung : 
Canton (Zamont !), While Cloud Hills (Sampson, 1902 in part!); 
Luchu Aiichipelago ( Wright !). Mus. Brit.; Herb. Kcw. 
India, Java, Timor. 

Scarcely distinct from A. micranthus , Kunth. 

4. Andropogon brevifolius, Swartz, Brodr. Veg. Ind. Occ . 
p, 26; Hack. Mon. Androp. p. 363, et in Bull. Herb. Boiss. vii. 
(1899) p. 642, et ser. 2, iii. (1903) p. 501; Bentk FI. Honglu 
p. 423; Hance, in Journ. Linn. SocBot xiii. (1873) p. 135; 
Branch, et Savat. Fnum . PL Jap. ii. p. 191; Miq. in Ann. Mus . 
Bot Lugd.-Bat. ii. p. 291; Hook. f. FI. Brit. Ind. vii. p. 165; 
Hranchet, in Mem. Soc. Sci. Hat. Cherbourg, xxiv. (1884) p. 273. 

Shantung : Chefoo ( Forbes , 3951), Chefoo Mountains {Faber, 
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288!); Kwangtung: "Whampoa (Hanee, 6401!), Canton (Samp¬ 
son, 1409!). Mus. Brit.; Herb. Hew. 

Japan; tropics of both worlds. 

5. Andropogon carieosus, Linn. Sp. LI. ed. 2, p. 1480; Sack. 
Mon. Androp. p. 567; Hook. f. FI. Brit. Ind . Tii. p. 196. 

Yunnan: near Tapintze ( [Delavcty , fide Hackel). 

India, Timor, Mauritius. 

I have seen no specimen. 

6. Andropogon Delavayi, Hack. Mon. Androp. p. 401. 
Yunnan: Kimise ( Delavay , 1800), meadows at Kipinkay 

near Tali ( Delavay , 2242). 

I have seen no specimen. 

7. Andropogon fastigiatns, Sis. Prodr. Veg . Ind. Occ. p. 26; 
Hack. Mon . Androp . p. 393; Hook . /I J7Z. Jfrfr. Ind. vii. 
p. 167. 

Andropogon apricus, Trin. y var. chinensis, Mon. Androp . 

p. 457. 

Homceatherum chinense, Aees, m Hook. fy 2?o£. Beecheys Yoy . 
p. 239. 

Kwangtung : Macao ( Yachell , fide Nees). 

Widely spread in the tropics o£ both hemispheres. 

I have not seen the specimen. 

8. Andropogon formosanns, Pen die, n. sp. 

Herba late ramosa; rami multinodi repentes ad nodos genicu- 
latos radicantes, demum adscendentes et floriferi, radicibns 
valde elongatis, internodiis teretibus, ad § lin. crass., glabris. 
Foliorum vaginae cylindriese ad internodia breviora arete 
applicitse, glabrae (sub ore quidem sparsius pilosulse); ligula 
membranaeea, ovata, obtusa, brunneo-tincta, pilosula, vix 1 lin. 
longa; lamina linearis, apice aeuminato-setacea, basi valde 
angustata, plana, glabra, costa media pneeipue in facie inferiore 
albida et conspicua, 2|-4 poll, longa, 2J-3 lin. lata. Fanicula 
terminalis, ramis 3-6, fastigiatis, saepe subdigitatis, tenuibus, 
l-l^ poll, longis, axem communem duplo vel pluries exce- 
dentibus ; raeemi fragiles, articuli pedicellique tenues, anguste 
clavati, haud sulcati, articuli circa 1§ lin. longi, glabri, vel 
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roargine exteriore, in parto racemi superior©, piloso, pcdicelli 
i ad | articulorum longitudini fequantes, utroquo margiue cum 
pilis patentibus instruct!. Sjpicula sessilis lineari-laneeolata 
acuta, 2-2;} lin. longa; gluma i. dorso subtiliter tuberculata, et 
sulcata, apice breviter acuminata et biaristulata, marginibus 
implicate superne eiliolatis, callo brevissimo (vix } lin. longo) 
barbato; gl. ii, cymbiforais, primam subsequans, apice leviter 
aristata, arista vix 2 lin. longa; gl. iii. minuta ($ lin. longa), 
byalina, late elliptica, obtusa ; gl. iv. minuta (vix | lin. longa), 
liyalina, breviter oblonga, apice in aristam debilem, imperfectam, 
purpureo-tinctam, 6-7 lin. longam, producta; palea absens; 
caryopsis anguste oyalis, pallide brunnea, glabra, 1 lin. longa. 
Spicula pedicellate, quam sessilis paullo minor, ceternm similis, 
mox tabescens. 

Formosa: on cliff, Takow (A, Henry , 1167!). Herb. Kew. 

Near A, pagans , Eendle, resembling in habit the more delicate 
form of that species. It is distinguished by the narrower 
racemes and spikelets, the awned second glume, and the larger 
but weak and imperfect awn of the fertile glume. 

Yar. minor, JRendle , n. var. Khacheos articuli pcdicelli et 
spiculss quam in specie breviores; spicula sessilis cum ealio 
brevissimo vix 1} lin. longa; gluma i, obtusa. 

Hqkgeohg : Climbing in hedges near Aberdeen (Ranee, 
10746 in part!), Mus. Brit .; Herb. Hew, 

0. Andropogon fragilis, II. JBr. Prodr. p. 202. 

Var, sinensis, Bendle , n. var. Planta annua quam typus 
minus robusta, man spathis florentibus panllo angustioribus. 
Bpicula sessilis gluma i. clorso ad medium pilossa, non velut in 
specie glabra, 

Kwangtung: French Island, Whampoa ( Ranee , 1388 (?)!). 
Herb. Kew. 

The type occurs in Queensland and North Australia, 

The species is included by Hackel as a variety (2) of Andro - 
pogon Irevifolius, from which, however, it is, I think, quite 
distinct. Brown founded his species on plants collected during 
Captain Cook’s first voyage by Banks and Solander at Endeavour 
Biver. Professor Hackel lias probably not seen the original 
specimens at the British Museum; they differ from A. brevi - 
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folius in tbeir more robust habit, subacute foliage-leaves, the 
broad spathe-like sheath enveloping the inflorescence (which 
suggested to the discoverers a more appropriate species-name 
than that adopted by Brown), and the stouter hairy racemes* 
Hackel describes the rhachis-joints as glabrous, whereas they 
bear a row of white hairs on the outer edge, the hairs being 
almost as long as the joint. 

10. Andropogon hirtiflorus, Kuntli , Rev . Gram . ii. p. 569, 
t. 198; Hack . Mon. Androp. p. 371; Rook . f. FI. Brit. Lid. 
vii. p. 167. 

Andropogon Pseudograya, Steud. Syn. Gram . p. 365; Rack. Mon. 
Androp . p. 370. 

Andropogon zeylanicus, Am. ex Benth. FI. Rough . p. 423. 

Fokien : Amoy (. Hance , 1388 in part!); Kwangtung : Wham¬ 
poa ( ffance, 1388 in part!), Cape Syngmun(TFW^Aif!); Hong¬ 
kong (Lament !). Mus. Brit.; Herb. Kew. 

India, Ceylon, Tonkin; Madagascar, Tropical and South 
Africa; America. 

11. Andropogon intermedins, B. Br. Prodr. p. 202; Rack . 

Mon . Androp . p. 4S5 ; Rook . /. J7. vii. p. 175; 

Filger, JEngl. Jahrb. xxix. (1900) p. 222. 

Andropogon pnnetatus, FI. Ind . i. p. 264 ; Trin. Sp. Gram . Ic. 
t. 328; Ranee, in Journ. Linn. Soc., Bot. xiii. (1873) p. 135 ; Fees, in 
Hook . <$* Am. Bot, Beeclmfs Voy. p. 242. 

Andropogon Vachellii, Fees, l, c. p. 243; Benih. FL Rough, p. 423; 
A. Henry, in Trans . Asiai. Soc . Jap. xxiv. Suppl. (1896) p. 108. 

Shantung ( Maingay, 76!); Fokien: Amoy ( Seemann , 547! 
Ranee , 1078!); Foemqsa : Takow ( A . Henry , 1039, 1094, 
1152!), Apes’ Hill ( Playfair, 102 !); Hupeh (A. Henry, 2373!), 
Ichang (-4. Henry, 4096, 2766, 2374!); Yunnan; Mengtze, 
4800 ft. (A. Henry , 9614!); Kwangtung (Staunton ! Samp~ 
son, 2991), Macao ( Rance > 1407 in part! Vachell !); Hongkong 
(. Ranee , 1407 in part! 10229! Rarland , 801 in herb. Ranee , 
1078!), roadsides at Aberdeen ( Wilford , 248!), ravine, Mt. Vic¬ 
toria ( Lament !). Mus. Brit.; Herb. Kew. 

Caucasus, Tropical Asia to Australia, Pacific Islands, Tropical 
and South Africa. 

The specimens vary considerably in size of panicle, length 
of panicle-branches, amount of secondary branching, size of 
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spikelets, and presence or absence of a pit on the outer glume of 
the sessile spikelet: also in tbe presence or absence of hairs at 
the mouth of the sheath. I prefer to consider them all under 
the species rather than to attempt to assign them to the varieties 
proposed by Hackel; in such case it would be necessary to make 
other varieties. 

12. Andropogon Ischaemum, Linn. Sp. PI . p. 1047; Hade. 
Mon. An dr op. p. 474, et in Ball. Herb . Boiss , ser. 2, iii. (1903) 
p. 501; Trin. in Bunge, Fnum. PI. p. 73; Franchet , in Mem. 
Soc. Sci. Bat. Cherbourg, xxiv. (1884) p. 273; Hook. f. FI. 
Brit. Ind . vii. p. 171. 

Chihli : Peking ( Bushell ! Bretschneider, 822 !) ; Shingkjng : 
Bay of Talienwan ( Swinhoe , in herb. Hance, 3452 !); Shantung : 
Chefoo {Forbes, 404!); Kiangsi : Kiukiang {Reid, 9!) ; Fukien : 
Amoy {Hance, 1389, 3452 in part!); Fobmosa : Apes’ Hill 
{Playfair, 272!), Takow {A. Henry, 761!); Shensi: Kusan 
{Hugh !); Kwangtung: Whampoa {Hance, 3452 in part!). 
Mus. Brit.; Herb. Kew. 

South and Central Europe, Central to North Asia, North¬ 
west India, and in many parts of the tropics and subtropics of 
both hemispheres. 

13. Andropogon micranthus, Kunth, Rev. Gram. i. p. 165, 
et Fnum. i. p. 504; Hack . Mon. Androp . p. 488, et in Bull . 
Herb. Boiss . vii. (1899) p. 642, et ser. 2, iii. (1903) p. 501; 
Hook.f FI. Brit. Ind . vii. p. ITS. 

Andropogon capilliflorus, St end. Syn. Gram. p. 397 (fide Haekel); 
French, et Savat . JEnum. PL Jap . ii. p. 192; Hack, in JEngl. Rot Jalirb. 
vi. (1884) p. 50. 

Andropogon montanns, Benth. FI. Hough, p. 423, non Roxb. 

China: without locality {Fortune, 13 !); Shingking : Kaicbow 
to Kiuchau {Ross, 278!); Shantung : Chefoo {Forbes ! Main- 
gay, S3 !) ; Chekiang {Staunton !), Ningpo {Faber, 283 !); 
Hupeh : Iehang {A. Henry, 26,2373,4285!), Changlo {A. Henry, 
7815!); Szechuen: Omei, 3000 ft. {Faber, 1177!); Yunnan: 
Mengtze, grass mountains, 5500 ft. (A. Henry, 9615 A!); 
Kwangtung: Canton {Lamont), Whampoa {Hance, 1078 in 
part! Sampson , 289!); Hongkong {Ranee, 1078 in part!). 
Mus. Brit.; Herb. Kew. 

Japan ; Old World tropics. 
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Var. villosulus, Rack. Mon. Androp. p. 490; Rook . f. FL 
Brit . Ind. vii. p. 179. 

Andropogon villosulus, Stead. St/n . Gram. p. 397. 

Yuotais- (J. Renry, 112561); Hosgkokg (Sampson, 1902 in 
part!). Herb. Kew. 

North India. 

14. Andropogon vagans, Bendle , n. sp. 

Blanta divarieata, culmi demnm erecti, teretes, in speciminibus 
ineompleti, ad 20 poll, longi et 1 lin. crassi, internodia superiora 
vaginas superantia, striata, et plus minus pilosula. Foliorum 
vaginae ad internodia arete applicitae, glabrae, superne autem 
pilosulse, nodis puberulis ; ligula truneata ad f lin. longa ; 
laminse anguste lineari-lanceolatse, basi valde angustatse, superne 
acuminatse paene ad aristulam attenuate, 3-6 poll, longce, 
3-8 lin. latse, planse, berbacese, dorso puberal®, et nervo 
mediano albo-lineatae. Bacemi 4-10, dense fastigiati, 2-4f poll, 
longi, axem communem rarius i poll, excedens; spieul® dens®, 
rbacbeos artieuli et pedicelli in marginibus pilosi, baud cani- 
eulati, bi paullo breviores, 1 lin. longi. Spicula sessilis cum 
callo brevissimo barbato 1§ lin. longa, calli pili baud medium 
glum® attingentes; gluma i. ovali-oblonga, obtusa, marginibus 
implicatis, carinulis superne ciliatis, dorso binervis, glabra et per 
longitudinem sulcata; gl. ii. cymbiforxnis, primam sub®quans, 
mutica, carina in parte superiore scabridula; gl. iii. ovata, 
hyalina, enervis, longitudine vix plus quam | lin.; gl. iv. 
brevissima, byalina, breviter bilobulata, arista e sinu perfecta, 
3 lin. longa. Spicula pedicillata g sessili sitnilis, sed minor 
(1| lin. longa) lanceolata et cum arista breviore (vix 2 liueas 
long, excedens). 

A distinct species in tbe alliance of A. Ischcemum , but distin¬ 
guished by its habit, puberulous internodes, denser less hairy 
inflorescence, bisexual stalked flower, absence of a channel on 
the pedicel, <fcc. 

Kwaitgttog : Canton, ravine of tbe White Cloud Hill 
(j Sampson , 300 !), Whampoa (Ranee, 10746 in part!). Mus. 
Brit.; Herb. Kew. 

Both tbe plants cited were distributed as Andropogon Bladhii , 
Betz., of which I have not seen tbe type. It is, however, 
described as having tmawned and neuter stalked spikelets and 
long-awned sessile spikelets, and is generally regarded as a 
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variety of A. annulaius and as occurring also in India. The 
'Whampoa specimen is a more delicate plant, with slenderer stem 
and smaller narrower leaves than the one from Canton. 

15. Andropogon yunnanensis, Hade. Mon . Androp. p. 440. 

Yttnnan: Mosoyn (JDelavay, 1782, fide HacJcel ). 

I have seen no specimen. 

1. Cymbopogon Nardns, Rendle, in Oat Afr. Ft Welw. ii. p. 155. 

Andropogon Nardus, Linn. 8p. PL p. 1046; Hack. Mon. Androp. 
p, 601; Hook. f. FI. Brit. Ind. vii. p. 205; A. Henry, in Trans. Asiat. 
Soc. Jap. xxiv. Suppl. (1896) p. 108. 

Forma culta, Hook. f. Ft Brit. hid. vii. p. 20G; subsp. a. genuinus, 
Hack. 1. c. p. 602. 

Hongkong : cultivated ( Hance , 255!). Mus. Brit. 

Cultivated in Tropical Asia. 

Subsp. hamatulus, Hack. Mon . Androp. p. 606. 

Andropogon hamatulus, Fees, in Hook, Am. Bot . Beechey's Voy. 

p. 244. 

Formosa : Takow (A. Henry, 1009, 1921!), Apes’ Hill, 
Takow (A. Henry 1 1021!); Kwangttog: Danes Island, below 
Canton ( Yachell, 416! Herb. Cantab.)-, Hongkong ( [Champion , 
541!); Ceuta : without locality {Millett !). Herb. Kew. 

Philippines. 

Subsp. marginatns, var. Goeringii, Hack. Mon. Androp. p. 607, 
et in Bull . Herb. Boiss. vii. p. 642, et ser. 2, iii. (1903J p. 501; 
Palibin , in Act Hort Petr op. six. (1901) p. 30. 

Andropogon Goeringii, Steud. in Flora, xxxi. (1846) p. 22. 

Andropogon Schcenanthus, Miq. in Ann. Mus. Bot. Lugd.-Bat. ii. 
p. 290; Franck, et Savat Enum. PL Jap. ii, p. 191, 

China : without locality (. Fortune , 99 !) ; Shangttjng ( Main - 
gay, 79!), Chefoo (Forbes l); Kiangse : Shanghai (Faber, 2961), 
Fengwangshan ( Forbes , 494!) ; Chekiang : Chusan and Hingpo 
(Home !), Ningpo Mts. (Faber, 291!); Formosa (8winhoe\), 
South Cape (A. Henry, 1309!), Apes’ Hill, Takow (Playfair, 
35, 193, 237 !); Kwangttjng (Ford, 204!), Lienchau, Canton 
(Zamoni !) ; Hongkong : Mount Victoria (Lamont ! Forbes , 
493 ! Beemann, 754!); Buchu Archipelago (Wright !). Mus. 
Brit.; Herb. Kew. 

Japan. 
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2* Cymbopogon Schcenantlms, Sprang. PL 31 in. Cor/n. Pug. 
ii. p. 14. 

Andropogon Schcenantlms, Linn. Sp . PL p. 1040; Lour. FI. Cochimh. 
p. 703; Be beaux, FI. Tchef, p. 102; Francket f in Mem. Soc. ScL Fat. 
Cherbourg, xxiv. (1884) p. 273. 

Yar. caesins, Hack. 3Ion. Androp. p. 610; Hook.f. FL Brit. 
Ind. yii. p. 205. 

Andropogon caesins, Fees, in Booh. $ Am. Bot. Beechey's Toy. p. 241. 
Andropogon Martini, JBenth. FI. Hough, p. 424, non Roxb'. 
Kwangtung: Macao (Abel, Vachell !), Whampoa (Robertson, 
Wright l Mil left 1), Lofaushan (Ford, J 27 1); Hongkong : viild 
(llance, 254!), Cumsingmoon (Wright l) ; Hainan (A. Henry , 
8287 !). Mus. Brit.; Herb. Kew. 

Arabia, Afghanistan, India. 

1. Tliemeda gigantea, Hack. Mon. An drop. p. 670. 

Anthistiria gigantea, Car. Icon. v. p. 35; Hook. f. FL Brit. Ind. vii. 

p. 216. 

Subsp. caudata, Hack. Mon. Androp. p. 676; Hook, f FI. 
Brit. hid. yii. p. 217. 

Androscepia gigantea, Yar. armata, Anderss. in Few. Act. Soc. Set. 
Upsal. ser. 3, ii. (1856) p. 248. 

Anthistiria caudata, Fees , in Hook. $ Am. Bot. Beech eg 1 s Voy. p. 245. 
Anthistiria ciliata, A. Henry, in Trans. Asiat, Soc. Jap . xxiv. SuppL 

(1806) p. 108. 

Chtna: without locality (Staunton !); Formosa: Bankinsing 
Mountains (A. Henry, 1518!); Yunnan: Mengtze Mountains, 
5500 ft (A. Henry , 9459 !); Kwangtung : near Canton ( Ilance , 
6189!), Canton, common on the hills, sometimes 8 ft. high 
(Sampson , 276 !). Mus. Brit. ; Herb. Kew. 

Mountains of North India. 

Subsp. villosa, Hack. Mon. Androp. p. 075 ; Hook. f. FL Brit. 
Ind. vii. p. 217. 

Anthistiria villosa, Lam '. Hlu$tr . t. 841. fig. 3; Pair. FncycL SuppL i. 
p. 396, 

Hupeh : So Tunghu (A. Henry , 7696!), Ieltang (A. Henry, 
9801); Hainan: Nartaisee (herb. Ford, 483!). Herb, Kew. 
India, Malaya. 

2. Themeda triandra, Forsk. FL JEg.-Aral. p. 178. 

Themeda Forskalii, Hack . Mon. Androp. p. 659. 

Anthistiria ciliata, Betz. Ohs. iii. p. 11 (non Linn.fi), Baker £ Moore, 
UNN. JO URN *—BOTANY, YOU. XXXYI. 2 C 
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in Joitrn. Linn. /Soc., Pcrf. xrii. (1879) p. 388; Franchet, Tl. David i, 
p. 328. 

Antliistiria Forskalii, Kuntk, Dev. Gram . p. 162. 

Antliistiria imberbis, ifafo. O&s. iii. p. 11; Hook. f. FL Brit. Inch iii. 

p. 211. 

Yap. major, subvar. japonica, Hack. Mon . An chop. p. 662, 
Herb. JBoiss. vii. (1899) p. 642, et &er. 2, iii. (1903) 
p. 501; Pali bin, in Act . Hort. Petrop. six. (1901) p. 131; 
Komarow , ?*&?>/. xx. (1901) p. 251. 

Andropogon ciliatum, Thnnb. FI. Jap. p. 40. 

Antliistiria arguens, Franchet , P/. David, i. p. 328 (non Willd.), et in 
Mem. Soc . $«. Ahf. Cherbourg, xxiv. (1884) p. 272. 

Antliistiria arguens, Willd., var. japonica, Anderss . m Abr. AcA iSbc. 
jSSm. Upsal. ser. 3, ii. (1856) p. 236; j Franck, et Savat. Hnum. PI. Jap . ii. 
p. 191. 

Antliistiria japonica, 7H7/<7. ;$)?. 17. ir, p. 901; Tnw. Bunge, 
Bmnn. Plant. Chin . jBor. p. 73. 

China : without locality (Seemann ! Bradley !) ; Chihli : 
mountains west of Peking (Brets chn eider, 83S !), Peking 
(Williams, in herb. Hance, 12758! David, 593! Bushelll ); 
Shingking: Chienshan (i?oss, 470!), Kaiehow to Kmchovv 
(Abss, 277!); Shantung : Chefoo (Forbes ! Hance, in herb. 
Forbes, 1444 in part! Main gay, 71!); Chekiang: Chnsan and 
Kingpo (Homel); Kiangsi: Kiukiang (Reid, 7!); Ktangsu : 
Chinkiang ( Carles, 502, 503!), Shanghai (Seemann l); Hupeh: 
Ichang (A. Henry, 959, 4091!); Shensi : Leuntcon, Feng- 
hosan (Hugh !), Kusan, Kisanshien (Hugh !), Mt. Laoysan 
(Hugh !); Yunnan: Mengtze, grass mountains, 5500 ft. (A* 
Henry, 10996!); Corea: Soul (Sontag !). Mils. Brit.; Herb. 
Ivew. 

r i he species is widely distributed in the warmer parts of the 
Old World. 

1. Pseudanthistiria lieteroclita, Book. f. FI. Brit. Inch vii. 
p. 219. 

Andropogon heteroclitus, Fees, FI. Afr. An dr. p. llo; Hack. Mon. 
Androp. p, 400. 

Antliistiria heteroclita, Roxb. FI. Inch i. p. 249; II mice, in Journ. 
Linn. Soc., Bof. xiii. (1873) p. 135. 

Hovgkgng (Hance, 9667!). Mus. Brit.; Herb. Kew. 

India. 
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1. Germainia capitata, Bed. 4' Poitr. in Bull. Soc. Hist. Hat. 
Toulouse , vii. (1873) p. 344; Hack . Mon. Androp. p. 686- 
Anthistiria caudata, Hance, in Journ. Bot. xvi. (1878) p. 234, non 
Xees. 

Kwangtung : Pabwan Mountains above Canton {Hance, 
14302!), White Cloud Hills, Canton ( Sa?npson, 1162 !). Mus. 
Brit.; Herb. Kevv. 

Cochin-China. 

1. Apluda nmtica, Linn. Sp. PL p. 82 ; Benth. FI. Hongk. 
p. 422 ; A. Henry, in Trans. Asiat. Soc. Jap . xxiv. Suppl. (1896) 
p. 10S ; Hack, in Bull. Herb. Boiss. vii. (1899) pp. 721, 723. 

Apluda varia, subsp. mutica, Hack. Mon. Androp. p. 198; Ilook. f. FI. 
Brit. Lid. vii. p. 150. 

Chin\: without locality {Bradley ! Macartney \ Willett !) I 
Fokien : Amoy ( Hance , 1003!); Formosa: Tamsui ( Oldham, 
625!), Takow (A. Henry , 743, 1114!); Kwangtung : Lienchau, 
Canton {LamontX), Whampoa {Wright l), Canton ( Sampson, 
292!), Macao and adjacent islands ( Vachell, 42 !), hills, Pybus 
Island {Wright !) ; Hongkong {Hance, ex herb. Harland , 588, 
1003! Ford, 597!), Causeway Bay {Ford, 600!); Hainan*(A. 
Henry , 52!); Luchu Archipelago: Okinawa {Tashiro, fide 
Hack, in Bull. Herb. Boiss. vii. p. 721). Mus. Brit.; Herb. 
Kew. 

India, Malaya, Australia, Pacific Islands. 

Var. aristata, Hack. Mon. Androp. p. 19D ; Hook.f. FI. Brit. 
Ind. vii. p. 151. 

Apluda aristata, Linn. Amam. Acad. iv. p. 303. 

Yunnan: Mengtze Ravine, 4700 ft. (A. Henry , 9616!). 
Herb. Kew. 

Socotra, India, Malaya. 

Tribe Phal abide as. 

1. Phalaris arundinacea, Linn. Sp. PI. p.55 ; Trin. hi Bunge, 
Fnum. PL Chin. Bor. p. 69; Frcmch. PL David, i. p.328; 
Franck, et Savat. Fnum. PL Jap. ii. p. 157; Hack, in Bull. 
Herb. Boiss. vii. (1899) p. 646, et ser. 2, iii. (1903) p. 502; 
Hook. f. FI. Brit. Ind. vii. p. 221; Komarow , in Act , Hort. 
Petrop. xx. (1901) p. 263. 

Chihli: Jehol {David, in herb. Ilance , 3574!); Chekiang : 

2 c 2 
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Ningpo, Shanghai ( Faber !); Shingking : between Tungcheshien 
and Maoershan, Taloo Bi\er (James !). Mus. Brit.; Herb. Kew. 
Japan; North temperate regions. 

1. Anthoxanthum Hookeri, Bendle. 

Ataxia Hookeri, Griseb. in Goett. Nachr. 1868, p. 77. 

Hierochloe Hookeri, Maxim, in Bull. Acad. Petersb. xii. (1888) p. 980; 
Book. f. FI. grit. Ind. vii. p. 223. 

Szeohuen : West Szecliuen and Tibetan frontier {Pratt, 889!); 
Yunnan : Meugtze, grass mountains, at 5000 feet ( A. Henri/, 
10517 1). Mus. Brit. 

North India (Himalayas). 

I agree with JDr. Stapf in regarding Bobert Brown’s genus 
Ataxia as more closely allied to Anthoxanthum than to 
Hierochloe. 

1. Hierochloe borealis, Poem, et Sclnilt. Syst . ii. p. 513; Trin. 
in Bunge, Fnum. PL Chin. Bor. p. 70; Palibin, in Act. Hort. 
Petrop. xix. (1901) p. 131 ; Branch . et Savat. Fnum . PI. Jap. ii. 
p. 157; Hack, in Bull. Herb . Boiss. vii. (1899) p. 646, et ser. 2, 
iii. /1903) p. 502 ; Eegel, Tent. FI. Ussur. p. 169 ; Maxim. Prim. 
FL Amur. p. 322. 

Hierochloe Bungeana, Trin. in Mem. Acad. Petersb. ser. 5, vi. II. (1839) 
p. 82. 

Chekiang- : Tientai Mountains {Faber, 73 !). Herb. Kew. 
Japan, North Asia, and North temperate regions. 

2. Hierochloe glabra, Trin . in Spreng. Neue Fntdeck. PJIanz. 
ii. (1821) p. 66. 

Hierochloe dahurica, Trin. in Mem. Acad. Petersb. s6r. 5, v. it. 
(1889) p. 80; liance, in Journ . Linn. Sac., Bot. xiii. (1873) p. 91; 
Maxim. Prim. FL Amur. p. 322; Turcz, FL Baic.-Dahur. ii. p. 296; 
Franchet , PL David, i. p. 329, et in Mem. 8oc. Sci. Fat. Cherbourg, xxiv, 
(1884) p. 267. 

Hierochloe borealis, Baker £ Moore , in Journ. Linn. Soc., Bot. xvii. 
(1879) p, 388, non Poem, et Schult. 

Chihli : Mt. Pohuashan, west of Peking ( Bretschneider, in 
herb. Forbes, 484! and in herb. Hance\), Jehol {David, in herb. 
Hance !); Shingking: hills near Takushau {Boss, 56!), Ccrean 
Gate (Boss, 422 !), Peiling (Webster, 190 !). Mus. Brit.; Herb. 
Kew, 

North Asia. 
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Tribe Agrosttbeje. 

1. Aristida Adscenscionis, Linn. Sp. PI. p. S2; Steud. Sgn. 
Gram. p. 139; Dook.f. FI. Brit. Ind. vii. p. 224. 

Aristida coeruleseeiis, Desf. FI. Atlant. i. p. 109, t. 21. fig. 2 ; Franohet , 
PI. David, i. p. 829. 

Aristida vulpioides, Dance, in Ann. Sci. Fat. s6r. 5, v. (1866) p. 251. 
Chihli : Peking ( Williams , in herb. Dance , 11465 !), between 
Pekin and Jehol (Staunton !) ; North Chika (Archerl). Mus. 
Brit.; Herb. Kew. 

India, and widely distributed in the warmer parts of the earth. 

2. Aristida chinensis, Munro , in Proc. Amer. Acad. iv, (1860) 
p. 363; Bentln FI. Dongle, p. 427. 

Kwakgtukg: Lienchau, Canton {Lament !), Whampoa 
(Wright \ Dance , 1241 in part!); Hokgkokg (Hance, 1241 in 
part! Darlandl), Cumsingmoon (Wright !). Mns. Brit.; Herb* 
Kew. 

3. Aristida Cuuungiana, Trin. et llupr. in Mem. Acad. Pefersh. 

ser. 6, vii. (1843) p. 141; Steud. Sgn. Gram. p. 140; Dance, in 
Journ , Linn. Soc., Dot. xiii. (1873) p. 135 ; Hoolc . f. FL Brit. 
Ind . vii. p. 224. * 

Aristida capillacea, Cav. Icon, v. p. 43, t. 468. fig. 1, non Lam. 
Chsetaria trichodes, Fees, in Hook. Few Journ. ii. (1850) p. 101. 
Kwangtitkg: dry grassy slopes near Canton (Sampson, 
11941); Hokgkokg; steep rocks near sea between Aberdeen 
and Hongkong ( Sampson, in herb. Dance, 15057 ! Lamont\). 
Mus* Brit.; Herb. Kew. 

North India, Philippines. 

1. Stipa Bunge ana, Trin . in Bunge, Fnum. PI. Chin . Bor. 
p. 70, et in Mem . Acad. Peiersh. ser. 6, vii. (1843) p. 61; Steud. 
Sgn. Gram. p. 129; Franchei , PL David, i. p. 330. 

Chihli: Kalgan, by the Great Wall ( Williams, in herb. 
Dance, 13831 in part!), Peking (Bretschneider, 832 !). Herb. 
Kew. 

2. Stipa capillata, Linn. Sp. PL ed. 2, p. 116; Steud. Sgn. 
Gram. p. 130; Franchet , PL David, i. p. 330; Turcz. FI. Buie 
Dahur. ii. p. 303 ; Doolc. f FL Brit. Lid. vii. p. 230. 

Chihli : near Peking (David, 501!). Herb. Kew. 

Himalaya and temperate Asia ; Europe. 
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3. Stipa consanguinea, Trin. et Rup>r. e descript . in Menu 
Acad . Petersb . ser. 6, vii. (1S13) p. 78; Steud. Syn. Gram . 
p, 130. 

Szeciiuex : Tongolo ( Soulie , 841!). Herb. Kew. 

Central Asia. 

4. Stipa (§ Lasiagrostis) Henryi, Bendle , n. sp. 

Herba perenuis, rhizomute valido 4 lin. crasso, glabra; culmi 
et axes folibsi conferti numerosi, iili ad 2 ped. alti, basi vaginis 
scarioso-membranaceis scope tribus circumdati ; internodia elon- 
gata graeilia tria, basi i ad £ lin. crass. Foliorum vaginae inter¬ 
nodia ssepe vis cequautes, striatae, saepe purpureo-tinetce; ligula 
obsoleta; lamina linearis, basi angustata et apice longe attenu- 
ata, plana vel interdum siccitate convoluta, plus quam pedalis 
longa et 2 lin. lata, ssepius autem angustior, cum nervo mediano 
in facie superiore promineute. Panicula subelongata, ad 11 poll, 
longa, rami capillares ascendentes, ad 5 poll, longi, plures in 
nodisrbacbeos distantibus lateraliter fasciaii, ramuli pauei-spicu- 
liferi; pedicellus spieulam mquans vel superans; spiculse 1§- 
lj lin. Ion gee, obtuse laneeolatse. Gluma i. membranacea fcrans- 
lucens, cutn nervis tribus interdum duobus viridibus ad apicem 
haucl porrectis, lineata, eliiptico-ovata obtusa, spieulam sequans ; 
gl. ii. primse similis at paullo brevior; gl. florens subcoriacea, 
anguste ovalis (quum convoluta), aperta late oblonga, trinervis, 
apice breviter bilobulata, dorso minute puberula, cum callo breve 
(vix ^ lin.) et breviter piloso, 1J lin. longa ; arista debilis, con- 
tinua, 5 lin. longa, puberula; palea quam gluma florens paullo 
brevior ; lodieulm 2, oblongse, basi angustatoe, $ ad ~ lin. lougce ; 
anthercc 3, lineares, haud apice barbatce, 1 lin. lougee. 

Hupeh : Ichang (A. Henry , 3444!); Szechuen ; South Wu- 
sban (A. Henry , 5530 !), Taugtzekiang, Kweichau (Faber, 1100!). 
Herb. Kevv. 

Hear S. splendens , Trim, but differing in its less robust habit, 
.obsolete ligule, subequal barren glumes, and glabrescont fertile 
glume. There are occasionally traces of bearding on the anther- 
tips. 

5. Stipa mongholica, Tarcz. ex Trin . in Full Sci. Acad . 
Petersb. i. (1836) p. 67 ; Stead. Syn. Gram . p. 132; Hoolc. j\ FL 
Brit. Ind. vii. p. 229. 
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Lasiflgrostis mongliolica, Trin. et Rupr. in Mem. Acad. Fetersb. s6i\ 0, 
vii. (1843) p. 87. 

Ptilagrostis niongolica, Griseb. in Ledeb. FL Foss. iv. p. 447 ; Turcz. 
Fl. Baic.-Dahur. ii. i. p. 302. 

Shensi : Mt. Miaowansan (22 r ugh\). Mus. Brit. 

Himalaya, North and Central Asia; Western North America. 

6. Stipa sihirica, Lam . Illustr. i. p. 158; Uteud. Si/n. Gram. 
p. 129; j Hance, in Journ. Linn . Soc., Bot . xiii. (1873) p. 91; 
Franchet, Fl. David, i. p. 330, et in Me ox. Soc. Sci. Nat. Cher¬ 
bourg, xxiv. (1884) p. 268; Hack, in Bull. Herb. Boiss . ser. 2, iii. 
(1903) p. 502; Maxim. Frim. FL Amur. p. 325; Turcz . FL 
Baic.-Dahur . p. 302; Hook, f Fl. Brit. Ind. vii. p. 231. 

Stipa pelrinensis, Fiance, in Journ. Bot . xv. (1877) p. 268; Franchet , 
P/. David, i. p. 331. 

Chihli: Kupehltan (Hance. 1383L in part!), Peking (Bret- 
sclmeider , 834! Williams, in herb. Hance , 13831 in part!); 
Shantung : Chefoo (Forbes \ Faber , 1529!), (Maingay, 75!); 
Chekiang: Kaichow to Kinchow (Ross, 276!). Mas. Brit.; 
Herb. Kew. 

Himalaya, North Asia; Western North America. 

« 

[Stipa Alicise, Kanitz , in Math. Naturw. Ber . Tin gam, iii. 
(1884) p. II (nomen)-] 

I have seen no specimen. 


1 . Oryzopsis obtusa, Stapf, in Hook. Icon. t. 2393; Filger , hi 
Fngl. Hot. Jahrb. xxix. (1900) p. 224. 

Hupeh: near Iehang (A. Henry, 3507!), Nanto and moun¬ 
tains to northward (A. Henry , 3896!). Mus. Brit.; Herb, 
Kew. 

1 . Milium effusum, Linn . Sp. FL p. 61; Steud. Syn . Gram. 
p. 31; Maxim. Frim. FL Amur. p. 325; Turcz. FL Baic.- 
Dahur. ii. p. 300; Miq. in Ann. Mus. Bot. Lugd.-Bat. ii. p. 274 ; 
Franch. et Savat. Fnum. PI. Jap. ii. p. 160 ; Hack, in Bull. Herb. 
Boiss. vii. (1899) p. 647; Komarow , in Act . Hort. Peirop. xx. 
(1901) p. 368 ; Loureiro , FL Cochinch, p.49; Hook.f Fl.Brit. 
Ind. vii. p. 235. 

Suihghing: Chienshan (Ross, 575 !); Hupeh: Patung dis- 
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trict (A. Henry, 4032, -3413!); Szeohuen (A. Henry, 5001!), 
lit. Omei (A. Henry, 1101!). Mus. Brit.; Herb. Kew. 

Japan, Cochin China; Himalaya; Europe; Eastern North 
America. 

1. Crypsis aculeata, Ait. Hort. Kew . i. p. 48 ; Hance , in Journ . 
Ii«M. floe., jBo/. xiii. (1878) p. 91; Franchet , PZ. i. 

p. 831, rf m Mem . fitf. AW. Cherbourg, xxiv. (1884) p. 267; 
Debeaujc, FI. Tchef* p. 157; Komarow , ^ Ac/. Ilort. Petr op* 
xx. (1901) p. 270. 

CiiiiiJjT : Peking (David, in herb. JSaneel). Mus. Brit. 
Europe ; temperate Asia; North Africa. 


1 . Plileum alpinum, Linn* Sp. PI. p. 59; Hack, in Bull . 
Herb* Bolus* vii. (1899) p. 647 ; Hook, f* FI Brit. Ind . vii. 
p. 236 ; Komarow , Ac/. Hort* Petrop* xx. (1901) p. 271. 

Shexsi : Alt. Miaow ansau ( ZZzpy/a !). Mus. Brit. 

North Asia, Japan, Himalayas; Arctic and Alpine regions. 

2. Phleum asperum, Jacq* Collect* i. p. 110; Pilger, in Engl. 
Boi ! Jahrb* xxix. (1900) p. 224; Hack* in Bull* Herb* Boise. 
vii. (1899) p. 647; Hook*/. FL Brit. Ind. vii. p. 237. 

Shessi: Paoki, Ohifengsan (Hugh\\ plain of Hukiascien 
(Hugh !). Laoshien and Kasan (Hugh !), Alt. Laoysan, Tcuiz- 
seien (Hugh !), Alt. Kany sail (Hugh !); Kiangsu : Shanghai 
(Maingag, 566, 716, 718 !). Mus. Brit.; Herb. Kew. 

Japan, Himalaya, Western Asia, Europe. 


1. Alopeeurus aequalis, Sobol Fl. Peiropol* (1799) p. 16. 
Alopeeurus aristulatus, Mick.v. Fl. Bor.-Am. i. p. 43 (1803); Hook ./. 
Fl. Brit. Ind* vii. p. 238. 

Alopeeurus fulvus, Smith, Engl. Bot xxi. t. 1467 (1805); Hack, 
in Bull. Herb. Boiss. vii. (1899) p. 648, et ser. 2, iii. (1903) p. 502; 
Franchet , PI. David, i.p. 329; Pali bin, in Act. Hort* Petrop. six. (1901) 
p. 131; Komarow , ibid. xx. (1901) p. 271. 

Alopeeurus genieuiatus, ty. P/. p.60 in part; Benth. Fl Ilongk , 
p, 408 ; 7W>2. 5* J&umk. P/. C/m*. Por. p. 69; Baker <5* Moore, 

in Journ* Linn. SocBot. xvii. (1879) p. 388; Pilger , in Engl. Bot. Jahrb . 
xxix. (1900) p. 224; Tkunh. Fl* Jap. p. 49; Miq. in Arm. Mus* Bot. 
Lugd.-Bat, ii, p, 277; Frtmch* et Savat* Enum. PI* Jap* ii. p. 158. 
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Sjiingking : West of Sarhoo (Ross, 361!), near Moukden 
(James !); Kiangsu : Chinkiaog (Maries !), Shanghai (Faber !) ; 
Chekiang : Taihoo Lake ( Forbes , 4S3 !) ; Eobmosa ( Oldham , 
599!); Hupeh: Ichang (A, Henry , 34751), Patung (Jt. Henry , 
4733!); Hongkong (Lamont ! Wright \ Ha nee, 10S7 1 Wilford, 
259!); China : without locality (Staunton !). Mus. Brit. ; 
Herb. Kew. 

Japan ; North temperate regions. 

2. Alopecurus agrestis, Linn. >$)?. _F7. ed. 2, p. 89 ; 

Syn. Gram . p. 149; Benth . J7. Hough. p. 407; lLook . J&7. 

iW. vii. p. 239; Ledeb. FI. Ross . iv. p. 465. 

Kiangsu : Shaughai ( Hainyay , 719 !). Herb. Kew. 

Europe; Western and Northern Asia; India. 

3. Alopeciims japonicus, St end. Syn . Gram. p. 149; 

«« .4 mm. Ji&s. Lngd.-Bat . ii. p. 277; Franch, et Savat. Hnum. 

P/. ii. p. 158; Hack . in Bull. Herb . Boiss. vii. (1899) p. 648. 

Alopeciims malacostachvus, H. Gray, in Perry's Looped. Japan , ii. 
p. 328. 

Alopeciims agrestis, Pi Iyer, in EnyL Bot . Jahrb. xxix. (1900) p. 224, 
non Uarc. • 

Hongkong ( Ilance , 1153 I) ; Hupeh (H. Henry , 7869 !), 
Patung ( Wilson , 1661!). Mus. Brit.; Herb. Kew. 

Japan. 


1. Muehlenbsrgia Hugelii, 2W«. in Hem. Acad. * 80 /. Pclersh. 
ser. 6 , vi. (1841) p. 293; Hack, in Bulk Herb. Boiss. vii. 
(1899) p. 647, et ser. 2, iii. (1903) p. 502. 

Muehlenbergia viridissima, ea? Stead. Syn. Gram. p. 178; Hook.f. 
Fl. Brit. hid. vii. p. 259; Franchet, PL David, ii. p. 143 ; Pilger , i>* 
Ifof. Jahrb. xxix. (1900) p. 224. 

Kiangsi ; Kiukiang (Shearer !) ; Hupeh : Chienshih (A. 
Henry , 7410!), Pang (A. Henry , 67201), Ichang (A. Henry , 
4289 !), Patung (At. Henry , 2513 !). Mus. Brit. ; Herb. 
Kew. 

Japan, North Asia, Himalaya, Tibet, Java. 

2 . Muehlenbergia japonica, Syn. Gram . p. 422 ; 

in Bull. Herb . Boiss. vii. (L899) p. 647, ser. 2, iii. (1903) 
p. 502 ; Branch et Savat. Fnum. Fl. Jap. ii. p. 165. 
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Corea: Roadsides near Eusan ( Faurie , 803. fide Hackel ). 
Japan. 

I liave seen no specimen, 


1. Polypogon littoralis, Smith, Com pend. FL Brit . p. 13 ; 
Stench Syn. Gram. p. 184; JBenth. FI. HongTc. p. 427 ; Debeaux, 
FL Shanghai , p. 70; Pilyer, in JEngl. Bot. Jahrh. xxix. (1900) 
p. 224 ; Palibin, in Act . Hort. Petrop . xix. (1901) p. 131; Mig. 
in Ann . J [us. JBot .. Lugd.-Bat. ii. p. 278 ; Fra?ich. et Savat. 
Fmtm. PL Jap. ii. p. 167; Hook.f. FL Brit . Inil. p. 246. 

Kiangsu : Shanghai ( Faber , 306! Maingay, 720!); Eokien 
{Grijs, in herb. JBJance, 6681 in part!); Shensi : Kusnn {Hugh !); 
Hupeh: Icbang {A. Henry, 190!); Yunnan: Mengtze, beside 
streamlet at 4500 feet (A. Henry, 10556 !), ditto in dry rice-field 
at 4500 feet (A. Henry, 10246!), ditto on rocks in streamlet at 
4600 feet (A. Henry , 10246 A !); Kwangtung : Canton ( Parry , 
in herb. Hance, 6681 in part!); Hongkong {Harland, 711 !); 
Corea : Port Hamilton ( Wilford, 702 !); China : East Coast 
(Home \). Mus. Brit.; Herb. Ivew. 

Japan, Himalaya ; temperate and subtropical regions. 

2. Polypogon monspeliensis, JDesf. FL Ail. i. p. 67; Steud. 
Syn. Gram. p. 1S4; Trin. in Bunge, Fnum . PL Chin. Bor. 
p. 70; Francket, in PL David, i. p. 332; Kanitz , in Math. 
Nhturw. Ber. Ungarn, iii. (1884) p. 8 ; ML[. in Aim. Mus. Bot . 
Lugd.-Bat. ii. p. 278 ; Franch. et Savat. Fnum. PL Jap. ii, 
p. 167 ; Hack, in Bull. Herb. Boiss. vii. (1899) p. 648 ; Hook.f. 
FL Brit . Ind. vii. p. 245. 

Jaiangsu : Eengwangshan ( Forbes , 488!), Woosing "River, 
Shanghai {Perry !); Eokien {Grijs, in herb. Hance, 3449!); 
Formosa: Tamsui ( Oldham, 610!); China: no locality {Old¬ 
ham, 936 I). Mus. Brit.; Herb. Kew. 

Japan, India, and widely spread in tropical and temperate 
regions. 


1. Grarnotia patula, Munro, ex Benilu FL Hongk. p. 416. 
Garnotia drymeia, Hance, in Ann. ScL Xat. ser. 4, xviii. (1862) 
p. 233. 

Berghausia patula, Munro, in Prac, Amer. Acad. iv. (1860) p. 362, 
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Miquelia barbulata, Nees, in Nod. Act . Nat. Car. xix. Suppl. i. (184*3) 
p. 178. 

Hongkong ( Hctnce , 1009 in part! Harland 692, in herb. Ilance , 
1009 in part! Wright'.); Kwangtung: Canton ( Sampson , 1783! 
and in herb. Ilance , 8135!). Mus. Brit.; Herb. Kew. 

Yar. mutica, Ren die. 

Garnotia stricta, Benth. FI. Hongk. p. 416, non Brongn. 

Berghausia mutica, Manro , in Proc. Amer. Acad. iv. (1800) p. 362. 

Hongkong ( Wright !). Herb. Kew. 

1. Spbaerocaryum elegans, Nees, ex Steud. Nom. ed, 2, ii. 
p. 620; Hook.f. FI. Brit. hid. vii. p. 246. 

Graya elegans, Fees, ex Steud. Sgn. Gram. p. 119. 

Isaclme pulchella, Both, Nod. PL Sp. p. 53; Benth. FI. Rough. 
p. 414. 

Panicum pulcliellum, Spreng. Sgst. i. p. 322. 

Szechuen: Mt. Uomisan, Tcentosen (HughV); Kwangtung: 
swamps near Canton ( Simpson , 1203!); Hongkong ( Uarland , 
718, in herb. Ilance , 1005 !), waste places, Government Gardens 
(Lamoni !). Mus. Brit.; Herb. Kew. 

Hills of Northern India, Ceylon, Mergui, Malacca, Singa¬ 
pore. 


1. Sporobolus diandrus, Beauv . Agrost. p. 26; Hook. f. FL 
Brit. Ind. vii. p. 247. 

Agrostis diandra, Betz. Obs. v. p. 19. 

Yilfa diandra, Steud. Sgn. Gram. p. 155. 

FoEMOSi ( Campbell !), Apes’ Hill, summit 1100 feet (A. Henry, 
1106 !), Tabow (Playfair ! A. Henry, 1044!), South Cape ( Schmii - 
rer, in coll. A. Henry . 625!); Kwxngtung : Macao (. Abell ), 
Pakhoi ( Playfair !). Mus. Brit. ; Herb. Kew. 

India, Malaya. 

2. Sporobolus Hancei, Bendle, n. sp. 

Herba perennis esespitosa, glabra, 8-13 poll, alta; culmus 
erectus vel basi geniculato-ascendens, 3-uodus, basi ad f lin. 
crassus, a foliorum vaginis psene ad paniculte basin arete velatus. 
Folia basalia linearia, superne attenuata, plus minus convoluta, 
ad 5 poll, longa, vix rigidula; caulina ad If poll, longa, e basi 
ad apicem acutum attenuata, marginibus involutis, rigidula ; 
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ligula obsolcla. Banionla 2\ ad 3| poll, longa, minis brevibus 
(ad | poll longis), tenuibus, flexuo&is, e basi spiculiferis, interdum 
suberectis paniculam densam ad 5 poll, eras sain formautibus, 
interdum subpatentibus; rbachis et ramuli leves ; spicule 
lanceolate, 1 lin. longse, sub medio purpureo-tinctae, breviter 
pedicellate. Gluma i. laneeolata, acuta, enervis, quam secunda 
et tertia paullo brevior (§ lin. long.); gl. ii. ovata, subacuta, 
uninervis, 1 lin. long.; gl. iii. ovata, subobtusa, uninervis, 
secundam aequans; palea paullo brevior; antberse 3, atro-pur- 
pure®, | lin. long. Semen ellipticum, leve, rubram, | lin. longum. 

Eokien: Hills, Amoy ( Sampson , in herb. Hance , 13055 in 
part!); Kwakgtung : Canton ( Hance , 13055 in part!). Mus. 
Brit.; Herb. Kew. 

[Near Sporobolus orientalis , Kunth, but differing in habit, 
especially in the absence of stolons, in the sometimes effuse 
panicle, and the relatively longer acute lowermost barren glume. 

3. Sporobolus indicus, R. Br. Brodr. p. 170; Benth . FL 
Hong/c. p. 420 ; Biiyer, in FngL Bot. Jahrb . xxix. (1900) 
p. 224; Hack . in Bull . Herb, Boiss . ser. 2, iii. (1903) p. 502; 
Hook, f FI. Brit. Lid . xii. p. 247. 

Sporobolus elongatus, Branch et, PI. David, i. p. 333, non 11. Br.; 
A. Henry, in Trans. Asiat . Soc. Lap. xxiv. Suppl. (1890) p. 108 ; Franch . 
et tiavat. Fmtm. PI. Jap. ii. p. 166. 

Agrostis indica, Linn. Sp. PL p. 63; Loureiro, FI. Cochinch p. 49; 
Qsheck, Mesa, p. 215. 

Vilfa eiongata, Beauv. Agrast. p. 181; Fees, in Hook, Am. Bot . 
Beechey's Toy. p. 248 ; Hook § Am. 1. c. p. 274. 

Vilfa indica, Steud, Syn . Gram. p. 162. 

Kiangstt : above Changehau, Yangtzekiang {Faber, 1183!); 
Formosa; Apes’ Hill, Takow {A. Henry, 1030!); Hupeh (A. 
Henry, 4287!), Ichang (A. Henry, 889 !), Patung ( A . Henry, 
2510!); KwA^GTrao: Whampoa {Robertson !), Canton (, Saynp - 
son, 306 I); Hongkong: Mt. Victoria {Lamontl Hance, 1114! 
Wright !) ; Luchu Archipelago {Wright l); China; without 
locality {Seemann ! Reeves !). Mus. Brit.; Herb. Kew. 

Japan, India, and tropics of both hemispheres. 

4. Sporobolus japonicus, Maxim. MS. 

Sporobolus eiliatus, Brest, var, japonicus, Hack in Bull Herb. Boiss . 
vii. {im) p. 648. 
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Agrostis japonica, Steutf. Syn. Gram. p. 371: Miq. in Ann. Mas. 
Bot. Lugd.-Bai. ii. p. 277 ; Franck, et Savat. Enum. PL Jap. ii. p. 107. 
Kia^gsi : Kiukiang, Nankangfu {Reid !). Herb. Kew. 

Japan. 

5. Sporobolus virgin! cus, Kanth , Rev. Gram. i. p. 67; A. 
Henry, in Trans . Asiat. Soc. Jap . xxiv. SnppL (1896) p. I OS; 
Boole, f. FL Brit. Ind . vii. p. 249. 

Agrostis virginica, Linn, Sp. PL p. 63. 

F oki ex : Amoy, on the sea-shore (Sampson, in herb. Ha nee, 
12295!); Pormosa: Takow (A. Henry , 1055, 1067, 1S44!), 
Apes’ Hill ( Playfair, 150 !). Mus. Brit.; Herb. Kew. 

Ceylon, Java, Australia, Tropical and South Africa, and 
America. 


1. Agrostis alba, Linn. Sp. PL p. 63; Steucl. Syn . Gram. 
p. 167; Pilger , in Engl. Bot . Jahrb. xxix. (1900) p. 224; Hack, 
in Bull. Herb. Boiss. vii. (1899) p. 649; Hoole.f EL Brit . Ind. 
vii. p. 254; Branch et , PL David, ii. p. 142. 

Szechuen : Moupin (David, fide Franchet ). 

Japan, Himalaya, Central Asia, Europe; introduced in 
America. 

I have seen no specimen. 

2. Agrostis canina, Linn. Sp. PL p. 62; St end. Syn. Grain. 
p. 165 ; Maxim. Privnit. El. Amur. p. 325; Komarovs , in Act . 
Hort. Petrop. xx. (1901) p. 276 ; Ilaclc. in Bull. Herb . Boiss. 
vii. (1899) p. 649, et ser. 2, iii. (1903) p. 502 ; Hook. f. FI. 
Brit. Ind . vii. p. 255. 

Eohmosa .* Tamsui ( Oldham , 609!); Hupeh ; Icbang (A. 
Henry, 245, 34641). Herb. Kew. 

Japan, Himalaya, and North temperate regions generally. 

In Dr. Henry’s specimen no. 245 the pale is one-third the 
length of the fertile glume, and the callus bears very short 
lateral tufts of stiffish hairs, scarcely of a line long. 

3. Agrostis Hugoniana, Rendle, n. sp. 

Herba parva, esespitosa, perennis, rhizomate tenui fragili, radi- 
cibus dense fibrosis; culmi 3-4| poll, longi, subcompressi, basi 
ad 1| lin. erassi, 2-nodi, internodium inferius breve, basi vaginis 
membrunaceis mareidis obtectum, superius elongatum, vaginaia 
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laxam glabram ssepius excedente. J Woliorum ligula scariosa, 
truncata vel obtusa, | ad 1 liu. longa; lamina culmi yix 2 poll, 
longa, 1 a el 1| lin. Jala, linearis superne attenuata, glabra, inuova- 
tionum long] or, ad 14 poll. Panicula dens a, linear i-oblauceolata 
a el lineari-oblunga, l|- 2 g in. longa ad | in. lata; rami ereeti, 
term (ad nodes superiores bini et solitarii), laterales e basi 
ramulosi, ut ramuli pediceliique leves; pedicellus quam spicula 
brevior; spicula? If lin. longae, lanceolate, pallide virides sepe 
purpureo-tinctsB. Glumes stcriles Mibequales, ovato-lanceolate, 
acute, 1 -nerves, carina exterioris supra basin hirsutula; gl. fer- 
tilis paullo brevior, perlucida (1 h lin. longa), cum venis 5 incon- 
spicuis ; palea brevis, circiter | lin. longa ; anthera oblonga, £ lin. 
longa; processus rbachillse absens; callus cum pilis brevissimis 
(vix | lin.) instructus. 

Shensi: Mt. Miaowansan {Hugh !). Mus. Brit. 

This species recalls the Northern Indian Agrostis weequi- 
ghimis , Griseb., but is of more robust habit, with much larger 
spikelets, broader leaAes, &c. 

4. Agrostis micrantha, Steud . Sgn. Gram . p. 170; Hook. f. 
FLJBrit. Ltd. \ii. p. 256. 

Agrostis alba, Baker $ Moore, in Journ. Linn. Soc., Bot. xvii. (1879) 
p. 388, non Linn. 

Shingking: Chienshan ( Boss , 428, 581!); Hupeh: Patung 
(A. Henry, 4722, 4723 !); Yunnan : Mengtze forest, at 5500 ft. 
(A. Henry. 11257!). Mus. Brit.; Herb. KeAV. 

Himalaya. 

5. Agrostis myriantha, Hook.f FI. Brit. LuL vii. p. 257. 

Hupeh (A. Many, 4136, 4698 !). Mus. Brit.; Herb. Kow. 

Himalaya. 

6. Agrostis perennans, Tuck . in Anier. Journ. Sci. ser. 2, xlv. 
(1843) p. 44; A. Gray, Man. Bot. ed. 5, p. 611 ; Steud. Sgn. 
Gram . p. 165 ; Balibin , in Act. Hort. Betrop. xix. (1901) p. 132; 
BiJger , in Fngh Bot. Jahrb. xxix. (1900) p. 224; Miq. in Ann . 
Mvs. Bot. Lugd.-Bat. ii. p. 277 ; Franck, et Savat. Fnuni. PL 
Jcj). p. 166 ; Hack, in Bull. Herb. Boiss. vii. (1899) p. 648. 

Hupeh: Patung (A. Hennj , 4034, 4697!); Cohea : Soul 
{Soniag !). Mus. Brit.; Herb. Kew. 

Japan; Eastern United States. 
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7. Agrostis scabra, Wind. Sp. PL i. p. 370; Bteud. Syn. 
Gram . p. 164; Hack, in Bull, Herb . Boiss. vii. (1899) p. 648, et 
ser. 2, iii. (1903) p. 502. 

Agrostis laxifl ora, R. Br. in Richards, App. Franhh Toy . p. 3; Franchet , 
P/. Ztaritf. i. p. 332 ; Regel , Zfe/aE. JFV. Z7 *mm\ p. 170; Z'm/ys. JFY. JSaic.- 
Dahur. ii. p. 305; Maxim. Prim. FI Amur. p. 325. 

Chihli : environs of Peking ( David , tide Franchet); Corea : 
meadows near Kanouento ( Faurie , fide Haclcel). 

Japan, North Asia; North America. 

I have seen no specimen. 

8. Agrostis vulgaris, With., var. ligularis, Franchet , PL David. 
ii. p. 142. 

Szechuen”: Moupin (David, fide Franchet). 

1 have seen no specimen. 

1. Calamagrostis epigejos, Roth , Tent. FI. Germ. i. p. 34; 
Steud. Syn. Gram. p. 187; Franchet , P7. David, i. p. 331, et in 
Mem . >SW. >SW. Ah if. Cherbourg, xxiv. (1884) p.268; Pilger , 
JtyZ. Bot /aZirA xxix. (1900) p. 224; ifryc/, FLUssur. 
p. 170; Maxim. Prim it. FI. Amur. p. 324; Turcz. FI. Baic.- 
Dahur. ii. p. 310. 

Var. densi flora, Ledeb. FI. Altaic, i. p. 87; Franchet , PL David, i. 
p. 332; Bach, in Bull. Herb. Boiss. vii. (1899) p. G49, et &6r. 2, iii. (1903) 
p. 502; Palibin , m Act JETort Petr op. xix. (1901) p. 132; Kvmarow, ibid. 
xx. (1901) p. 276. 

Arundo epigejos, Linn. Sp. PL p. 81; Loureir. FI. Cochinch, p. 45. 
Chihli: Jehol (David, 1953!), mountains near Taehiaosze 
(Moellendor/f !), Peking (Bret schneider , 847!); Smxc-iicixa: 
Moukden to Yaloo Biver (Webster !) ; Hupeh (A. Henry , 7371!), 
Patung (Wilson, 1656! A. Henry, 4722!), Icbang (A. Henry, 
3907 !), Ckangyang (A. Henry, 6213 !); Shkxsi : Ku>an, Kisan- 
shien (Hugh 1); Kwangtuxg : Lofaushan, 3100 feet (Ford, 17!); 
Corea ( Yeitch !); Coreax Archipelago ( Oldham , 943!). Mus. 
Brit ; Herb. Kew. 

Japan and teinpeiate Asia; Europe; South Africa. 

2. Calamagrostis Langsdorfii, Trin. De Gram. TJnijl. Sfo. 
p. 225, tab iv. fig. 10; Franchet, PL David, i. p. 332. 

Calamagrostis villosa, Mutel , var. Langsdorfii, Hack, in Sommier, FI. 
Ob. infer, p. 107, et Bull . Herb. Boiss , vii. (1899) p. 650. 
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Chihli : environs of Pohuashan {David, fide Franchet). 

Japan. 

I have seen no specimen. 

3. Calamagrostis Onoei, Franck, et Savat. Fnnrn. FI. Jap. ii. 
p. 198; Franchet , FI. David, i. p. 332; Had', in Ball. Herh. 
Boiss. vii. (1899) p. 650, 

Chihli : Jborders of Lanho, Jehol {David, fide Franchet). 

Japan. 

I have seen no specimen. 

4. Calamagrostis villosa, Hut el, FI. Fr . p.41; Hade, m Bull. 
Herh. Boiss . vii. (1899) p. G50, et ser. 2, iii. (1903) p. 502; 
Komarow, in Act. Hort. Fetrop. xx. (1901) p. 277. 

Corea: damp grassy places below Kanoueuto Mountains 
{Faurie, 850, fide Hackel). 

Japan. 

I have seen no specimen. 

1. Deyeuxia effusiflora, Bendle , n. sp. 

Folia . Fanieala diffusa, ad 14 poll, longa, 

rhachis scabridula, nodi inferiores distant es, rami 4 ad 5 poll, 
longi, tenues, flexuosi, subpatentes vel superiores ascendentes, ad 
nodum quemque ssepe quini lateraliter fasciculati, interdum e 
basi divisi, saepius ad longitudinis nudi, ut ramuli longi capil- 
lares et pedicelli scabriduli; pedicelli quam spiculae breviores; 
spicuhe pnrpureo-tinctae, laneeolatse, 1| lin. long. Glumce steriles 
rigidulse, scaberulae; gl. i. lanceolata, obtusa, uninervis, nervo in 
| superiore hirsutulo; gl. ii. paullo brevior, elliptica, obtusa, 
3-nervis; gl. fertilis quam steriles paullo brevior, ovata, incon- 
spicue 4-nervis, apice perlucida 4-denticulata; arista basalin, 
geniculata, 2i lin. longa; pili in callo laterales vix | lin. longi; 
palea quam gluma paullulo brevior; processus rhacbillse barbatus 
cum pilis vix 1 lin. longns. 

Szechuen {BocJchill !). Herb. Kew. 

Approaches D. hupehensis , mibi, in the characters of the spike- 
lets, which, however, are less rigid and not scaberulons in that 
species, but differs strikingly in the large, laxly-branching, 
spreading panicle. 
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2. Beyeuxia elatior, Hoolc.f FL Brit. Ind. vii. p. 266. 

Calamagrostis seabrescens, var. elatior, Griseb . in Goett Nachr , 1868j, 

p. 79. 

Chihli : between Peking and Jebol (Staunton !). Mus. Brit. 

Kbasia Hills. 

Differs from the Indian specimens in the much shorter hairs 
on the callus. 

3. Beyeuxia Henryi, Bendle , n. sp. 

Gulmus elatus 5-pedalis, basi vix 2 lin. crass., 3-nodus. Foil- 
ovum vaginse elongatce, 9-15 poll, longue (vagina suprema inferiores 
excedens), quam internodia breviores, sublaxse, marginibus et iu 
striis longitudinalibus breviter pilosse; ligula ovata, obtusa, 4- 
lin. longa; lamina linearis, basi in nervo mediano valido 
plicata, superne longe attennata, bipedalis, 3 lin. lata, utrinque 
scabridula. Banicula vix pedalis, oblanceolata, densiuscula at 
superne laxior, culmus sub pauicula, rhachis, et rami scabriduli; 
rami ssepius quini, ad nodos inferiores ascendentes, supra pani- 
culse medium subpatentes, infra medium ramulosi, ramuli et pedi- 
celli breves scabriduli; spiculse 2 lin. longee, purpureo-tinctae. 
Gluma i. secundam paullulo excedens, ovato-laneeolata, acuta, 
uninervis, in nervo scabridula; gl. ii. late ovata obtusiuseula, 

3- nervis, glabra; gl. fertilis steriles subaequans, late ovata, 

4- nervis, apice truncata denticulata, arista basalis, geniculata, 
3 lin. longa, pili laterales in cailo minus quam 1 lin. longi; palea 
quam gluma paullo brevior; antherae purpureae, 1 lin. longse; 
processus rhachillae barbatus, cum pilis 1| lin. longus. 

Hupeh : Pang (A. Henry , 6724 !). Mus. Brit.; Herb. Kew. 

This species has the general habit of Beyeuxia sylvatica , but 
is distinguished by its blunt spikelets, subequal glumes, and 
form of panicle. 

4. Beyeuxia Hugoniana, Bendle , n. sp. 

Herba perennis, caespitosa; culmi aggregati, ad 10 pollicares 
longi, cum internodiis basalibus brevibus tenuibus cylimiricis, ad 
nodum supremum autera geniculati, turn erecti internodio elon- 
gato ad 8 poll, longo compresso, viride, glabro sed sub panicula 
scabridulo. Folia erecta, vaginae glabrae, internodia inferiora 
tegentes, suprema circa 2 poll, longa, ad intemodii basin arete 
applicita; lignla brevis, obtusa, rotundata, glabra, | lin. longa; 
lamina linearis, superne attenuata, aeutiuscula, plana vel con- 

LINXT. JOUR^.—BOTANY, VOLi XXXVI. 2 » 



394 


159. GRAMINEJE. 


duplicata, glabra, folii supremi 3£ ad 4 poll, longa, ad 1 lin. lata. 
Fanicula laxa, sublanceolata vel ovata, 3 ad 4 poll, longa, J ad 
1^ poll, lata; rami ad quemque nodum bini, demum sapius 
patentes, flexuosi, in parte | ad § inferiore nudi, ramus longior 
ad 1^ poll, longus, sparse ratnulosus, rami, velut rhachi, ramulis 
et pedicellis scabridi; spicul® vix 2 lin. long®, purpureo-tincta. 
Glumes steriles lanceolata, acutse; gl. i. 1^ ad 1| lin. longa, infra 
medium 3~»ervis, carina supra medium scabridula; gl. ii. quam 
prima paullo longior, 3-nervis, nervi laterales medium superantes, 
carina in parte | superiore scabridula; gl. fertilis ovata (quum 
aperta)obtusiuscula, gl.secundam subaquans,imperfecte5-nervis, 
carina in parte § superiore scabridula in parte inferiore pilosa ; 
callus breviter pilosus, palea quam glum a paullo brevior; anther® 
| lin. long® ; rhachilla processus glaber vel glaberulus, vix 1 lin. 
longus, interdum glum® rudimentum minutum gerens. 

Shensi : Mt. Miaowansan (Hugh !). Mus. Brit. 

A very distinct species characterized by the absence of an 
awn on the fertile glume, and the glabrous continuation of the 
rhachilla. 

5. Deyeuxia hupehensis, Rendle, n. sp. 

Herla easpitosa; culrni aggregati, tenues, glabri, 2-nodi, geni- 
eulati, pedales, hasi |-§ lin. eras si. Folia rigid ula, suberecta; 
vaginae striata, baud seabridae, margine superiore et ore breviter 
piles®, internodia baud ®quantes; ligula brevis, ^-1 lin. longa; 
lamina linearis, basi attenuata, superne tenuiter acuminata, in- 
duplicata, in facie superiore pilosula, dorso scabridula, ad 10 poll, 
longa, et 2 lin. lata. Fanicula vix semipedalis, lanceolata, vix 
densa, Ipoll. lata; rbaebis tenuis, levis ; rami numerosi,fascicu- 
lati, in § inferiore raraulosi, erecto-patentes, ramuli capillares, 
nt pedicelli minute scabriduli; pedicellus spiculam sub®quans 
vel paullo brevior; spicul® pallide virides, purpureo-tinct®, vix 

2 lin. long®. Glumes membranace®; gl. i, lanceolata, acuta, 
1-nervis, margine ciliolata, nervo scabridula; gl. ii. paullo bre¬ 
vior, elliptiea, obtusa vel breviter et abrupte subacuta, nervis 
tribus parallels viridibus lineata; gl. fertilis seeundam sub- 
®quans, 4-nervis, apice denticulata, arista basalis, geniculata, vix 

3 lin. longa, pili laterales in callo | lin. longi, palea quam gluma 
paullulo vel vix brevior; anther® purpurea, 1 lin. long®; 
rhachilla processus barbatus, cum pilis £ lin, longus. 

Httpeh (A . Henry, 6726!). Mus. Brit.; Herb. Hew. 

This species seems nearest to Oahmagrostis hahonensis, 
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Pranchet & Savat., but differs in habit, having much fewer 
stem-nodes, also in the longer ligule, the long-exserted awn of 
the fertile glume, and the very short hairs on its callus. 

6. Deyeuxia monpinensis, Pilger , in Hugh Jalirb . xxix. (1900) 
p. 225. 

Calamagrostis moupinensis, Franehet , PL David, ii. p. 144. 

Szechuen: Moupin {David, fide Franehet). 

I have seen no specimen. 

7. Deyeuxia pulchella, Hook.f. FL Brit Incl. vii. p. 268. 
Calamagrostis pulchella, Gri&eb. in Goett. Nachr. 1868, p. 78. 
SzechuEjST : Tachienlu (Pratt, 553!). Mus. Brit.; Herb. Hew. 
Himalaya, Tibet. 

8. Deyeuxia sachalinensis, Bendle. 

Calamagrostis sachalinensis, Fr. Schmidt, Beisen in Amurl. p. 203; 
Hack. in Bull. Herb. Boiss. vii. (1899) p. 650, et s£r. % iii. (1903) p.502. 
Ogkea: near Naipiang ( Faurie , 874, fide Haclcel). 

North Asia. 

I have not seen the specimen. 

• 

9. Deyeuxia scabrescens, Munro , ex Du tide, Grasses N.W. 
India , p. 31; Pilger , in Fngl. Dot. Jalirb. xxix. (1900) p. 225 ; 
Hook. f* FI. Brit . Ind. vii. p. 267. 

Calamagrostis scabrescens, Griseb. in Goett . Fachr. 1868, p. 79; 
Franehet , PL David, ii. p. 143. 

Szechuek: Tongolo ( Soulie , 263!), summit of Mt. Omei 
( Faber, 1168 !). Herb. Kew. 

Himalayas. 

10. Deyeuxia sylvatica, Kunth, Bev. Gram. i. p. 77, et Bnum* 
i. p. 243 ; Hook.f. FI. Brit. Ind. vii. p. 266. 

Calamagrostis arundinacea, Both, Tent, FI. Genn. i. p. 33; Hance, in 
Jouni. Bot. xvi. (1878) p. 234; Hack . in Bull. Herb. Boiss. vii. (1899) 
p. 652, et &6i\ 2, iii. (1903) p. 502; Begel , Tent. FI. Ussur. p. 169; 
Maxim. Fl. As. Or. Fragm. p. 70, 

Calamagrostis sylvatica, DC. FL Frang. v. p. 253; Ledeb. FL Boss. 
iv. p. 426; Turcz. Fl. Baic.-Dak, ii. p. 314; Maxim. Prim. FL Amur. 
p. 323. 

Chihli : Mt. Miaofengshan (Moellendorff, in herb. Hance, 
17528 in part!); Hupeh; Pang (A. Henry, 6727!), Patung 
(A. Henry, 2564, 5052, 7411!); Shensi ; Mt. Laoysan ( Hughl) 9 
Mt. Miaowansan (Hugh !), Mt. Kiansan, Husienscen ( Hughl ); 

2 n 2 
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Szechueh: North Wushan, 4000-7000 feet (A . Henry, 7043!); 
Kwangtuhg: near River Li endian (Hevin, in herb. Hance, 
17528 in,part!). Mus. Brit.; Herb. Kew. 

Himalayas, Japan, Temperate Asia, Europe. 

Yar. borealis, FLendle , var. nov. Cuhni ad 2-pedales, basi 
1 lin. crass., 3-ncdi. Folionm vaginae glabrse, striatse, vix sca- 
bridulse, sublaxae ; ligula ovata, 2-5 lin. longa; lamina ut invar. 
ligulata sed minus scabridula. Fanieula densiuscula, ramis 
brevibus ascendentibus, lanceolata, 8-9 poll, longa, ad 7 lin. lata ; 
spiculjB 3 lin. longse. Qlima i. secundam panllo lin.) exee- 
dens; gl. fertilis c. 2| lin. longa, arista basalis c. 4 lin. longa, pili 
laterales in callo £ lin. longi; palea 2 lin. longa; rhaehilla cum 
pilis c. 1| lin. longa. 

Shahttog : Chefoo (Forbes, 397! Mainycty, G3 !). Herb. 
Kew. 

Near var. ligulata, but distinguished by its less strict and 
laxer panicle and larger spikelets. 

Yar. brachytriclia, Hade . in Bull . Herb. Boiss. vii. (1899) 
p. 652. 

©alamagrostis brachytriclia, Stead. Syn. Gram. p. 189; Hance , in 
Journ. Linn . Soc ., Bot xiii. (1873) p. 91; Miq. in Ann. Mus. JBot. 
Lugd.-Bat. ii. p. 278 ; Franck, et Savat. Bmtm . PI. Jap. ii. p. 169. 

Chihli : Peking ( Williams , in herb. Hance , 12793 in part!); 
Shikoking (Boss, 130!), Newchang (Shearer !); Hupeh, 7000- 
9500 ft. (A. Henry, G792!), Ichang (A. Henry, 2745!), Tsien 
Mountains (Faber, 1528!). Mus. Brit.; Herb. Kew. 

Japan. 

I find it difficult to distinguish this variety from the type- 
species. 

Var. collina, Bendle . 

Deyeuxia collina, Pilyer, in Engl. Bot . Jahrb. xxix. (1900) p. 225. 

Calamagrostis collina, Franchet, PI. David, ii. p. 143. 

Szechtjeh : Moupin, on sunny hills (David, fide Frandiet). 

I have not seen a specimen of this plant, but do not find in the 
description anything by which to separate it specifically from 
Deyeuxia sylvatica . The author says that it has the habit of 
Oalamagrostis sciuroides , from which it differs in having the 
culms smooth below the panicle, the tuft of hairs on the callus 
shorter, equalling scarcely a third of the length of the flower, 
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and the sheaths glabrous at the top. The ligule is short, the 
fertile glume and palea are equal in length and hardly shorter 
than the barren glumes ; the spikelets are barely 2 lines long. 

Var. hirsuta, Hack . in Bull . Herb . Boiss , ser, 2, iii. (1903) 
p. 502. 

Corea : near Eusan ( [Faurie , 851, fide Hack el). 

I have not seen the specimen. ' 

Var. latifolia, Rendle , var. nov. Flanta robusta; culmus 
3-pedalis, basi vis 2 lin. crass., 3-nodus. Foliorum vaginae 
pilosae ; ligula brevis obtusa, ad 1| lin. longa; lamina elongata, 
lineari-lanceolata, 2-pedalis et ultra, § poll, lata, in parte inferiore 
plicata, angustata, superne in apicem aristiformem attenuata; in 
facie superiore scabridula, cum nervo mediano praecipue in parte 
inferiore eminente. Fanicula pedalis, stricta, densa, ad f poll, 
lata; spieulae 2J-2J lin. longse. Glumes steriles sequales, gl. i. 
uninervis, ii. trinervis, venis conspicuis, hirsutulis; gl. fertilis 
2|-2g lin. longa, cum arista basali 3| lin. longa, palea paulio 
brevior, pili laterales in callo h lin. longi, rhaehillse continuatio 
cum pilis insidentibus 1J lin. longa. 

Chihli: Peking {Bret schneider, 851-2! Moellendorff, in herb. 
Ilance , 12793 in part!). Mus. Brit.; Herb. Kew. 

Characterized by its robust babit, very long broad leaves with 
hairy sbeaths and short ligules, and long slender dense panicles. 
Evidently very near Galamagrostis robusta , Eranchet et Savat., 
which from the description resembles it in habit, size of spikelets, 
&e., but is described as having a ligule nearly 1 cm. long, and a 
very minute oblong glabrous (?) rudiment of a second flower. 

Var. laxiflora, Rendle , var. nov. Folia innovationum e vaginis 
mareidis rufeseentibus dense involutis orientia, anguste linearia, 
superne longe attenuata, plana, sesquipedalia, 1 lin. lata, rigidula, 
marginibus scabridulis; folia culmi linearia, scabridula; ligula 
brevis, 1 lin. long. Fanicula 7-9 poll, long., pyramidata, rami 
ad noda inferiora quini patentes, in parte inferiore nudi, superne 
laxiflori; spieulae 2| lin. long. Glmna i. seeundam paulio ex- 
eedens ; gl. fertilis 2 lin. longa, pal earn paulio (^ lin.) excedens, 
arista basalis 2 lin. longa, rhachilla cum pilis | lin. longa; pili 
laterales in callo | lin. longi. 

Hupeh : Ichang (A. Henry, 978!). Herb. Kew. 
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Characterized by the long narrow linear leaves of the sterile 
shoots, which are surrounded at the base by a dense covering of 
reddish sheath-remains, and the habit of the inflorescence with 
its pyramidal outline and laxly-spreading lower branches. 

Tar. ligulata, Bendle , var. nov. Cuhnus 2|-pedalis, parte in¬ 
ferior© 1| lin. crass., 3-nodus. Foliorum vagiuse glabrse, scabri- 
dulo-striatae; ligula ovata, ad 3| lin. longa; lamina linearis, sub 
medio angustata et plicata, superne longe atteuuata, ad sesqui- 
pedalis longa, 2\ lin. lata, utrinque scabrida. Panicula stricta, 
densa, 9 poll, longa; spieulse 2-2| lin. longse. Gluma i. secundam 
paullo excedens; gl. fertilis sterilibus c. b lin. brevior (ssepe 
2 lin. longa); arista basalis 2| lin. longa; pili laterales in callo 
c. 1 lin. longi; palea glum am subsequans ; rhachilla cum pilis 
paleam subsequans vel paullo brevior. 

Htjpeh ( A . Henry , 5021!). Mus. Brit.; Herb. Kew. 

Characterized by its long ligule, its dense strict panicle, and 
by having the rhachilla-continuation with its hair-tuft about 
equal to the pale, and the lateral tufts of hairs on the callus 
barely half the length of the glume. 

Tar. sciuroides, Hade, in Bull. Herb. Boise. vii.(1899) p. 652. 

Calamagrostis sciuroides, Franck, et Savat. Enum. PL Jap. ii. p. 600. 

Chihli : bills in neighbourhood of Jehol (David, 2182 !), dry 
hills and edges of fields in Peking district ( Williams , in herb. 
Hance , 12793 in part!). Mus. Brit.; Herb. Hew. 

Japan. 

Distinguished from the species by its longer, more rigid and 
scabrid spikelets, conspicuous nerves on the upper barren glume, 
and longer hairs on callus of fertile glume. 


Tribe AvEsnciE. 

1. Eriachne pallescens, JR, Br . JProdr . p. 181; JSteud . Syn. 
Gram. p. 237; Benth . FI. Austr . vii. p. 630. 

Eriachne Hookeri, Munro (nomen), in Journ. Linn . Sac., Bet. vi. 
(1862) p. 42; Hance, in Ann. Sci. Nat. s6r. 5, v. (1866) p. 251. 

Eriachne chinensis, Hance, in Ann. Set. Nat. s6r. 4, xv, (1861) p. 228, 
and in Journ. Linn . Soc., Bot, xiii. (1873) p. 136. 

Aira seminibus hirsutis, aristis terminalibus, flore longioribus, Osbech, 
Mem, p. 220. 
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Iywangtung: French Inland ( Osbeck , in herb. Linn.Y), hills 
north of Canton (Ranee !), lulls, Danes Island, "Whampoa 
( Hance, 7424 in part! Ford, 207 !); Hongkong : tops of moun¬ 
tains ( Hance , 7424 in part!). Mus. Brit.; Herb. Kew. 

India, Malaya, Australia. 

1. Ccelaehne pulchella, B. Br. Prodr. p. 187; yar. simplici- 
liscula, Hoofc.f FI. Brit . Ind . vii. p. 271. A 

Coelacbne pulchella, Benth. FI. Horgh. p. 430. 

Panicum simpliciusculuin, Wight <§* Am. ex Steud. Syn. Gram. 
p. 96. 

Szeckuen : Tcentosen, Mt. Uomisan {Hugh !); Kwangtung : 
swampy ground near Canton ( Sampson , 11411), pools at the 
foot of Mt. Pakivan, outside Canton {Sampson, in herb. Hance , 
8142 !), rice-field Kowlung, mainland opposite Hongkong (La- 
wont !); Hongkong: ditch, Little Hongkong (Lamontl Wilford\ 
253 ! Faber , 279 !). Mus. Brit.; Herb. Kew. 

India, Ceylon, Malaya, Madagascar. 

1. Deschampsia csespitosa, Beauv. Agrost. p. 91, t. xviii. fig. 3; 

Hack . in Bull . Herb. Boiss . vii. (1899) p. 702; Maxim. Prim. 

FI. Amur. p. 323; Turcz. FI. Baic-Dahur. ii. p. 318; Hook.f. 

FI. Brit. Ind. vii. p. 273. 

Aira csespitosa, Linn. Sp. PI. p. 64; Steud. Syn. Gram. p. 219; 

Komar ow, in Act. Hart. Petr op. xx. (1901) p. 283. 

Szeohuen : Tongolo (. Soulie , 703, 732 !). Herb. Kew. 

Japan, Himalayas, and temperate and cold regions of Northern 

and {Southern hemispheres ; alpine in Tropics. 

1. Trisetum flavescens, j Beauv. Agrost. p. 88; Steud. Sgn. 

Gram . p. 226; Mig. in Ann. Mus. Bot. Lugd.-Bat. ii. p. 279; 

Hack . in Bull. Herb. Boiss . vii. (1899) p. 702 ; Turcz. FI. 

Baic.-Dahur. ii. p. 319; Maxim. Prim. FI. Amur. p. 323; 

Komarow , in Act. Hort. Petrop . xx. (1901) p. 283. 

Avena ilavescens, Linn. Sp. PI. p. 80; Pilger , in Engl. Bot. Jahrl. xxix. 

(1900) p. 225; Hook.f. FI. Brii. hid. vii. p. 279. 

Shensi : Miaowansan (Hugh !); Hupeh : Patung (A. Henry , 

4696, 4027, 2558!); Corean Archipelago : Tsusima Islands, 

Strait of Corea (Wilford, 8041), Port Chusan ( Wilford, 938!). 

Mus. Brit.; Herb. Kew. 

Japan; Europe, Temperate Asia, North Africa. 
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Var. macranthum, Hack* in Bull* Herb. JBoiss. vii. (1899) 
p. 703, et ser. 2, iii. (1903) p. 503. 

Cobea : Soul ( Faurie, 807), hills near Chinarapo ( Faurie, 
883), Mt. Kanouento ( Faurie , 896), all fide Haekel. 

Japan. 

I have seen no specimen. 

2. Trisetum Heuryi, Ben die, n. sp. 

Planta robusta, elata, eulmus 4-5-pedalis, basi plus quam 2 lin. 
crassus, 8-nodus, internodia glabra polita. Foliorum vaginae, 
superioribus exceptis, internodia sequantes vel superantes, striata?, 
plus minus scabridse, marginibus et ore, interdum quoque super- 
fieie, piliferse; ligula brevissima breviter pilosa ,* lamina anguste 
lineari-lanceolata, apice attenuata ad 1 ped. longa, et jf poll, lata, 
scabridula, cum nervo mediano dorsoprominuloin facie superior© 
interdum sparse pilifera. Panicula ovalis, densa, 8 poll, longa, 
ad 3| poll, diametro; rami ad nodum quernque terni vel pluriini, 
multi-ramulosi, ad paniculm basin ascendentes, superne curvulo- 
patentes, rami ramulique super basin nudam spiculiferi velut 
rhachide leves; spiculse pedicellos saepius duplo excedentes, 
bidorse, iis T. flavescentis similes sed argenteo-fulvm, vix 3 lin. 
longa. Gluma i. lanceolata, acuta, 1-nervis, 1£ lin. longa; gl. ii. 
ovali-lanceolata, acuta, 3-nervis, 2| lin. longa, carina ut in gl. i. 
supra medium minute scabridula; gl. iii. (plicata) anguste lan¬ 
ceolata, apice acuminata bifida, 3-nervis, dorso scabridula, 2|lin. 
longa, arista tenuis, genieulata, circa tertiam partem ab apico 
inserta, 3 lin. long.; palea 2 lin. long., carinse minute scabridula?; 
antberse 1| lin. long.; rbacliilla inter flores et super fiorem 
alterum, breviter pilosa. 

Hupeh : Faug (A. Henry, 6643, 6706 !). Mus. Brit. ; Herb. 
Hew. 

Closely allied to Trisetnm flavescens , but a taller, more robust 
plant, with denser panicle and silvery-brown coloured spikelets. 
Except in the somewhat less acute lower barren glume, I find 
no difference in the details of the spikelet from those of 
T. flavescens. 

3. Trisetnm snbspicatum, Beam . Agrost . p. 88; Steud. Syn. 
Gram. p. 225 ; Hack . in Bull. Herb . Boiss. vii. (1899) p. 703. 

Aveua subspicata, Claire. Man . Herb. p. 17; Hook f. FL Brit . Bid. 
vii. p. 278. 
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Shensi : Mt. Miaowansan {Hugh !). Mus. Brit. 

Japan, Himalayas, and generally distributed in alpine and 
frigid regions. 

1. Avena Delavayi, Hack. in Oest . lot. Zeitschr. lii. (1902) 
p. 189. 

Yunnan : “ Mountain pastures of Heechanmen (Lankong) at 
10,000 feet ” (. Delavay , fide Hack el), n 

I have seen no specimen. 

2. Avena fatua, Linn . Sp. FI, p. 80; Stead. Sign. Gram. 
p. 230; Benth. FI. Hongk . p. 430; Rook, cj* Am. Bot. Beechey's 
Voy . p. 274; Thunb . -FZ. Jap. p. 54; Af^. m AZws. AtoZ. 
Lugd.-Bat. ii. p. 279; Franck. $ Sav. Fnum. FI. Jap. ii. p. 173 ; 
Hack, in Bull. Herb. Boise, vii. (1899) p. 703; Hook, f FI, 
Brit . Ind. vii. p. 275. 

Kiangsu: Shanghai {Faber, 276 !); Fokien: Foochow, spon¬ 
taneous ( Gregory , in herb. Hance , 1266 in part!); Seechuen : 
Tongolo {Soulie, 249 !) ; Hongkong {Hance, 1266 in part!). 
Mus. Brit.; Herb. Kew. 

Europe, Temperate Asia, North Africa. * 

Yar. glabrata, Stapf MS. in herb. Kew; glumse fertiks 
glabrae; earum callis breviter et dense hirsutis; rbachis hirsuta. 

Hupeh : Ichang, wild at side of wheat-fields &c. {A. Henry , 
3474!); Coeea: Chemulpo {Carles, 164!). Mus. Brit.; Herb. 
Kew. 

No. 3474 of Henry is referred by Pilger (in Engl. Bot. Jahrb. 
xxix. p. 225) to Avena strigosa, Schreb. 

3. Avena nnda, Linn. Amcen. Acad. iii. p. 401; Steud. Syn. 
Gram. p. 230; Host , Gram. Austr. iii. t. 43. 

Avena nuda, Linn., var. ehinensis, Gat Gar., ex Trin. in Bunge , Enum. 
PL Chin. Bor. p. 71, probably belongs here. 

I-Iupeh {A. Henry , 6098!), cultivated oats, Yenmeh of the 
Chinese, Ichang (A. Henry , 3573 !). Mus. Brit.; Herb. Kew. 
Cultivated. 

4. Avena pratensis, Linn. Sp , FI. p. 80; Steud. Syn. Gram. 
p. 231; Franchet , FI. David . i. p. 333; Maxim. Prim. FI. Amur * 
p. 323; Hook.f. FI, Brit. Ind. vii. p. 276. 
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Chihli : Environs of Pohuashan (David, Me FrancJiet ). 
Himalayas and Temperate Asia, Europe. 

I have not seen the specimen. 

5. Avena sativa, Linn. Sp. PL p. 79 ; St end. Syn. Gram. 
p. 230; Franchet , PL David . i. p. 333 ; Komar ow, in Act . Hort . 
Petrop. xx. (1901) p. 287 ; Thunb. JFZ. Jhp. p. 54 ; 

Jfws. Bot. Lugd.-Bat. ii. p. 279; Franck. Sf Savat. Fnum . PZ. 
e7hp. ii. p. 173; in Bull. Kerb. Boiss . vii. (1899) p. 703 ; 

Bey el, Tent. FI. Ussur. p. 169 ; Maxim. Prim. FL Amur. p. 323 ; 
Kook.f. FL Brit. Ind. vii. p. 275. 

Coeean Aechipelago (Oldham , 941!). Herb. Kew. 
Cultivated. 


Tribe Chloeibe.e. 

1. Microchloa setacea, R. Br. Prodr . p. 208; Steud. Syn . 
Gram. p. 202 ; Benth. FI. Hongh . p. 428; Koolc. f. FI. Brit. 
Ind. vii. p. 283. 

Nardus indica, Lvnn.f. Suppl. p. 105 ; Lour . FL Cockinch. p, 44. 
Rottboellia setacea, Roxb. Corom. PL ii. p. 17, t. 132. 
y unnan : rocky mountains 6500 ft., Mengtze (A. Kenry , 
10998!) ; Kwangtung : turfy places at the edges of bare rocks, 
Fuogkwongshan near Whampoa (Kance, 13057 in part!), iorms 
turf on damp lichen-covered rocks, Kulangsu Island, opposite 
Amoy ( Sampson , in herb. Hance , 13057 in part!). Mus. Brit.; 
Herb. Kew. 

India; tropics of Old and Kew 'Worlds. 

1. Cynodon Dactylon, Pers. Syn. i. p. 85; Benth. FI. Konyk. 
p. 428; Pilyer , in FngL Bot. Jakrb . xxix. (1900) p. 225 ; Franchet , 
PI. David, i. p. 334, et in Mem. Soc. Sci. Nat . Cherbourg 9 xxiv. 
(1884) p. 269; Debeaux , FL Tchefou, p. 159; A. Kenry , in Tram. 
Asiat. Soc. Jap. xxiv. Suppl. (1896) p. 109; Nig. in Ann. Mm. 
Bot. Lugd.-Bat. ii. p. 279; Branch. et Savat. Fnum. PI. Jap. ii. 
p. 172 ; Kack. in Bull. Kerb . Boiss. vii. (1899) p. 703 ; Kook . 
f. FI. Brit • Ind. vii. p. 288, 

Kiangsu : Shanghai (Maingay, 556 !); Foemosa (Campbell !), 
Tamsui (Oldham, 613!), Takow (A. Kenry , 1038 !), Apes’ Hill 
(Playfair, 32!); Hupeh (A. Kenry , 4781), lehang (A. Kenry , 
1365!); Shensi : Kaolinsien (Kuyh !), Kisansien (Hugh !); 
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Kwangtotg : Macao (Abell) \ Hokgxojs'G : spontaneous (llanct\ 
1089!), Aberdeen (Lamentl). Mus. Brit.; Herb. Kew. 

India, Japan, and widely distributed in the warmer parts of 
the earth. 

1. Enteropogon gracilior, Bendle , n. sp. 

Herba perennis, cnlmi tenues e basi ssepe repente ascen- 
dentes demum ereeti, ramosi, floriferi ad sesqui pedaled, plurinodes, 
internodia | ad ^ lin. lata, glabra, inferiora a loliorum vaginis 
ssepius obtecta, superiora ssepius vaginas paullo excedentia, 
supremum valde exsertum. Foliorum vaginae cylindriese, inter- 
nodiis arete circumvolutae, glabrae, ore albido-pilosae, robustiores 
dorso earinulatse; ligula brevissiina, pills mollibus albidis 1 lineis 
longis instructa; lamina glauca, rigidula, anguste linearis, superne 
attenuata, plana vel ssepe plus minus convoluta, 2-8 poll, longa, 
ad. 1^ lin. lata, glabra, dorso seabridula. Spica linearis, densa, 
ad 5 poll, longa, 1 lin. lata; spiculfe sessiles, in seriebus duabus 
ordinal, 2| lin. longue, uniflorse cum do>cuio altero abortivo. 
Glumoe steriles hyalinae, lanceolatse, uninerves (nervi virides), 
persistentes, inferior obtusa, § lin. longa, superior acuta pane 
aristulata, vix 2 lin. longa, nervo valido; gl. ferfciiis, 2 lin. longa, 
cum marginibus ad nervos laterales inflexis ellipfcica, 3-nervis, 
nervi validi, dorso in parte superiore seabriduli, medianus ex 
apice bilobulato in aristam debilem gluma duplo longiorem pro¬ 
longatus ; callus breviter pilosus; palea quam gluma paullo 
brevior, carinulis superne scabridulis; fiosculns abortivus, 1^ lin. 
longus, cum aristula debile, | lin. longa, glumam fertilem paullo 
super ante. 

Fobmosa: Takow (A. Henry , 1119!), Apes’ Hill (A. Henry , 
1940!). Mus. Brit.; Herb. Hew. 

A well-marked species, resembling Enteropogon melicoides in 
habit but less robust, and differing in the slenderer shorter spike, 
and smaller, not clustered spikelets. 

1. Cbloris barbata, Stv. FL Ind . Occ. i. p. 200 ; Steud. Syn. 
Gram . p. 204; Bees , in Hook. Sf Am. Bot . Beeobey's Voy . 
p. 250; Benth. FL Hongk . p. 429 ; A. Henry , in Trans . Asiat. 
Soc. Jap. xxiv. SuppL (1896) p. 109; Hook. f. FL Brit . Ind . 
vii. p. 292. 

Formosa : Takow, on cliff and near sea-level (A. Henry , 726, 
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1028 !), Apes 7 Hill ( Playfair, 53 !), Pescadores (Swinhoe !) ; 
Kwangtung: British Kowloon (Ford, 599!), Macao (Seemann !); 
Hongkong ( Hance , 1943!), sea-beach at Saywan ( Wilford, 246 !). 
Mas. Brit.; Herb. Kew. 

India and tropics generally. 

2. CMoris incompleta, Both, I\Tov. p. 60; Steud . 

Gram, p. 207.; Hook, f FL Brit . IW. vii. p. 290. 

Ohlorls digitata, SfetctL 7. c. 

Gyinnopogon digitatus* Fees, ex Steud. Horn . ed. 2, i. p. 713; A. Henry, 
in Trans. &><?. xxiv, Suppl, (1896) p. 109, 

Bgrmosa: Takow (Campbell ! ,4. Henry, 1151!), Apes 7 Hill 
(Playfair, 308 !). Mus. Brit.; Herb. Kew. 

India* Malaya. 

3. CMoris virgata, Sw. FL Ind . Occ. i. p. 203; Steud . Sv/w. 
Gram. p. 205; Hade, in Bull . Herb. Ifczss. ser. 2, iii. (1903) 
p. 503; Hook.f FL Brit. Ind. vii. p. 291. 

Chloris caudata, 7Vm. tn Bunge, Enum. PL Chin. p. 70; Debeaux, FL 
Tckefou, p. 158; Franchet * PL David, i. p. 334, et in Mem. Soc. Sci. Hat. 
Cherbourg , xxiv. (1884) p. 268; Komarow, in Act. Hort. Petrop. xx. 
(1901) p. 288; Palibin, ibid. xxi. (1903) p. 209. 

Chihli : Tientsin (Fortune !), mountains west o£ Peking 
(Bretschneider !), near Peking ( Williams , in herb. Hance, 11462 
in part!) (Busliell ! Staunton l Pierson, in herb. Hance, 11462 in 
part!); Shantung ; Chefoo ( Forbes, 400! Maingay , 82!); 
Kiangsu: Hai (Faber, 1534!); Shensi: Kaolinsien (Hugh !) : 
North Central China: Leunteon,Eenghosan (Hughl); Hong¬ 
kong (herb. Munro , 752 !). Mus. Brit.; Herb. Kew. 

India and warmer parts of both hemispheres. 

1. Tripogon chinensis, Hack, in Bull. Herb. Boiss. ser. 2, iii. 
(1903) p. 503. 

Catapodium unilaterale, Hance * in Ann. Sci. Hai. s6r. 5, v. (1866) 
p. 251* non Griseb. 

Nardurus filiformis, var. chinensis, Franchet , PL David. i. p. 339. 
Chihli (Staunton !), Peking (Bretschneider, 840! Bushelll 
Williams, in herb. Hance, 11444!), Sanyu, on the bills (David, 
2065!) ; Pqemosa : Apes’ Hill, Takow (A. Henry, 1064!). Mus. 
Brit.; Herb. Kew. 

The plant cited by Branched in his 1 Catalogue des Plantes de 
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Tchd-fou 5 (in Mem. Soc. Sei. Nat. Cherbourg, xxiv. p. 271) as 
Festuca filiformis , Nees, ex Steud. Syn. Gram. p. 302, probably 
belongs here. 

Yar. coreensis, Hack. I. c . 

Corea: dry hills near Chinampo (Faurie , 803, fide Racket ). 

I have not seen authoritative specimens of the forms which 
Haekel includes under this species, but judging from his descrip¬ 
tion I think the plants cited above must be placed here. They 
show a wider variation in size than indicated by Haekel. In 
Staunton’s specimen the culms reach 2 feet in length, while the 
Formosa plants are not more than 6 inches high. 


1. Beckmannia erucseformis, Rost , Gram. Austr. iii. p. 5, 
t. 6 ; jFranchet, FI. David, i. p. 322 ; Maxim, Prim. FI. Amur. 
p.479; Debeauoc, FI. Shanghai, p. 6S; Trin. in Bunge , Fnum. 
PI. Chin. Bor. p. 70; Palibin, in Act. Rort. Petr op. xix. 
(1901) p. 134; Komarow, ibid. xx. (1901) p. 289. 

Chihli : Peking ( David, in herb. Ranee, 4952 ! Bret Schneider, , 
814 !), Jehol (David, 1893 !); Shingking (Boss, 44!), Moukden 
(Webster, 107 !), between Moukden and Tungcheshien^ and 
between Tungcheshien and Maorshan, Yalu Eiver (James I) ; 
Kiangstx: Pengwangshan (Forbes , 485!), Shanghai (Maingay, 
7251), Chapu (Oldham, 18!); Szechuen : Tongolo ( Soulie , 
248!). Mus. Brit.; Herb. Kew. 

Japan, North Asia, Asia Minor, Eastern Europe, North 
America. 


1. Elensine coracana, Gaertn. Fruct. i. p. 8, t. i. fig. 11; 
Steud. Syn. Gram. p. 211; Nees, in Rook . cf* Am. Bot . Beecheys 
Yoy . p. 249; Franch. et Savat. Fnum. PL Jap. ii. p. 172; 
Rack . in Bull. Rerb. Boiss. vii. (1899) p. 703; Rook. f. FI. 
Brit. Ind. vii. p. 294. 

Cynosurus coracanus, Linn. Syst. Nat. ed. 11, p. 875; Thunb . FI, Jap, 
p. 51. 

Eormosa (Oldham, 615!) ; Y ctnnan : South Mengtze, moun¬ 
tain forests at 5000 ft., side of streamlet (A. Henry , 10962 !)> 
Szemao, 4500 ft. (A. Renry , 124311); Kwangtttng: Lienchau, 
Canton (Zamontl); Hainan (A. Renry, S2S4!). Mus. Brit.; 
Herb. Ivew. 
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Cultivated in the tropics of the Old World, probably 
originating from Fleusine inclica . 

2. Eleusine indica, Gaertn. Fruct. i. p. 8; Stead. Gram. 

p. 211; Hook. <$’ Am. Bot. Beechey's Voy . p. 249; 

Benth. FL Hongk. p. 429 ; Franchet, PL David, i. p. 334, et in 
Mem. Soc. Ahf. Cherbourg , xxiv. (1884) p. 268; Debeaux, 
FL Tchefou, r p. 158; Hook. f. FL Brit . JwJ. vii. p. 293; 
J2^. e'/z- -4.7Z?a. JUte. Bot. Lugd.- Bat. ii. p. 279; Franck, et Savat. 
Fnum. PL Jap. ii. p. 171; Hack, in Bull. Herb. Boiss. vii. 
(1899) p. 708, et ser. 2, iii. (1903) p. 503. 

Cynosurus indicus, Linn. Sp. Pl. p. 72; Lour. FI. Cochinch, p. 59; 
Thunb. FL Jap. p. 52. 

Kiangsu : Hai city {Faber, 1539 !), Shanghai (. Maingay , 549 !); 
Formosa {Campbell !), Takow {A. Henry , 1124!), Apes’ Hill 
{A. Henry , 1013!); North Central China : Leunteon, Feng- 
hosan {Hugh !); Shensi: in and near water in the plain of 
Hukiascien {Hugh !) ; Szechtten ; Omei plain {Faber, 1166 !); 
Kwangtung : Macao {Abel !), Lienchau, Canton {Lamont !), 
Shamien, Canton ( Sampson , 3091); Hongkong; wet place, 
Happy Valley {Lamont !); China : without locality {Seemann !). 
Mu*. Brit.; Herb. Kew. 

Warmer parts of tbe Old World. 

1. Bactyloetenium aegyptiacum, Wilhl. Fnum. Hori. Berol. 
p. 1029; Stead. Syn. Gram. p. 212; Benth. FL Hongk. 
p. 429. 

Daetyloctenium nuieronatum, IVHid. 1. c .; Fees, in Hook. $ Am. Bot. 
Beecheys Voy . p. 250. 

Eleusine aegyptia, Desf. FL Athmt. i, p. 85; A. Henry , in Trans. Asiat. 
Soc. Jap. xxiv., Snppl. (1896) p. 109 (oegyptiaea); Hook. f. FL Brit. 
Lid. vii. p. 295 (oegyptiaea). 

Cynosurus aegyptius, Linn. Sp. PI. p. 72; Lour. FI Cochinch, p. 59; 
Osbeck, Mesa , p. 232. 

Formosa: Takow {A. Henry , 755,1087!), Apes’ Hill ( Play - 
Jair , 1101), South Cape ( Schmurer, in coll. A, Henry , 258!), 
without locality {Campbell !); Kwangtung : Whampoa ( Bobert - 
son!); Hongkong; Bobinson road, Victoria {Lamont! Wright!). 
Mus. Brit.; Her^Kew. 

India, and warsfer parts of the Old World. 
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1. LeptocMoa cMnensis, Hees, in Si/IL PI. Nov. Ratisbon. i. 
(1824) p. 5; Steud. Syn. Gram. p. 209; Nees, in Hook. Sf Am . 
Bot. Beechefs Toy. p. 249 ; Benth. FI. Hongk. p. 430; Hack, 
in Bull. Herb. Boise, vii. (1899) p. 704; Hook.f. FI. Brit. hid. 
vii. p. 299. 

Leptochloa tenerrima, Miq. in Arm. Mas. Bot. Lngd.-Bat. ii. p. 279, 
non Kunth ; Franch. et Savat. Enum. PI. Jap. ii. p. 171. 

Poa chinensis, Linn. Sp. PI. p, 69 ; Osleek, Reset , p. 206 ; Lour. FI. 
Cochinch, p. 54. 

Shantung ( Staunton !) ; Kiangsu : Kianang ( Staunton !); 
Chekiang: Ningpo Mts. {Faber, 2S2 !); Kiangsi : Kiukiaug 
(Shearer !); Fokien ; Amoy ( Hance , 1292 in part!); Foratqsa : 
Tatnsui (Oldham, 614!); Kwangttjng: Lien chan, Canton (La- 
mont !) ; Hongkong (Hance, 1292 in part!). Mus. Brit.; Herb. 
Hew. 

Japan, and tropics of Asia, Africa, and Australia. 

2. LeptocMoa filiformis, Roem. § Schult. Syst. ii. p. 5S0; Steud. 
Syn. Gram. p. 209; Hook.f. FI. Brit . Ind. vii. p. 298. 

Var. hnmilior, Presl , Bel. Heenk. i. p. 288; Hees , in Hook. 
Am. Bot. Beecheys Voy. p. 249. 

Leptochloa tenerrima, Roem. 4* Schult. 1. c. p. 581, probably belongs 
here. 

Klangstt: Shanghai ( Maingay , 568 . r ); Szecktjen : Yangtze- 
kiang, Min Kiver (Faber, 1156 !); Kwangtung : Macao (Abel !); 
Hongkong ; G-oTernment new gardens ( Lamont !) (Hance, 1292 
in part!). Mus. Brit.; Herb. Kew. 

Tropics of Asia, Africa, and America. 


Tribe Festucex. 

1. Enneapogon braehystachyus, Stapf in Dyer , FI. Capens. 
vii. p. 654. 

Pappophorum brachystachyum, Jaub. 4* Spach , lllustr. PL Or. iv. 
t. 324; Steud. Syn. Gram. p. 201; Hook.f. FI. Brit. 2nd. vii. p. 302. 

Pappophorum boreale, Griseb. in Ledeb. FI. Ross . iv. p. 404; Turcz. 
FI. Baic.-Dahur. ii. p. 317; Steud. Syn. Gram. I. c.; Hance , inJoum. 
Linn. Soc. } Bot. xiii. (1873) p. 92. 

Chihli: on the road near Kalgan (Williams, in herb. Hance, 
14583 !). Mus. Brit.; Herb. Kew. 

Tropical and North Africa to North-west India and Central 
Asia. A variety in South Africa. 
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1 . Arundo Donax, Linn. Sp. PL p. 81; Lour . FL Coclnnch . 
p. 45; &'fetid. Syn. Gram . p. 193 ; Made, in Bull. Herb. Boiss. 
vii. (1S99) p. 705 ; Moolc.f. FI. Brit. Ind. vii. p. 302. 

Arundo beugalensis, Jtetz. Ohs. v. p. 20; A. Henry, in Trans. Asiat. 
Soc. Jap. xxiv., JSi/ppl. (1896) p. 100. 

Arundo bifaria, Betz. Obs. iv. p. 21. 

Ampbidonax bifaria, Fees, ex Steud. Syn. Gram. p. 197; Miq. in 
Ann. Mus. Bot. Lugd.-Bat. ii. p. 278; Franck. et Savat. Enum. PL Jap. 
ii. p. 171. 

Yijota^: 8-10 ft. high, Meugtze at 4600 ft. (A. Henry , 
9660A!); Kwa^gtung: by North Eiver, Canton (Kevin and 
Graves , in herb, ffance, 19303 in part!), Amoy (Hance, 1405 !), 
Whampoa ( Hance , 5501!). Mus. Brit.; Herb. Kew. 

Mountains of India; Europe, Northern Africa, Temperate 
Asia. 

Yar. coleotricha, Each. in. Bull . Herb. Boiss. vii. (1899) 
p. 724. 

Formosa : Tamsui ( MaJcino , fide Hacleel). 

I have seen no specimen. 

2. Arundo formosana, Each, in Bull. Herb. Boiss. vii. (1899) 
p. 724. 

Formosa: Takow, Apes’ Hill (A. Henry , 1153, 1153A! 
Playfair , 2991), Bankinsiug mountains (A. Henry , 1153 B !), 
Tamsui, sandhills (Hancock, 8 !). Mus. Brit.; Herb. Kew. 

Yar. gracilis, Hack. 1. c. 

Formosa: Tatnsui (A. Henry , 1462 !). Herb. Kew. 

I have not seen Professor Hackel’s specimens and have 
referred the above to his species and variety on account of 
a general agreement with the descriptions. There is, however, 
one serious difference. Hackel describes the sterile glumes in 
his species as one-nerved, a remarkable character, whereas in 
the specimens which I have seen the sterile glumes are three- 
nerved as in other species of the genus. The spikelets are 
moreover two- to three-flowered, and show a wider range in size 
than is indicated in Hackel’s description, which was based on a 
single specimen. The spikelets in the species are 2-4-flowered, and 
2f-4 lines long, the lower sterile glume ranges from 2J-2§ lines, 
the upper from 2f-3 lines, and the lowest fertile glume from 
2-2| lines long, with an awn 1|-1| lines long. The spikelets 
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in the variety are 2-flowered, scarcely 2| lines long, the two 
sterile glumes a little less and a little more than 1^ lines 
respectively, the lower fertile glume If lines long with an awn 
1 line long, 

1. NeyraucLia madagascariensis, Rook, f FI. Brit, Ltd. vii* 
p. 305 ; JBilger , in Engl. Bof. Jahrb, xux. (1900) p. 225. 

Arundo madagascariensis, Kunth , JElev. Gram. i. p. 278, t. 48; Be nth. 
FL Rough, p. 4*27. 

Arundo Ilenslowiana, Hook. £ Am. Bot. Beechey's Voy. p. 248. 

Arundo Reynaudiana, Kunth , /. c. p. 275, t. 49. 

Kianusi : Kiukiang {Shearer l); Fokien : Amoy ( Ranee , 
1407 !) ; Htjpeh : Icjiang gorge, River Yangtze {Maries !), 
Ichang (A. Renry , 94, 43171); Yunnan: Mengtze, 4600 ft. 
(-4. Renry , 100631), 7 ft. high, Szemao, 4000 ft. (A. Renry , 
135441); Kwangtung ($taw«Zora!), Lienchau, Canton (. Lamontl ), 
Whampoa {Ranee, 1490 in part!), face of city walls, Canton 
(Sampson, 3081), Macao {G-audiehaud 1); Hongkong: 3-4 ft. 
high, Robinson Road (Rughes\ Ranee , 1490 in part I Champion 1 
Wilford , 250!); China : South ( Seemann , 23961), without 
locality (Seemann l Macartney 1). Mas. Brit.; Herb. Hew.* 

India, Malaya; Tropical Africa and Madagascar. 

1. Phragmites communis, Trin. Fund. Agrosf. p. 134; Steud. 
Syn . Gram . p. 195; Franchet , tn jSW. &? 2 . AW. Cherbourg , 
xxiv. (1884) p. 268, RA David, ii. p. 334; Dcbeaux , F7. 
Tchefou , p. 157, ejf FY. Tientsien , p. 49 ; Ledeb . FY. AR. i. 
p. 88; Komar ow, in Act. Rort . Betrop. xx. (1901) p. 289 ; 
Turczan . FY, Baic.~ Dakar. ii. p. 315; AZ/#. in Ann . AZ«$. RoZ. 
Lugd.-Bat. ii. p. 278; Branch . et Savat . Enum. FI, Jap. ii. 
p. 170; Rack, in Bull . Herb. Rom. vii. (1899) p. 704, et ser. 2, 
iii. (1903) p. 504; Rook.f, FL Brit, Ind, vii. p. 303. 

Phragmites longivalvis, Gram, p. 196; Debeaux, FL 

Tientsien , p. 49., 

Arundo Phragmites, Imw. £jp. P/. i. p. 81; Maxim , Prim. FL Amur. 
p. 821; Re#*?/, 7>w£. FY. ZTsszw*. p, 168 ; Thunb. FL Jap. p. 55. 

Chihli; Peking (Williams, in herb. Ranee , 3472 in part!) ; 
Shingking : Newchang ( Webster , 318!), between Tungcheshien 
and Maorshan, Yalu River (James !); Ejangsi (Staunton i); 
Fokien : near Amoy (Ranee, 3472 in part!); Fobxiosa ; Tamsui 
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(Oldham, 611, 612!), side of creek Takow (A. Henry, 1149!); 
Hupeh: Ieliang (A. Henry, 79!); Shensi: Kaolinsien {Hugh !); 
Kwangtung : near Canton (Macartney !), banks of the Canton 
River ( Sampson, 1050!). Mus. Brit.; Herb. Kew. 

Widely distributed, especially in temperate regions. 

2. Phragmites Karka, Trin. ex Stead. Horn. ii. p. 824; Pilger, 
in Engl. Bo{. Jahrb. xxix. (1900) p. 225 ; Hade, in Bull. Herb. 
Boiss. vii. (1899) pp. 704, 728; Hook. f. FI. Brit. Ind. vii. 
]). 304. 

Phragmites Eoxburghii, Stead. I c.; Benth. FI. Hough. p. 428; 
Delemw, Ft. Shanghai, p. 70; Miq. in Ann. Mvs. Mot. Luyd.-Bat. ii. 
p. 278; French, et Savat. Enum. PI. Jap. ii. p. 170. 

Arundo Roxburghii, Knnth, Pev. Gram. i. p. 79; A. Ilenry, in Trans. 
Asiat. Soc. Jap. xxiv., Suppl. (1890) p. 109. 

Shantung ( Mainyay, 67!); Kiangsu : Shanghai (Maingay, 
578!); Fokmosa : Takow (A. Henry, 1 205 !), Takow spit (A. Henry, 
1208!); Yunnan : Mengtze, moist places, 4500 ft. (A. Henry, 
9209 !), ravine 4600 it. (A. Henry, 9209 A !); Kwangtung : 
growing plentifully and gregariously and reaching a height of 
15 feet on the banks of the Canton River (Ranee, 6402 !). 
Mus. Brit.; Herb. Kew. 

Widely distributed in tbe warmer parts of the world. 

1. Kcaleria cristata, Fers. Syn. i. p. 97; Stead. Syn. Gram. 
p. 292; Trin. in Bunge, Enum. FI. Chin. Bor. p. 72; Franchet, 
in Mem. Soc. Sci. Nat. Cherbourg, xxiv. (1SS4) p. 270, et PI. 
David. i. p. 335; Pilger, in Engl. Bot. Jahrb. xxix. (1900) 
p. 225; Palibin, in Act. Hort. Petrop. xix. (1901) p. 132 ; Miq. 
** Ann. Mus. Bot. Lugd.-Bat. ii. p. 283; Branch, et Savat. Enum. 
PI. Jap. ii. p. 179 ; Hack, in Bull. Herb. Boiss. vii. (1899) p. 70,i, 
et in ser. 2, iii. (1903) p. 505; Hook.f. FI Brit. Ind. vii. p.308; 
Maxim. Prim. FI. Amur. p. 322; Turcx. FI. Baic.-JDahur. ii. 
p. 338. 

Shingking: Talienwan Bay (Swinhoe, in herb. Hance, 3611 
in part!); Chihli: Peking (Bretschieider, 848!); Shantung: 
Cbefoo (King, in herb. Hance, 3611 in part! Perry \)- Kiangsu: 
Taihu Lake (Forbes, 498 !); Hupeh : Ichang (A. Henry, 8505!); 
Shensi : Kusan (Hugh !), Mt. Laoysan, Tcuizscien (Hugh !) • 
Cokea : East (Perry !). Mus. Brit.; Herb. Kew. 

Widely distributed in temperate regions. 
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1. Biplacitne fusca, Beauv. Agrosf. p. 163; Hoo/c.f. FI. Brit . 
Inch vii. p. 329. 

Uralepis fusca. Stead. Syn . Gram. p. 247. 

Shantung- (Staunton !); Fohien: Amoy ( Hance , 1399!); 
Formosa : Takow, rice-field ( A. Henry , 1059!), Takow spit 
( A. Henry , 1822,1S22 A, 1846 !). Hus.’Brit.; Herb. Kew, 
Warmer regions of Old World. 

2. Diplachne serotina, LinJc, Hort . i. 5 p. 155; var. 

chinensis, Maxim. HI. As. Or, Fragm. p. 70; Frandiet , PZ. 
David. i. p. 334; Komarow, He?/. Sort. Petr op. xx. (1901) 

p. 291; Palibin , xxi. (1903) p. 209. 

Diplachne sinensis, Hance , aw Journ. Bot. viii. (1870) p. 76; Franchet, 
in Mem. Soc. Sci. Nat. Cherbourg , xxiv. (1884) p. 270. 

Molinia serotina, Jfirf. c$* Koch, Deutschl. FI. i. p. 585. 

Chihli : bills to the west of Peking ( Williams , in kerb. 
Hance , 12572!), Peking (BretSchneider, S53, 854 1); Shing- 
RiNCr: Kaicbow to Kincbow (Boss, 263 !); Shantung : Chefoo 
(Forbes !). Mus. Brit.; Herb. Kew. 

Var. aristata, Haclc. m Bull. Herb. Boiss. vii. (1899) p. 704, 
et ser. 2, iii. (1903) p. 504. 

Shensi: Kaolinsien (Hugh !), Mt. Laoys-an (Hugh !); Corea: 
Hills near Pyongyang ( Faurie , 878, fide Haded), Mus. Brit. 
Japan. 

3. Diplachne squarrosa, Bidder, Plant. Europ. p. 72. 

Molinia squarroba, Trin. in Ledeb. Ic. PI. Boss. t, 227 ; Ledeb. FI. Boss. 

iv. p. 396. 

Var. longe-aristata, Ben die, n. Tar. Gulmi tenues, dense 
ceespitosi, ad 14-pedales, in parte superiore valde flexuosi. 
Spicules 3in. lungie; rbaebilla glabra, sub iloris autein 
utriusque articulationem breviter pilosa. Glumes steriles lan¬ 
ceolate; gl. i. 1J lin. longa; gl. ii. 2 lin. 3ong?», acuminata; 
gluma fertxlis inferior, 2| lin. longa, cum arisia terminal 
3| lin. longa, laneeolata, in carinae parte superiore et arista 
seabridula, 3-nervis, inter nervum lateralem et marginetn 
utrinque sparse pilosula; palea 24 lin. longa, caring conspicuse 
aristuliferse (aristula 1| lin. longa) ; gluma floris superioris 
2$ lin. longa, breviter aristata. 

Shensi : Kaolinsien ( Hugh !), Mt. Kiansan, Husienscien 
(Hugh !). Mus. Brit. 

2 e 2 
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Distinguished from the species by its longer awnod, less hairy 
fertile glume. 

The species occurs in South-east Russia, and Central and 
Northern Asia. 


1. jyColinia Fauriei, Hack, in Bull . Herb. Boiss. sdr. 2, iii. 
(1903) p. 504. 

Cobra: by streams near Naipiang ( Faurie, 804, fide Hackel). 
I have seen no specimen. 

2. Molinia japonica, Back . in Bulk Herb- Boiss. vii. (1890) 
p 704, et ser. 2, iii. (1903) p. 504. 

Cobea: hills near Ouensan (Faurie , S10, tide Haded). 

J apan. 

3 have seen no specimen. 


1. Eragrostis amabilis, JYru/ht <5* Am. fa, in Ilook <J* 
Am. Bot. Beechey & Voy. p. 251; Stead. Syn. Gram . p. 265; 
Stapf in Hook . f. FL Brit. 2nd. vii. p. 317. 

Eragrostis unioloides, Fees, ex Stead. Syn. Gram. p. 264; Benth. 
FL JSbnffk. p. 432; Hack, in Bull. Herb. Boiss. vii. (1899) p. 724. 

Poa unioloides, Betz. Obs. v. p. 19. 

Kwangtuxg: Whampoa (Robertson !), Pakhoi (Playfair, 
332!); Lofaushan (Ford, 128!); Hongkong: Race-eourj-e, 
Happy Valley ( Lamont ! Forbes ! Harland , 695, in herb. Hance , 
3007!); China: without locality (Baird !). Mus. Brit.; Herb. 
Kew. 

Tropical Asia and Tropical Africa. 

2. Eragrostis elegantula, Stead. Syn. Gram. p. 266; Stapf in 
Hook.f. FI. Brit . 2nd. vii. p. 318. 

Formosa : path in rice-field, east plain, Takow (A. Henry , 
1820!); Kwangttjng: Lienchau, Canton (Lamont !), near top of 
White Cloud Hills, Canton (Sampson, 1055 !), Pakhoi (Playfair, 
159!); Hongkong; Lam Tong Island (Wright 1) (Wilford , 247!); 
Hainan : without locality (A. Henry , 80724); Kwangsi: Lung- 
chow (Morse, 367 !). Mus. Brit. ; Herb. Kew. 

India, 
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3. Eragrostis eloagata, Jacq. Eclog. Gram. p. 3, t. 3 ; Stead. 
St/n. Gram. p. 264; Stapf, in Hook. f. FL Brit. hid. vii. 
p. 319. 

Eragrostis atro virens, Hack, m Bull. Herb. Boise, vii. (1899) p. 725 
of Trinius). 

Eragrostis hahiensis, Hance, in Jo urn. Linn. Sac., Bot. xiii. (1873) 
p. 136 (non Schrad.). 

Eragrostis Brownei, Fees, ex Steud. Nom, ed. 2, p. 562, el in Hook. $ 
Am. Bot. Beecheifs Voy. p. 253; Benth. FL Hongk. p. 432; Miq. in 
Ann. Hus. Bot. Lugd.-But. ii. p. 281. 

Eragrostis orientalis, Fees, in For. Act. Nat. Cur. xiv., S'tppl. i. (1813) 
p. 205, non Trin.; Benth. FL Hongk. p. 432 ; A. Henry , in Trans. Asutt. 
Soc. Jap. xxiv., Suppl. (1896) p. 109. 

Eragrostis Willdenoviana, Fees, in Hook. §' Am. Bot. Beet-hep's Voy. 
p. 252. 

Eragrostis zeylanica, Fees, in For. Act Fat. Cur., tom. eit. p. 204; 
Benth. FI. Hongk. p. 433. 

Cheihaxg: without locality (Staunton l); Eoioiosa : Takow 
(A. Henry, 1019!), Apes’ Hill (A. Henry , 1872! Plavfair, 
106!); KwA^GTryo-: abundant near Canton ( Sampson , 1796!), 
Whampoa {Wright l Hance , 11063 in part!); Hongkong 
{Hance, 1004 in part, 11063 in p’U't! Harland , 694, in herb, 
Hance , 1004 in part! Seemann , 749 !), dry sunny places {Hance, 
11064!); Victoria Baee-course, Happy Valley, and roadn'de, 
West Point ( Lamontl ), Little Hongkong and Aberdeen ( Wil - 
ford, 261!); Ltjchtj Anon i pel a. go : hill-sides {Wright !). Mus. 
Brit.; Herb. Kew. 

Tropical Asia; Australia. 

4. Eragrostis ferruginea, Beau a. Agrost. p. 71; Steud. Syn. 
Gram. p. 267; Dehmnx, FI. Tchefou, p. 161 ; Pilger , in Engl. 
Bot. Jalirb . xxix. (1900) p. 225 ; Franchet , PL David, i. p. 335, 
efc ii. p. 146; Komarow, in Act. JELort. Fetrop . xx. (1901) p. 294 ; 
Miq. in Ann. Mus. Bot. Lugd.-Bat. ii. p. 280 ; Franck . et Savat. 
Enum. PI. Jap. ii. p. 177; Hack, in Bull. Herb. Boiss . vii. 
(L899) p. 705, et ser. 2, iii, (1903) p. 505; Stapf, in Hook, f 
FI. Brit. 2nd. vii. p. 324. 

Eragrostis orientals, Trin. in Bunge , Ennm. PL Ohm. Bor. p. 71. 

Poa ferruginea, Thumb. FL Jap. p. 50; Franchet, in Hem. Soc. Sd. Fat 
Cherbourg, xxiv, (1884) p. 270, 

Poa orieutalis, Franchet, l. c. 

SiiiNGKEtfG: Kaiehow to Kiuehow {Boss, 296!); Kea^gsu: 
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Shanghai ( Maingay, 548 ! Seemann ! Tonnerre , in herb. Ilance , 
8133!); East Coast {Home !); Kiangsi: Nauk’angfu, Kiu- 
kiang (2fe/d!), Kiukiang ( Shearer !); Hupeh : Ichang (A. Henry, 
2743, 42881); Shensi : Mt. Thaepeisan ( Hughl ), Mt. Miao- 
wansan {Hugh !), Kisanshien {Hugh !); Szechuen : Mt. Omei 
(Faber, 1179 !); Yunnan : Mengtze, grass mountains to north, 
at 5000 ft. (A. Henry , 10602!); China : without locality 
(Macartney !): Mus. Brit.; Herb. Kew. 

Japan, Himalayas. 

5. Eragrostis geniculata, Hees, in Hov. Act. Hat, Cur . xix, 
Suppl . i. (1843) p. 203 ; Benth. FI. Hongk . p. 433. 

Eragrostis cylindrica, Nees, in Hook, ty Am. Bot. Beechey's Voy. 
p. 251. 

Eragrostis Nevinii, Hanee , in Journ. Bot. xviii. (1880) p. 302. 

Bokien : Amoy (Ranee, 1380 in part!); Kwangtung : Canton 
(Sampson, 316,317! and in herb. Hance, 20602 in part!; Hance, 
1380 in part!), by North Biver at Tsingiin (Kevin, in herb. 
Hance, 20602 in part!), Pakhoi (. Playfair , 145 !); Hongkong : 
Mt. Victoria (Lamont ! Wright !); Hainan (A. Henry, 7970 !). 
Mus.-Brit.; Herb. Kew. 

Hance’s Eragrostis JHevinii (herb. 20602) is a robust form 
with broader leaves, somewhat laxer panicle, and the keels of the 
pale more shortly haired than in the type. 1 do not think it is 
specifically distinct. 

6. Eragrostis harpachnoides, Hack, in Oest. Bot. Zeitschr . lii. 
(1902) p. 306. 

Ytjnnan: roadsides at Peelongtau near Tapintze (Helamy, 
fide Hackel ). 

I have not seen a specimen. 

'^•-Eragrostis Hugoniana, Bendle, n. sp. 

Herhu glauca, rhizomate brevi perennis; culmi rain os i, csospi- 
tosi, asceLd en tes, nodis inferioribus genicnlati, 4-5-nodi, teretes, 
ad 11 poll. alti et § lin. crassi. Foliorum vaginae internodirs 
saepe brevioj» eSj laxae, marginibus sparse pilosse, ore barbatm; 
ligula ad line am breviter et dense pilosam reducta; lamina rigi- 
dula, lineari-a^umijiata, plana, margine glandulosa et saepe invo- 
luta, facies superior in venis scabridula, ad 5 poll, longa, et vix 
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2 lin. lata. Panicula ellipsoidea, aut ob ramos deinum patente3 
ovoidea, ad 6 poll. Ionga et 5| poll, diametro; rhachis, rami, 
ramuli et pedicelli leves, pedicel li ad medium originemque, rami 
ramulique ad eoruni origines glauduiiferi; rami solitarii, inferi- 
orea 2| ad 3 poll, longi, mox supra basin ramulosi, ranuili de¬ 
mum divaricati; spieulse compactae, oiivacem, lineari-laneeolatee, 
10-18 flores, 2| ad 6 lin. long® quarn pedieellse longiores. Glumes 
ateriles inaequalea, inferior lanceolata, subacuta, quam gl. superior 
ovata subacuta, f lin. Ionga, paullo brevior; fertiles ovatac, obtusi- 
usculse, 1 lin. iongae, nervis lateralibus 2 promiuulis, ebasi versus 
apicem rhachilla? decidua?.; palese glumis paulio breviores, peivis- 
tentes ; anthera? T \j- lin. longoe. Fruetus oblongus, § lin. longus. 

Shenske: Kaolmsien (Hugh !). Mus. Brit. 

Approaches the Southern Indian and Ceylon species, Era¬ 
grostis Wilhlenouiana, Nees, which it recalls in general habit, 
but has a more compact spikelefc, with less blunt flowering-glumes 
aud less unequal barren glumes. 

8. Eragrostis interrupts Beam var. tenuissima. Staff, in 
Hook. f. EL Brit. IntL vii. p, 310. 

Eragrostis interrupta, Beauv .; Pilger, in Engl. Bot . Jahrb. xxix. (1000) 
p. 225, 

Eragrostis japoniea, Trin . in Mem . Acad. Petersb . ser, 6 ? i. (1830) 
p, 450; Hack, in Bull. Herb . Boiss. vii. (1809) p. 705. 

Eragrostis tenella, Bejilh. FL Hont/k. p. 431; Debeaiur, FI. Tchefou, 
p, 161; Franchet, in Mem. Sac. Sci. Nat . Cherbourg, xxiv. (1884) p. 270, 
et FL Baud. i. p. 335; Miff in Ann . Mus. Bot. Lugd.-Bat. ii. p. 280; 
Franck, et Sot vat. Emm. PI. Jap. ii. p, 177. 

Eragrostis tenuissima, Schrad. ex Nees, FL Afr. Austr. p. 410. 

Poa japonica, Thunb. FI. Jap . p, 51. 

Kiakgscj: Shanghai {Maingay, 550!), Chiukiang, Nankhuigfu 
(Reid\)’, Chekiang: Ningpo Mountains (Faber l) ; EoKiEtf : 
in rice-fields, Amoy ( Hanee, 1291, 3376 in part!) ; East Coast 
(Homel); Eokmosa (Oldham, 616!), Takow plain, in field (A. 
Henry, 2018!), Tamsui (A. Henry , 1450!); Hupeh: Iehang 
(A. Henry , 137, 22201), Changyang (A. Henry , 7738 !); South 
China (Petersen, in herb. Hance , 3376 in part!); Kwangtuno ; 
Lieuchau, Cauton (Lamontl), North Etver, Canton (Ford, 7!), 
Lantao (Ford, 14!), Whampoa (Boberlsonl Hancel ). Mus. 
Brit.; Herb. Kew. 

Japan; Tropical Asia. 
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9. Eragrostis major. Host, Gram . A it sir, iv. p. 14, t. 24; 
Filger, in FngL Bot. Jahrb. xxix. (1900) p. 225 ; Palibin , A<**\ 

JZbr/. Petr op. xix. (1901) p. 133 ; Herb . ito/w. 

rii. (1899) p. 706, et ser. 2, iii. (1903) p. 505 ; &'tapf, in Hook. f. 
FL Brit. Ind. vii. p. 320. 

Eragrostis megastachva, Link, Hort. Berol. i. p. 187; Fees, in Hook , $ 
Am. Bot. Beechers Voy. p. 251; Debeaux , FI. Tchefou , p. 100 ; Franc kef, 
FI. David, i. p. 335; Franck, et Savat. Fnum. FI. Jap. ii. p. 177 ; Ledeb. 
FI. Boss. iv. pf 382; Komarov ), in Act. Hort. Fetrop. xx. (1901) p. 294. 

Eragrostis poaeoides, Trin. in Mem. Acad. Sci. Fetersb, s&\ 6, i. (1830) 
p 404. 

Poa megastachva, Koel. Descr. Gram. p. 181 : Frcmchet, in Mem. Soc. 
8ci. Nat. Cherbourg, xxir. (1884) p. 269. 

China : without locality {Fortune, 3!); Chiiili : Peking ( Bret - 
Schneider, 859! Buskelll ); Shingkjng; Newchang ( Webster , 
311!) {Boss, 44!) ; Shantung: Chefoo (Btuhlmann in herb. 
Hance , 3514 in part!); Kiangsu: Shanghai (JMaingay, 547, 
741!); Kiangsi: Kmkiang(^<?^r!); Eokien: without locality, 
(De Grijs , in herb. Hance , 3514 in part!); Hupeh: Iehang 
{A, Henry, 172!); China: East Coast (Homed.) \ Eormosa 
( Campbell !), Apes' Hill, Takow (A. Henry , 1207!); Hortii 
Central China: Leunteon, Eenghosan (Hughl); Sitense : 
Paoki, Miaowansan {Hugh !), Kusan, Kisansien {Hugh !); 
Kwangtdng {Ford, 2161). Mas. Brit.; Herb. J£ew. 

Japan, warmer parts of Asia; Mediterranean region, Tropical 
and South Africa, warmer parts of America. 

• 10. Eragrostis Makinoi, Hack . in Bull. Herb . Bom. vii. 
(1899) p. 725. 

Formosa: Shinehiku (Makino , fide Hacked). 

I have seen no specimen. 

11. Eragrostis minor, Host, Gram, Austr. ir. p. 15; Hack, in 
Bull. Herb. Boiss. vii. (1899) p. 724, et ser. 2, iii. (1903) p. 505; 
8t a pf'> * n Hook.f FL Brit . 2nd. vii. p. 321. 

Eragrostis poaeoides, Beauv. Agrost . p. 162 ; Kojnarow , in Act, Hort* 
Fetrop. xx. (1901) p. 293 ; Ledeb, FL Boss. iv. p. 381 ; Turn. FI. Baic.- 
Dakur. ii. p. 329. 

, Chihli : near Peking (Bushell !); North- Central China : 
Leunteon, Eenghosan {Hugh !); Szechuen : Yangtzekiang 
(Faber, 1131!); Kwangtung : Lienchau (Lament X). Mus, 
Brit.; Herb. Kew. 
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, South Europe, North Africa to Abyssinia, Temperate Asia, 
aud Northern India. 

12. Eragrostis pilosa, Benuv. Agrost . p. 71; St end. Sjjn. 
Gram. p. 263; Benth. FL Hongk . p. 482 ; Deheaux, J7. Tchefou , 
p. 159; Franchet , PL David . i. p. 335 (et var. imberbis) ; 

^ 31ms. Lugd.-Bat. ii. p. 280; Branch, et Savat. Enum . 

PZ. */«/?. ii. p. 1/6; Kaclc. in Bull. Kerb. Pom*, vii. (1899) p. 706, 
et ter. 2, iii. (1903) p. 505 ; Ledeb. JF7. iv. p. 382 ; Turcz. 
.FL Baic.-Dahnr. ii. p. 329; Maxim . Brim. FL Amur , p. 320 ; 
BegeL Tent. FL Ussur. p. 168 ; Komarow, in Act. Kort . Betrop . 
sx. (1901) p. 292; Stapf in Kook.f. FL Brit . Jnr/. vii. p. 323. 

Eragrostis verticillata, Beam . c.; IVm, t# Hook. § Ant. Dot. 

Beechei/s Toy. p. 253, 

Poa pilosa, Linn. Sp. PI. p. 68; Francket, in Mem. Soc. Sa\ Fat. 
Cherbourg , xxiv. (1884) p. 269. 

Shingking : Newchang plain {Faber, 15301), Kaichow to 
Kinchow (Ifoss, 291 !) ; Shantung 72, 216 !) ; 

Kiangsu : Shanghai ( Maingay, 698 !); Hupeh (-4. Henri/, 
5001!); Shensi: Paoki, Alt. Miaowansan {Hugh !), Mt. Thae- 
peisan {Hugh !); Szechuen ; Alt. Omei {Faber, 1172 !); Kwang- 
tung : Whampoa {Kance, 3573! Wright \), Canton {Sampson, 
315 !). Mus. Brit.; Herb. Kew. 

Japan ; Southern Europe, and widely distributed in the warmer 
parts of the earth. 

13. Eragrostis pilosissima, Link, Kort . BeroL i. p. 189 ; 
Sieud. Syn . Gram. p. 280 ; Benth . FL Kongk , p. 432. 

Eragrostis Millettii, Fees, iri Kook . Am. Bot. Beecheys Toy. p. 252, 
Kwangtttng ; Pakwan Alountains, near Canton {Sampson, in 
herb. Kance, 1311!), Lofaushan {Ford, 133 !), British Kowlung 
(FbrJ, 593!), AYhampoa {Wright !), Alaeao {Vachelll); Hong¬ 
kong {Kance, 1311! Karland, 1007! Ford, in herb. Forbes, 
489 !). AIus. Brit.; Herb. Kew. 

Japan, 

14. Eragrostis stenophylla, Kochst . ex Miq. AnaL Bot . Ind. 
ii. p. 27; Stapf, in Kook.f FL Brit. Ind . vii. p. 318. 

Hongkong: hill-sides in small tufts and along mountain 
rivulets in crevices of rocks {Wright !). Herb, Kew. 

Tropical Asia and Africa, 
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15. Eragrostis tenella, Hoem . et Schult. Syst, ii. p. 576: Steud. 
Sj/n. Gram . p, 315. 

Eragrostis tenella, var, pluinosa, Stapf in Hook.f. FL Brit. Jhd. vii. 
p. 315. 

Emgrostis pluinosa, Link, Hart. Berol. i. p. 192; Steud . £ e.; iWs, 
ew Hook. § Am Beecheys Voy. p. 254 ; Be nth. FL Hough . p. 431; 
Jbfacft. in Bull , vii. (1890) p. 724. 

Poa plumosa, (Ms. iv. p. 20. 

Formosa '(Campbell l ); Kwangtung : Canton (Sfoiwpwfc, 313!), 
Pakhoi {Playfair, 148!); Hongkong : on walls (. fiance , 1291!) 
(Harlandl): China; without locality {Macartney ! Millett !). 
Mus. Brit.; Herb. Kew. 

Tropical Asia, Africa. 


1. Diarrhena japonica, Francl, et Savat . Emm, PL Jap, ii. 
p. 603 ; Hack, in Bull, Herb . .Bom*, vii. (1S9J) p. 707, et sdr. 2, 
iii. (1903) p. 503. 

Oncea japouica, Franck, et Savat. loo. cit. p. 178. 

Corea: wouils near Ouensan ( Faurie , 835, ex Hachel), 
Japan. 

* 

1. Heiica Gmelini. Turcz. ex Triii . /a Mem, Acad. Sci. Petersb. 

sdr. 6, i. (1831) p. 368; Stead. Syn. Gram. p. 2b9 ; Franehet, 
PI. David. i. p. 336; Komarow , a/* //or/. Petrop . xx. (1901) 

p. 296 ; Maxim. Prim. FI. Amur, p. 322; Hegel, Tent . //. 
Ussur. p. 169; Ledeb, FL Hose. iv. p. 398. 

Chihli : near top of Mt. Pohuashan, at 6000-7000 ft. {Moel- 
lendorff, in herb. Fiance, 3605 I). Mus. Brit. 

North Asia. 

2. Melica nutans, Linn. Sg>. PI. p. 66; Steud. Syn. Gram . 
p. 291; Franch et Savat. Enum. Pl. Jap . ii. p. 178 ; Hack, in 
Hull - Herb. Boiss. vii. (1809) p. 706 ; Komarow , in Act. FLort. 
Petrop. xx. (1901) p. 297; Maxim. Prim. FL Amur. p. 322 ; 
Hegel , Tent. FL Ussur. p. 169; Turcz. FL Baie.-Dakar, ii. 
p. 336; Hook.f. FI. Brit . hid . vii. p. 330. 

Shingking : between Moukden and Turfgcheshien {James !) ; 
Chekiang or Shantung {Faber, 289 or 291!). Herb. Kew. 
Japan, North and Central A*ia, Himalayas, Europe. 

Faber’s specimen (the locality of which is uncertain owing to 
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a mixing of two labels) resembles specimens collected in Japan, 
by the ‘Challenger’ Expedition in having whitish-green spikelets. 

8, Melica Onoei, Franch. et Savat. Fnuni. PL Jay. ii. p. 60S; 
Hack. in Bull. Herb. Boiss. vii. (L899) p. 707, et ser. 2, iii. 
(1903) p. 505. 

Chekiang : Ningpo Monntains ( Faber, 12,1733 1) ; Hupeh : 
Fang (A. Henry , 6611, 67161); Szechuen; North Wushan, 
4000-7000 feet (A. Henry , 7031!); Coeea : hills near Ottensan 
( Faurie , 809, ex Hackel ). Mus. Brit.; Herb. Hew. 

Japan. 

I have seen no authenticated specimen of this species; the 
plants referred to it agree fairly with the author’s description, 
though the spikelets in specimens collected by Henry and Faber 
are slightly larger. 

4. Melica Badula, Franchet , PL JDavUJ. i. p. 336. 

Then'S! : Xusan ( IluyJi !), Mt. Laoysan, Teuizseien (Hugh !). 
Mus. Brit. 

I have seen no authenticated specimen of this species ; Father 
Hugh’s plants agree fairly well with Franohet’s description.^ 

5. Melica scabrosa, Trin. in Bunge , Fnuni. PL Chin. Bor. 
p. 72; Stead. Syn. Gram . p. 29 L; Franchet , PL Daoid. i. p. 336, 
et in Mem. Soc. Sci . Nat. Cherb. xxiv. (1884) p. 270; Kan itz, 
in Math. Natunv. Ber. TJngarn, iii. (1885) p. 10 ; Baker $ Moore, 
in Journ . Finn. Soc ., Bot , xvii. (1879) p. 388; Komarow , in 
Act. Hort. Petrop. xx. (1901) p. 297; Hack, in Bull. Herb. 
Boiss. ser. 2, iii. (1903) p. 505. 

Chihli: mountain west of Peking ( Bretsclmcider , in Kerb. 
Forbes, 1984!); Szechuen : “Wushan gorge, Yangtzukiaug (Faber, 
1178!). Mus. Brit.; Herb. Hew. 

The plant from Nanchuan referred by Pilger (in Engl. Bot. 
Jahrb. xxix. p. 225) to Melica scabra , Linn., belongs here. 

1. Centotlieca lappacea, Dcsv. in Nonv . Ball. Soc. Philom. ii. 
(1810) p. 189; Stead. Syn. Gram. p. 116 ; Benth. in Hook. 
Niger FI. p. 56 ; Hance , in Journ. Linn. Soc., Bot . xiii. (1873) 
p, 136; Ftendle , in Oat . Afr. PL Welw. ii. p. 228. 

Holcus latifolius, Osbeck, Mesa, p. 247; Linn. Syst. ed. 10, p. 1305. 
FoitiiosA: Bankinsiug (A. Henry,90!); Xwanuxung: White 
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Cloud bills, Canton (Sampson, 1556 !), mainland opposite Hong¬ 
kong (Harlan d, in herb. Hance , 2131 in part!); Hoisraicoisa 
(Ranee , 2131 in part!), Happy Valley woods (Lamontl), ravine 
leading up to 900 yards range (Ur quh art, 250!). Mus. Brit.; 
Herb. Kew. 

Tropical Asia to Polynesia and Tropical Australia; Tropical 
Africa. 

Yar. inernds, Randle , n. var. Folia speciei ad 7 poll, longa 
et 1| poll. lata. Panicula triangulari-ovata, densa, 3| poll, 
longa et lata, rami horizontaliter patentes, seeuudi, spiculis 
nutantibus; spicul® £ poll. long®, 3—4-flor®. Glitmce florentes 
rarissime setam solitariam sub apiee gerentes. 

Formosa: Bankinsing (A. Henri/, 417!). Herb. Kew. 

At first sight this has the appearance of a distinct species, 
owing to the habit of the inflorescence with crowded secund 
branches and nodding spikelets. But, except for the practically 
complete absence of the characteristic recurved bristles of the 
flowering glumes, the spikelets do not differ from those of the 
species—in which, moreover, there is considerable variation in 
the number ot bristles on the glumes. 

1. Lophatherum gracile, Brongn . in Duperrey, Voyage, Bol, 
p. 50, t.S; Stead. Syn. Gram. p. 300; Benth. FL Honyk . p. 433; 
Hack, in Bull . Herb. Boiss . vii. (1899) p. 707; Franchet, PL 
David* i. p. 337; Pilyer, in Engl. Bot, Jahrb. xxix. (1900) p. 225 ; 
llook.f. FL Brit . In d. vii. p. 331. 

Lophatherum elatum, Zoll. et Mor. in Mar. Sysf. Verz. p. 102 ; Franck* 
et Savat Emm . PI Jap. ii. p. 179; Hack* in Biu/l But. Jahrb. vi. (1884) 
p. 50. 

Lophatherum japomeum, Steud. Syn. Gram . p. 300. 

Lophatherum Lehmanni, Fees, ex Stead. 1. c .; A. Henry, in Trans* 
Amt Sac* Jap. xxiv. Suppl (1896) p. 109. 

Chekiang : Ningpo Mountains (Faber, !); Fokien : Amoy 
(Hance, 1013 in part!) ; Formosa (Oldham, 618 I), Bankinsing 
Mountains (A. Henry, 1647 !); Hupeh: West (Wilson, 5331), 
Kanto and mountains to the northward ( A * Henry , 4635 !); Sze- 
CBira; Mt. Omei (Faber, 1184!; Kwanwung: wood at White 
Cloud Monastery, Canton (Sampson, 1166 !)f Hongkong: Happy 
Yaliey woods (Lamo?it ! Ford, 595! Hance , 1013in part! Wright !); 
■ Luchu Archipelago ( Wright !). Mus. Brit.; Herb. Kew, 

Japan, Hill country of India and Ceylon, Malaya. 
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2. Lophatherum sinense, Fendle , n. sp. 

Serba\ culmus (e specimine unico quod ex internodiis culmi 
Buperioribus tribus constat) teres, 1 bn. crassus, intemodium 
supremnm, ad panicuise basin, 14 poll, longum. Foliorum vaginas 
intemodia haud sequantes, striatse, sparsius scabridulo-pilosae; 
ligula obsoleta; lamina vix petiolata, lanceolata, acuminata, 
fiaccida, glabra, tesselata, ad 6 poll, longa, | poll. lata. Panicula 
8 poll, longa, rami distantes 5, rigide patento-ascgndentes, iu- 
finius 2 poll, lougus; spiculae late lanceolaiae, 3§ lin. longae. 
Glumce steriles dorso rotundatse, obtusse, 5-nerves, glabrge, in¬ 
ferior late oblonga, 2 lin. longa, superior ovata, 2-J- lin. longa; 
fertilis latissime ovata, mucronata, 7-nervis, glabra, cum mucrone 
(i lin.) 8 lin. longa, 2| lin. lata; palea 2£ lin. longa. Garyopsis 
ovoidea, 1| lin. longa, § lin. lata. 

Kjanose : Kiukiang (Shearer !). Herb. Kevv. 

Distinguished from Lophatherum gracile by the broader 
spikelet, very broad fertile glume, and broad ovoid grain. 

1. JEluropus littoralis, Pari PL Ital i. p. 461; Ledeb. PI. 
Foss. iv. p. 369; var. sinensis, Debeaux , PI. Tientsin , p. 50. 

Chihll: sands at Peiho, Tientsin (Debeaux). 

The species occurs in the Mediterranean region and Norih 
Asia. 


1. Dactylis glomerata, Linn. Sp. PL p. 71; Stead. Syn. Gram. 
]>. 297 ; Franchet , PL David, i. p. 146; Pilger, in Engl. Pot. 
Jahrb. xxix. (1900) p. 225; Franck . et Savat . Enum. PI. Jap. ii. 
p. 179 ; Hack, in Pull Herb. Boiss. vii. (1899) p. 708; Hook.f. 
FI Brit. Did . vii. p. 335. 

Hupeh: Hsingshau (A. Henry , 6530 A !), Patung {A.Henry, 
4673!); Szechtjen : Taeldeiilu {Pratt, 121!); Yujsxan : Mengtze, 
grass mountains to south, 5000 feet (A. Henry, 10740!). Mus. 
Brit.; Herb. Kew. 

Europe, !North Africa, West and Xorth Asia, and Himalayas. 

1. Briza elegans, *Osbech, Fes a, p. 246. 

Kwangttjng : near Canton ( Osbeck). 

1 have not seen this specimen. It is described as an exceed¬ 
ingly fine grass, which grew near the highest plantations, having 
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oblong spikelets and keeled glumes. It may perhaps be a 
synonym of Eragrostis major , Host. 

2. Briza minor, Linn. Sp. PL p. 70; St end. Si/n. Gram . 
p.282; Franehet , PL David, i, p. 337; Each, in Engl. Pot* 
Jaltrb. vi. (1884) p. 50; Franch . eh Savat. Emm. PL Jap. ii. 
p. 178; Each, in Bull Herb. Boiss. vii. (1899) p, 708. 

Chihli : environs of Jehol {David, ex Franehet ). 

Europe, iSorth Africa, Western Asia; widely distributed as 
an alien. 

1. Poa acroleuca, Steud. Sgn. Gram. p. 25G ; Ptiger , in Engl . 
Bot. Jaltrb. xxix. (1900) p. 226 ; Franehet , PZ. David, ii. p. 145; 
Palihm , £» HcZ. HorZ. Pstrop, xix. (1901) p. 133 ; JZZ#. in Ann. 
1Jus. Bot. Lugd.-Bat. ii. p. 280; Franch. et Savat. Emm. PL 
Jap. ii. p. 175 ; Each, in Bull. Eerb. Boiss. vii. (1899) p. 710, 
et ser. 2, iii. (1903) p. 506. 

China, without locality {Faber !); Siungking *. Peiling {Web¬ 
ster, 99 !) ; Kiangsu : Chinkiaug {Maries l); Hupeu (A. Eenrg , 
5792 1); Shensi : Paoki, Chifengsan {Eugh !), Hansunfu, Mt. 
ljem.$im{Eitgk !), Mt. Laoysan, Teuizscieu {Eugh ); Szeohuen : 
South Wushau {A. Eenrg , 56^5!); Coin, a: Port Hamilton 
{ Wilford\ 714!) , Lucnu Archipelago ( Wright !). Mus. Brit.; 
Herb. Kew. 

Japan. 

2. Poa annua, Linn. Sp. PI. p. 68; Steud. Sgn. Gram. p. 250; 
Pilger , in Engl. Bot. Jaltrb. xxix. (1900) p. 226 ; Mup in Ann. 
Musi Bot. Lugd.-Bat. ii. p. 279; Franch. et Savat. Enum. PL 
Jap. ii. p. 174 ; Each, in Ball. Eerb. Boiss. vii. (1899) p. 70S ; 
Stapf, in Eooh.f EL Brit. Lnd. vii. p. 345; Ttircz. EL Bale.- 
Dakar, ii. p. 327. 

Kiangsu : Shanghai ( Maingag , 580 !); Kiangsi : Kiukiang 
{Faber, 1150!); .Formosa ( Oldham , 617!); Hupeh: Parting 
( Wilson , 1646! A. Eenrg, 3746, 5425!), Icliang {A. Eenrg , 
824!), Mus. Brit.; Herb. Hew. 

Japan, mountains of India, Temperate Asia, Europe. Widely 
colonised in other countries. 

s 

Tar. nepalensis, Grisel). Goett. Nacltrieht. 1868, p. 75; Staff, 
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in Hook. f. FL Frit. IniL vii. p. 846; Fiber , in Hugh Bot . 
Jahrb. xxix. (1900) p. 226. 

Poa nepalensis, Wall, ex Duthie , Grasses V. W. India , p. 40 (nomen); 
Franchet , PL David, ii. p. 145. 

Szecbuek : Moupin {David, ex Franchet). 

Western Himalayas. 

3. Poa attenuata, Trin. in Bunge, Verz. SuppL FI. Altaic. 
p. 9; Steud. Sgn. Gram, p.254; titapf in Hoo/cl f. FL Brit. 
Ind . vii. p. 840; Tarcz. FL Baic.-Dalmr. ii. p. 324. 

Poa nemoralis, var., J Ranee, in Journ. But. xviii. (1880) p. 308. 

Chlhli : near the top of Mt. Pohuashan, 6000-7000 feet 
(Moellendorff ’ in herb. JELance , 20314!). Mus. Brit.; Herb. 
Ivew. 

Himalayas, Central and North Asia. 

A small form of the species. 

Var. vivipara, Handle , n, var. Herba humilis; cnlmi (cum pani- 
cola) 5-7-polli cares. Folia plana vel plicata, lineari-acunuuata, 
ad 2| poll, longa; ligula lata, obtusa vel abrupte acuta, 1| iiu. 
longa; lamina suprema vaginam excedens. Fanicula lf-2^ poll, 
lon^a, lineari-oblaneeolata, densa; rami ad quemque n»dum 
gemiui, scabridi, suberecti, sub apice pauci-spiculiferi; spieulte 
2 lin. longse, ovato-lanceolatse, vhipara?, violaeese. Glirnee ste- 
riles cum earina sub apice solum scabridula*; callus gimme 
fertilis breviter et sparse pilosus, earina et nervi marginales ad 
basin tantum pilosa; anther# T \- poll, long#. 

Sjieissi: Md. Miaowansan ( Hugh !). Mus. Brit. 

4. Poa Faberi, Rendle , n. sp. 

Herba perenuis, glabra, rhizomate duro ; culmi sesquipedales, 
cont'erti, graeiles, basi breviter deeumbentes et cum vagiuis 
scariosis brunneis eircumdati. Folia caulina tria, nodum su- 
premurn sub medio culmi positum; vaginae striat8e,subseabiidul#; 
ligula acuta, ad 2 lin. longa; lamina plana, linearis, basi angustata, 
superne longe attenuata, scabridula, nenis primaries tribus; 
folii supremi vagina 4^ poll, longa, lamina 3J poll, longa, | lin. 
lata; folii seeundi*vagina 3 poll, longa, lamina 4 poll, longa. 
Fanicula bmceolata, densa, 4| poll, longa, axis et rami tenues, 
scabriduli; rami flexuoai in parte inleriore nudi, superne sparse 
et breviter ramulosi, dense et stricte spiculiferi, ad noduxn infe- 
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riorem 5, 1-2 poll, longi; spieul® oblanceolat® et obovat®, 4- 
flor®, rigidul®, 2§ lin. long®, pedicellos scabridulos excedontes. 
Glumes steriles acut®, lanceolat®, 3-nerves, in carina nervisque 
]ateralibus scabrid®; superior latior et longior (vix lin. longa) 
quam inferior; florentes ovatae obtus®, apice breviter membra- 
nace®, 5-nerves, carina scabrida et velut nervis marginalibus ad 
medium pilosa, pedieellus contexto-lanatus; gl. infima li lin. 
longa; palea 1-J- lin. longa; earinis eiliolatis; anther® | lin. 
lone®. 

Kiamstj: Shanghai (Faber, 293 H; Shensi: Mt. Laoysan, 
Tcuizscien {Hugh !), Kaolinsien (Hugh !), Hansunfu, Mt. Lean- 
sau (Hugh !). Mus. Brit.; Herb. Kew. 

A dhtinet species of the Foa nemo rails group, differentiated 
by its long acute ligule ? dense narrow panicle with quinate 
branches which are free from spikelets below, and minute 
anthers. 

Yar. ligulata, Men die, n. var. PI an fa- gracilis, bipedalis; ligula 
elongata, acuta, ad 5 liu. longa. Panicula gracilis'^tspicul® 
biflorae. 

BzEcnnEN : Fou, Yangtzekiang (Faber, 1159 !). Herb. Kew. 

5. Foa gracillima, Bendle, n. sp. 

Herba humilis, ut up pare t e®spitosa, glabra, 4 poll, alta; 
culmi tenues, compressi, Folia caulina 3, supremum basin 
panieul® ampleetans; vagina suprema quam inferiores longior 
(10 lin. longa) laihin® sequans, lamina folii secundi longior 
(1| poll, longa); vagin® strict®, compress®, striat®; ligula vix 
^ liu. longa, obtusa; lamina linearis, superne longe attenuata, 
plana, flaccida, f lin. lata. Panicula lj poll, longa, rhachis 
capillaris, flexuosa, levis, nodis 5, rami distantes, asiendentes, 
solitarii, tenuissimi, seabriduli, parte inferiore(ad dimidiam) nudi, 
superne 5-1-spiculiferi; rami duo infimi semipollicares, interdum 
cum ramulo breve 2-spiculifero. Bpiculas elliptic®, 2-3-flor®, 
1| lin. long® ; pedieello seabridulo spieulam ®quante. Glumes 
subrigidul®, steriles, lanceolat®, acut®, cum carina scabridula, 
inferior uninervis, h lin. longa, superior latior, trinervis, § lin. 
longa; fertile** omnino gkbr®, plicat®, obltmgo-lanceolat®, ob- 
tuB®, in parte \ superiore membranace®, albid®, 5-nerves, in 
carina seabridul®, inferior 1 lin. longa, palea paullo brevior, 
canals in parte superiore seabriduli*; anther® vix \ liu. long®... 
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SzEcntiEir i Mt. Omei (Faber, 1185 !). Herb. ELew. 

A very small delicate specimen, suggesting somewhat a dwarf 
form of Poa annua, but differing in the habit of the panicle and 
the complete absence of hair on the fertile glumes, which are 
also less membranous than in P. annua. 

6. Poa Mariesii, Bendle, n. sp. 

Planta subrobusta; culrni flexuosi, ereeti, sub rredio 1| lin. 
erassi, internodiis levibus striatis. Folia culmi 4, supremuni 
basin paniculse vaginans ; vaginae laxae, striatse, glabrae, suprema 
quam inferiores paullo longior (circa 5 poll, longa) quam ejus 
lamina paullo brevior; ligula brevis, truncata, 1 lin. longa; 
lamina linearis, superne longe attenuata, plana, flaceida, muiti- 
nervis, glabra, 3 lin. lata, 5-6§ poll, longa; suprema quam 
secunda paullo brevior. Panicula subpyramidalis, flexuosa, 
8| poll, longa, 2-21 poll, lata, ramis geminis, axis in parte 
superiore solum subscabridulus eeterum levis, rami in parte 
superiore subscabriduli, ramuli scabriduli; rami ad nodum 
infimum 3 poll, et 2^ poll, longi, superne gradatim deminuentes, 
in parte inferiore Q-J) nudi, superne (cum ramulis) subdense 
spiculiferi; spiculae ellipticae, 5-6-florae, 3 lin. long®. Glnmce 
steriles laneeolatae, acutae, apice membranaeeae et albidae, in¬ 
ferior 1 \ lin. longa, uninervis, superior 3-nervis, 1| lin. longa, 
quam inferior latior et minus acuta; fertiles firm®, dum plicatse 
laneeolatae, obtusae vel subacutae, apice et margine membranaeeae 
et albidae, 5-nerves, carina (ad f-f longitudinis) ut nervus mar¬ 
ginalia (ad |-f longit.) dense et regular iter pilosa, pilxs \ lin. 
longa; infima 2| lin. longa; carinae paleae ciliolatse; anther® 
| lin. longae; pedicellus breviter contortuplicato-lanatus. 

Kijlngsu : Chiukiang and River Yangtze (Maries 1). Herb. 
Kew. 

A well-marked species of the Poa pratensis group, charac¬ 
terized by its robust habit, large broad leaves, the upper blade 
being nearly as long as that of the leaf at the second node, the 
large panicle, the 4-5-flowered spikelets, the very hairy keels 
and marginal nerves of the fertile glumes, and the small anthers. 
• 

7. Poa nemoralis, Linn . Sp. PI. p. 69; Steud. Syn. Gram. 
p. 251; Miq. in Ann. Mas. Pot. Lugd.-Bai . ii. p. 280; Franck, 
et Savat. Fnwm.*Pl. Jap. ii. p. 174; Mach, in Bulk Herb. Boiss . 

Lira. JOUra.—BOTANT, VOL. XXXVI, 2 E 
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vii. (1899) p. 710; Stapf, in Hook.f. FL Brit. Ind . vii. p. 341; 
Turcz. FI. Baic.-Dahur. ii. p. 327. 

Shensi : Mt. Miaowansan {Hugh !). Mus. Brit. 

Var. ligulata, Stapf, in HooJc.f. FI. Brit. Ind. vii. p. 341. 
Hupeh (A. Henry , 6807 !). Mus. Brit.; Herb. Kew. 
Himalayas. 

The specimen, which is in fruit, is not in a very satisfactory 
condition Mr determination. 

Yar. mongolica, Bendle , n. var. Paniculce rami tantum in 
parte snperiore ramulosi et spiculiferi. Glumes fertiles in carina 
ad | longit. longius pilosse, in nervo marginal© ad •§ longit. 
Shingking: between Moukden and Tungcheshien (Jamesty. 
Herb. Hew. 

The geminate branches o£ the panicle, which are bare and 
unbranched for half or more than halt their length, give a 
characteristic appearance to the inflorescence. The keel and 
marginal nerves of the fertile glumes bear more and longer 
hairs than usual in the species. There is a scanty tuft of wool 
on the short pedicel. 

• 

8. Poa pratensis, Linn. Sp. PL p. 67; Steud. Syn. Gram. 
p. 251; Baker Sf Moore , in Journ . Linn . Soc., Bot. xvii. (1879) 
p. 388 ; Franchet , PL David, i. p. 387; Mig. in Ann. Mus. Bot. 
Lugd.-Bat. ii. p. 280; French. et Savat. Fnum . PL Jap. ii. p. 174; 
Hack . in Bull . Herb . Boiss . vii. (1899) p. 708, et s4r. 2, iii. 
(1903) p. 506; Stapf, in Hook, f FI. Brit. Ind . vii. p. 339; 
Turcz. FI. Baic.-Dahur . ii. p. 328. 

Chihli: Jehol ( David , 1807!); Shingking : Chienshan 
(Boss, 586!), Jaoling (Boss, 383!), between Moukden and 
Tungcheshien ( James !) ; Shensi : Kusan (Hugh !) ; Hupeh : 
Patuag (A. Henry, 4026!); Cobea : East Corea (Berry !). 
Mus. Brit.; Herb. Kew. 

Japan, Himalayas, and North temperate regions. 

Yar. angustifolia, Gaud. Agrost. Helvet . i. p. 214; Kunth, 
Fnum. i. p. 353; Franchet, PL David . i. p. 337; Stapf, in 
Hook. f. FI. Brit . Ind. vii. p. 310; Turc&. FL Baic.-Dahur. ii. 
p, 328. 

Shensi : Paoki, Chifengsan (Hugh !). Mus. Brit. 

North temperate regions. 
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9. Poa prolixior, Bendle, n. sp. 

Herba perennis?, glabra; culmi tenuissimi, 27 poll, alti, vix 
i lin. crassi, basi ascendentes et genieulati, 4-nodi; nodum 
supremum | culmi longit. a basi locatum. Poliorum vagiu® 
ut culmi seabridule striat®, strict®, quam intemodia breviores, 
infer® albido-membranace® quam suprema breviores; ligula 
lata, superne fimbriata, adl| lin.longa; lamin® angusto-lineares 
ad apicem aeutum attenuat®, suprema quam inferiores long!or, 
3|-4^ poll, longa, \ lin. lata, ejus vaginae vix sequans vel earn 
paullo excedens. Panicula stricta, flexuosa, interdum secunda, ad 
3 poll, longa; rami gemini erecti vel suberecti, in parte inferior© 
(circa §) nudi, scabriduli ut in ramulis brevibus pedicellisque, 
in parte superiore sublaxiter spiculiferi; spicul® lancenlat®, 
lin. long®, pedicellos excedentes, 2-flor®. Glum# firm®, 
steriles lanceolat®, acutse, trinerves, cum carina scabridula, et 
marginibus anguste membranaceis, 1| lin. long®; fertiles dum 
plicat® oblong® vel oblongo-lanceolat®, sub apice (ad 4- longit.) 
membranace®, 5-nerves, nervo marginale ad basin sparse piloso, 
carina ad medium pilosa, callus sparsius eon tort uplicato - 
lanatus; inferior sterilibus sub®quans vel paullo longior; 
palea in carinis supra medium minute ciliolata; antber® | lin. 
long®. 

Hupeh : Patung, in grass, 6000 ft. ( A. Henry, 6049 !); 
Szechueh: Mt. Omei {Faber, 1147!). Herb. Kew. 

A distinct species of the Poa nemoraln group, characterized 
by its very slender elongated stem, developed ligule, strict 
inflorescence, and small few-flowered spikelets. 

10. Poa sphondylodes, Trin. in Bunge , Enum. PL Chin . Bor, 
p. 71; Bteud. Syn. Gram . p. 256; Baker $ Moore , in Joum . 
Linn . Soc., Bot. xvii. (1879) p. 388 ; Eranchet , PL David, i. 
p. 338 ; Palibin , in Act . Horti Petr op. xix. (1901) p. 133 ; Mi%> 
in Ann. Mu$. Bot. Lugd.-BaL ii. p. 280; Branch . et iSavat. 
Enum. PI. Jap. ii. p. 175. 

Poa linearis, Trin. 1. c. and its var. subdiantha, Pranchet , m Mem. Soc. 
Sci Nat Cherbourg , xsiv. (1884) p. 269, may belong here. 

Poa strictula, Steud. L c. p. 426. 

Poa palustris, Linn., var. strictula, Hack, in Bull. Herb . Boies, vij. 
(1899) p. 710, et s&r. 2, iii. (1903) p. 506. 


2x2 
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Chihli : Jehol (David, in herb. Dance, 15612 in part!), 
Peking (BushelU), mountains near Peking (Bretschneider, in 
herb. Hance , 15612 in part!) ; Shingking : Sarhoo (Boss, 337!), 
East of Fooling (.Koss, 359 !), Chienshan (Boss, 526 !), Liao River, 
west of Liaoyang (Boss, 111); Kiangsit: Shanghai (Berry ! 
Forbes, 1073!); Htjpeh: Patung (Wilson, 1640!); Shensi : 
Mt. Laoysan, Tcuizseien (Hugh !), Paoki, Chifengsan (Hugh !); 
Corea: East (Perry l\ Soul (Sontagl); Corean Archipelago 
(Oldham, 946 !). Mus. Brit.; Herb. Kew. 

Japan. 

31. Poa viridula, Palibin, in Act . Horti Petrop . six. (1901) 
p. 134. 

Corea*. Soul, Mt. Tisan (Sontag !). Mus. Brit. 


1. Glyceria aquatica, Wahlenl. FI. Goth. p. 18; Smith, Engl. 
FI. p. 116 ; Branchet, PI. David . i. p. 338; Hade . in Pull. 
Herb. Poiss. vii. (1899) p. 711, et se'r. 2, iii. (1903) p. 506 ; 
Ledeb. FI. Boss. iv. p. 392 ; Turcz. FI. Baic.-Dahur. ii. p. 334; 
Beg el. Tent. FI. Ussur . p. 168. 

Chihli : Jehol, banks of streams (David, in herb. Hance, 
3617 !) ; Shingking : between Tmigeheshien and Maorshan, 
Tain River (James \)\ Chekiang: Niogpo Mountains (Faber, 
1735!). Mus. Brit.; Herb. Kew, 

Japan, North and Central Asia; Europe. 

2. Glyceria distans, Wahlenl. FI. Upsal. p. 36; Hook. f FI. 
Brit . Ind. vii. p. 347. 

Atropis distans, Griseb. in Ledeb. FI Boss. iv. p. 388 ; Hack in Bull. 
Herb . Boies, s£r. 2, iii. (1903) p. 500 ; Kanitz, in Math. u. Naturw. Ber . 
aus Unyam , iii. (1884) p. 9. 

Chihli : Peking (David ! Bretschneider, 887 !); Corea : wet 
places near Chinampo (Faurie, 865, 873, fide Hackel). Herb, 
Kew. 

Europe, North and Central Asia (Western Tibet). 

The plant from Peking collected by David is probably the one 
referred by Eranchefc (PI. David, i. p. 338) to Glyceria convolute , 
Fries, which in the ‘ Flora of British India ’ is regarded as a 
variety (var, convoluta) of G. distans. 
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3. Glyceria proeumbens, Fumort. Ohs. Gram . FI. Belg. p. 145. 

Festuca proeumbens, Kunth , Rev, Gram, p. 129. 

Poa proeumbens, Cart, FL Loud, fase. vi. p. 11. 

Kiatosu : Shanghai ( Maingag , 579 !). Herb. Kew. 

Europe; probably an introduction in China. 

1. Festuca gigantea, Till, Hist, FI, Faugh, it. p. 110; Kunth , 
Enum, FI, i. p. 407; Sack, in Bull. Serb. Boiss . ser. 2, iii. 
(1903) p. 506; Komarow , in Act. Sorti Feirop . xx. (1901) 
p. 311; Ledeb . FL Boss . iy. p. 354 ; Maxim . Frim. FI. Amur. 
p. 3IS; Stapf \ in Soofc.f FI. Brit. Ind. yii. p. 353. 

Shingetno : Ghienshan (Boss, 4441). Herb. Kew. 

Japan, North Asia, Temperate Himalaya; Europe. 

A depauperate form. 

2. Festuca modesta, Steucl. Sgn. Gram. p. 316; Stapf, in 
Sook.f. FI. Brit. Ind. yii. p. 354. 

Hupeh: South Patung (A. Senrg, 5345!), Patung ( Wilson, 
1643 !). Mus. Brit.; Herb. Kew. 

Himalayas. 

Wilson’s specimen has a longer ligule than usual in the 
species, reaching sometimes a quarter of an inch or more in 
length; but I find considerable variation in this character both 
in the Indian and Chinese specimens. 

3. Festuca ovina, Linn. Sp. FL p. 73; var. vulgaris, Koch, 
Sgn. ii. p. 812; Sack. Mon . Festuc. Furop. p. 86, et in Bull. 
Serb . Boiss . yii. (1899) p. 713, et ser. 2, iii. (1903) p. 506; 
Faltbin, in Act. Sorti Feirop. six. (1901) p. 35. 

Seensi; Mb. Miaowansan (Sugh\); Hupeh; Hsingshan, 
10,000 ft. (A. Senrg , 6966 !); Corea : dry places on Mt. Nam- 
san near Soul ( Faurie, 879, fide Sackel). Mus. Brit.; Herb. 
Kew. 

Europe, North Asia. 

4. Festuca parvigluma, Steud. Sgn. Gram. p. 305; Sack, in 
Bull. Serb. Boiss. vii. (1899) p. 713, et ser. 2, iii. (1903) p. 506; 
Falibin , in Act. Sorti Feirop. xix. (1901) p. 35. 

Cheeiam : Ningpo Mountains (Faber, 300!); Hupeh: Cbien- 
sbih (A. Senrg, 5792!); Couea : Port Hamilton ( Wilford, 
701!). Herb. Kew. 

Japan. 
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1. Bromus asper, Murr. Prodr. Stir]?. G oiling. p. 42; Stead. 
Syr. Gram . p. 320; Stapf, in Hook. f. FI. Brit . Inch vii. 
p. 358; Lecleb. FI. Boss. iv. p. 356. 

Xiangsu: Shanghai (Main gay, 708 !) ; Chekiang : Ningpo 
Mountains (Faber, 1736 !); Hupeh: Ichang (A. Henry, 3560!), 
Hsingshan, 8000-9000 ft. (A. Henry , 6994!); Hongkong: 
Putoy Isle, sand of sea-shore (Faber, 18 !). Mus. Brit.; Herb. 
Kew. t 

Europe, North Africa, West and North Asia, and Iiiil 
Country of India. 

2. Bromus japonicus, Thunb. FI. Jap. p. 51; Steud. Syn. 
Gram. p. 326 ; Filger , in FngL Bot. Jahrb. xxix. (1900) p. 226 ; 
Mig. in Ann . Mus. Bot. Lugd.-Bat. ii. p. 283; Franch. et Savat . 
JSnum. PI. Jap . ii. p. 181; Hack, in Bull. Herb. Boiss. vii. 
(1899) p. 714, et ser. 2, iii. (1903) p. 506 ; Palibin,in Act. Horti 
Petrop. xu. (1901) p. 135 ; Hance , in Journ. Bot. xvi, (1878) 
p. 234. 

Bromus patulus, Mert. Koch, in Pohl. Deutschl. FI. i. p. 685 ; Stapf, 
in Hook.f. FI. Brit. 2nd. vii. p. 361. 

Shantung: Chefoo (Swinhoe l Perry !); Xiangst: Xiukiang 
(Forbes, 18 !), Shanghai ( Maingay, 352 ! Faber , 289 !), Woosing 
River, Shanghai (Perry !), Nanking and Wan City (Faber, 1158!), 
Ch^u (Oldham, 19!); Hupeh: IcbangfA. Henry, 4033, 3523!), 
Paiung (A. Henry, 4732!), West Patung ( Wilson, 1649!); 
Shensi: Paoki, Chifengsan (Hughfy, Kusan (Hugh\), Kaolinsien 
(Hugh !), Mt.Laoysan, Tcuizscien (Hugh !), Hukiascien (Hughl ); 
Szecbluen (Parker, in herb. Hance, 17893 in part!); Cokjea : 
Port Chusan (Wilford, 929!), East Corea (Perry !). Mus. Brit.; 
Herb. Kew. 

Japan, Temperate Asia; Europe. 

3. Bromus pauciflorus, Hack, in Bull. Herb. Boiss. vii. (1899) 
p. 713, et ser. 2, iii. (1903) p. 506. 

Festuca paucifiora, Thunb. FI. Jap, p. 52. 

Festuca remotiflora, Stead. Syn. Gram. p. 315; Filger, in Engl. Bot 
Jah'b. xxix. (1900) p. 226, 

Schedonorus remotiflorus, Miq, in Ann. Mus. Bot Lugd.-Bat ii. 
p. 283 ; Franch. et Savat Emm. PL Jap. ii. p. IBjf; Franchet, PL David, 
i- p. 339, ii. p. 146. 

Szeohukn: Monpin (David, fide Franchet). 

Japan. 
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4. Bromus s^uairosns, Linn. Sp. PL p. 76; Steud. Syn. (dram, 
p. 32 j ; Pilger r m Engl. Bot . Jakrb. xxix. (1900) p. 226 ; Ledeb . 
FL Boss. iv. p. 363. 

Szechuen i Nancluan ( Book , fide Pilger). 

West and North Asia ; Europe. 

5. Bromus tectcrum, Linn. Sp. PL p. 77 ; Steud. Syn. Gram. 
p. 318 ; Stapf, m Book. f. FI. Bi'it. Ind. vii. p, 359* 

Szechuen .* X&cbienlu (Pratt, 198 !). Mus. Brit.; Herb. 
Kew. 

Europe, North Africa, Western and Northern Asia, Hima¬ 
layas. 


1. Brachyp odium silvaticum, Beam. Agrost. p. 155; Pilger , 
in Engl. Bot. Jahrb. xxix. (1900) p. 226 ; Miq. in Ann. Mus. Bot. 
Lugd.-Bat . ii. p. 286; Franck, et Savat. Enum. PL Jap. ii. 
p. 185 ; Each, in Bull. Eerb. Boiss. vii. (1899) p. 714; Baker 
Sf Moore , in Jcurn . Linn. Soc., Bot. xvii. (1879) p. 388 ; Eook. f. 
FI. Brit. Ind. rid. p. 363; Ledeb. FL J Boss. iv. p. 346. 

Shingking: Chienshan (Boss, 580!); Hupeh; Pang, 7000 ft. 
(A. Henry , 6745!), Patung (A. Eenrg , 4721!); Szechiten: 
Tongolo (Soulie^ 246 1); Yunnan; !Mengtze, woods at 4600 ft. 
(A. Henry, 11255 !). Mus. Brit. ; Herb. Hew. 

Japan, North Asia, mouutains of India; Europe. 


Tribe Horded. 

1. Agropyrum caninum, Beam. Agrost. p. 146; Pilger , in 
Engl. Bot. Jakrl. xxix. (1900) p. 226; Each, in Bull. Eerb . 
Boiss, vii. (1899) p. 714. 

Triticum caniauta, Schreb. Spirit. FL Lips. p. 51; Steud. Sgn. Gram. 
p. 344; Trin. i% Bunge, Enum. PL Chin, Bor. p. 72; Maxim. Prim, FL 
Amur. p. 478. 

China : East Coast (Eome !) ; Chihli : mountains west of 
Peking (. BreUchneider , 856!), Peking (Bmhelll); Kiangsu: 
Shanghai (Perry !) ; Hupeh ; Patung (A. Eenrg , 4726!), Iehang 
(A. Eenrg, 197 3 f98!); Szechuen (A. Eenrg, 5873 1); Corea: 
East (Perry !); Co re an Archipelago : Tsusima Islands ( Wil- 
ford, 779 !). Mus. Brit.; Herb. Kew. 

Japan, Europe* North America. 
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2. Agropyrum ciliare, Franchet, PI. David, i. p. 341; Palibin , 

in Act . Ford Petr op. xix. (1901) p. 135; Komarow , xx. 

(1901) p. 315. 

Agropyrum semicostatum, ifecs, var. ciliare, m 2?w/7. JZcrA 

.Bo&ss, s&\ 2, iii. (1903) p. 506. 

Triticum ciliare, Trin. in Burge, Emm. PL Chin. Bor. p. 72; Fran diet, 
in Mem. Soc. Sci. Nat. Cherbourg , xxiv. (1884) p. 271; Maxim. Prim. 
FI. Amur. p. 478. 

Brachypodiifni cliinense, 8. Moore, in Joum. Bot. xiii. (1875) p. 230. 
Chihli : mountains west of Peking (Bretschneider, 835!), 
hills about Peking ( Williams , in herb. Fance , 13838 in part!), 
dry hills, Jeliol (David, in herb. Fance , 13838 in part!), Mt. 
Pohuashan ( Moellendorff.\ in herb. Fance, 13838 in part!); 
Shahtung- : Chefoo ( Perry !); KiAira-si : EZiukiatig (Shearer !); 
Hupeh: Ichang (A. Henry , 3486, 201!); Shehsi : Kusan 
(Hugh); SHmGHijrQ : Moukden to Laioyang (Boss, 341!), 
Chienshan ( Boss , 598!); Corea: Soul ( Sontagl ), East Corea 
(Perry 1 ). Mus. Brit.; Herb. Kevv. 

North Asia. 

3. Agropyrum repens, Beauv. Agrost. p. 146; Fool. f. FI. 
Brit*Did. vii. p. 370. 

Agropyrum pseudo-agropyrum, Franchet , PL David, i. p. 340; Hack, 
in BuU. Herb. Boiss. s&\ 2, iii. (1903) p. 507; Komaroic , in Act. Ford 
Petrop. xx. (1901) p. 315. 

Triticum pseudo-agropyrum, Griseb. in Ledeb. FI. Boss. iv. p. 343 ; 
Maxim. Prm. FI. Amur. p. 318; Franchet, in Mem. Soc. Sci. Nat . 
Cherbourg, xxiv. (1884) p. 271. 

Triticum chinense, Trin. in Bunge, Emim. PI. Chin . Bor. p. 72; 
Maxim. L c . p. 478. 

Triticum repens, Linn. Sp. Pl. p. 86. 

Elymus pseudo-agropyrum, Trin. in Bull. Soc. Nat. Mosc. 1838, p. 105 
(nomen), et in Tuvcz. FI. Baic.-Dahur. ii. p. 350. 

Chihli: Jehol, in dry places (David, in herb. Fance , 15614 
in part!), Peking (JBretschneider, in herb. Ilance, 15614 in part!); 
Kian-gsu: Shanghai (Forbes !). Mus. Brit.; Herb. Kew. 

North Asia, Himalayas; widely distributed in temperate 
regions. 

i r 

. 4i. Agropyrum semieostatum, JSFees, ex Steud. Syn. Gram. 
p. 341!; yar. trausiens, Rack, in Bull. Kerb. Boiss. s6r. 2, iii. 
(1003) p. 507. 
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Corea : sand of the river Pyengyang ( Faurie , 841, fide 
Hacfcel ). 

5. Agropyrum strigosum, Franchet , PL David, i. p. 340. 
Tritieum strigosum, Less, in Linncea,ix. (1834) p. 170; Maxim. Prim. 
FL Amur. p. 478. 

Chihli: Jehol (David, 187S, fide Franchet). 

1. Lepturus repens, B. JBr. Prodr . p. 207 ; Steud. Syn. Gram . 
p. 357 ; Hook.f. FL Brit . hid. vii. p. 365. 

Formosa : Takow (A. Henry , 756,1174,1202!). Mus. Brit.; 
Herb. Kew. 

Ceylon, Malaya, Pacific Islands, Australia, Mascarcne Is., 
South Africa. 

1. Elymus arenarlus, Linn. Sp. PL p. 83; var. coreensis, 
Hctclc. in Bull . Herb. Boiss. ser. 2, lii. (1903) p. 507. 

Corea : Ouensan ( Faurie , 843, fide Hacfcel). 

The species occurs in Europe including Arctic, North Asia 
and Japan. 

2. Elymus dahurieus, Trin. in Bull. Son . Hat. Mosc. 1$38, 
p. 105 (nomen), et FL Altaic, ii. p. 348; Steud . Syn. Gram. 
p. 348; Franchet , PL David. i. p. 342, et ii. p. 146 ; Komarow, 
in Act. Horti Petr op. xx. (1901) p. 318 ; Pilger , in Fngl. Bot. 
Jahrb. xxix. (1900) p. 226 ; Ledeb. FL Boss. iv. p. 331; Hack. 
in Bull. Herb. Boiss . vii. (1899) p. 715. 

Chihli: neighbourhood of Peking (David, 562! Bretsdmeider, 
846!); Hupeh: Patung(A. Henry, 4709!); Szechuen: Moupin 
(David, fide Franchet ). Herb. K ew. 

Himalayas, Central Asia, North Asia. 

Var. cylindricus, Franchet , PL David, i, p. 342. 

Chihli : neighbourhood of Peking (David, fide Franchet). 

3. Elymus dasystachys, Trin. in Ledeb. FL Altaic, i. p. 120 ; 
Steud. Syn. Gram. p. 330; Franchet , PL David, i. p. 341; 
Komarow , in Act . Horti Petrop. xx. (1901) p. 320; Hook. f. FL 
Brit. Ind. vii. p. 374*; Ledeb . FL Boss. i. p. 383. 

Shensi: in the mountains (David, in herb. Hance , 7960!). 
Mus. Brit. 

Central and North Asia, Himalayas. 
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4. Elymus excelsus, Turcz. in Bull . Soc. Nat. Mosc . p. 105 

(nomen), et FI Altaic . ii. p. 349; Syn. Gram . p, 348; 

JEwi. »» Bull Herb. Boiss. ser. 2, iii. (1903) p. 507 ; Komarow % 
in Act.Horti Petrop. xx. (1901) p. 319; £<?*&. £7. -Boss. iv. 
p. 331. 

Cokea : Ouensan ( Faurie , 844, fide Hackel). 

North Asia. 

p 

5. Elymus sibiricus, Linn. Sp. PI p. 83; Steud . Syn. Gram . 
p. 348; Francket , PZ. Ztoa<Z. i. p. 341; Each, in Bull Herb. 
Boiss. vii. (1899) p. 715; Eomarow , in Act. Horti Petrop . xx. 
(1901) p. 317; Ledeb . PZ, Altaic, i. p. 123, PZ. Boss, iv. p. 330; 
Bey el, Tent. FI Ussur. p. 167; Maxim. Prion. FI Amur. p. 317; 
Nook.f. FI. Brit . J*u7. vii. p. 373. 

SHmoKHiTG: Laoyehling and other hills near Moukden(Jdwzes!); 
Shestsi : Mt. Miaowansan (Hugh !). Mus. Brit.; Herb. Kew. 
Himalayas, Central and North Asia; America. 

1. Asprella Duthiei, Stapf in Nook. f. FI. Brit. Ind. vii. 
p. 375, etin Hook. Icon. PI. t. 2525; Pilger , in Fngl. Bot. Jahrb. 
xxix. (1900) p. 226. 

Hupeh : Chienshih (A. Nenry , 5918 !). Herb. Kew. 

VVestern Himalaya. 


Tribe Bambtjsej;. 

1. Arnndinaria densiflora, Bendle , n. sp. 

Frutex ; internodia glabra. Foliorum vaginas, in ramis flori- 
feris, glabras, apice breviter marginatse et ore fimbriates; ligula 
brevis, truncata; lamina lineari-lanceolata, acuta, 2|~4 poll, 
longa, ad (vix) f poll, lata, in petiolum brevem attenuata, mar- 
gine subaspera, venae secundarias utrinque 5, interspatiis minute 
et regulariter tessellatis. Bacemi parvi, densi, pauci-(circa 5-) 
spiculiferi, in ramulis florentibus approximate axis brevis cum 
bracteis sursnm majoribus imbricatis indutus; spicules saspe 
5-6-floras, purpureo-tinctse, subsessiles. Glume imbricates, 
rbachillae articali crassi clavati puberuli, r gl. steriles, solitarise 
vel bines et inaequales, fertilibus similes sed breviores; gl. fertiles 
late ovatss, cuspidatae, dorso vix carinatae, cum venulia secun- 
dariis utrinque 4 prominulis, dorso hirsutulas, inferior 4^ lin. 
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longa; palea subaequilonga vel paullo longior, dorso et in carinis 
binis hirsutula, apice bilobulata; lodiculse 3 , obovatae, superne 
rotundatse et eiliatas, 1J lin. longae ; antherse 3, 2J lin. longae ; 
ovarium glabrum, stylus brevis, stigmata 3 plumosa. 

Kianostj: Kiangsu bills (Faber, 191); Chekiang : bills 
near Hucban, Taihoo Lake ( Carles, 227 !). Mus. Brit.; Herb. 
Kew. 

A distinct species characterized by the short crowded groups 
of spikelets, closely arranged on the slender flowering shoots 
which are more or less densely associated and overtopped by 
leafy shoots. 

2 . Arundinaria Paberi, Eendle, n. sp. 

Frutex bipedalis; internodia in parte superiore florifera 
glabra, f ad 5 poll, longa, ramuli floriferi fasciculati; vaginae 
aphyllae internodia excedentes, glabrae, margine et apice 
ut in foliaceis. Foliorum vaginae strictae, sese involventes, 
glabrae, margine ciliolatae, apice breviter marginatae et cum 
auriculis fimbriatis instructse; ligula brevis, truncata; lamina 
anguste lanceolata, + acuminata, ad 3 poll, longa, ^ poll, lata, in 
petiolum brevem attenuate, glabra, margine aspera, subter 
asperula, venae secundariae utrinque 3 , interspatiis minute et 
regularity tessellatis. Eacemi terminales, lineares, semipedales, 
rhacbis gracilis ultra foliae ultimas vaginam longe (circa 4 poll.) 
exserta, glabra; spiculae paucae, multiflorae (saepe 6 - 10 ) ad 
2 -J- poll, longae, atro-purpureae, pedicellis tenuibus flexuosis. 
Gluma steriles valde insequales, inferior lanceolata, acuta, 
If lin. longa, uninervis, et dorso carinata, superior, ovata, 
trinervis, carinata, abrupt© acuta, 3-J lin. longa; rhaehiliae 
articuli clavati, margine et apice ciliolati; giumae florentes 
dissitse, ovatae, acuminate, dorso earinatae cum venulis seeun- 
dariis utrinque 3 prominentibus, dorso birsutulse, inferior -Jr 
poll, longa; palea brevior, bidentula, in carinis et dorso sub 
apice hirsutula; lodiculse ovatae, obtusae, venulosse; stigmata 3 
plumosa. 

Szechuest: above Chungking, Yangtzekiau g (Faber, 1119!). 
Herb. Kew. • 

Approaches the Himalayan species Arundinaria racemosa , 
Munro, but differs in the longer-exserted panicles and the large 
upper barren glume. 
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3. Arundinaria fiexuosa, Hance , in Joitrn . Potf. xiv. (1876) 
p. 339. 

Kwxngtuxg : Danes Island, Whampoa (Hevin> in herb. 
Hctnce , 19336 !). Mus. Brit. 

4. Arimdinaria Hindsii, Munro, in Trans . Linn. Soc. xxvi. 
(1868) p. 31. 

IIoinGKO^a {Hinds !). Herb. Kew, 

Known only from leaf-specimens. 

5. Arnndinaria linearis, Hack, in Bull . Herb . JBoiss. vii. 
(1S99) p, 721. 

Ltjchu Aechibela.go ( Tashiro , fide Haded)* 

6 . Arimdinaria nitida, Mifford , i/a Gard. Chron. ser. nr. 
xviii. (1895) p. 1S6, t. 33, etf Bamboo Garden , p. 73 (nomen); 
Stapf in Kew Bull. 1S96, p. 20 ; Bilger , in Fngl. Bot . Jahrb. 
xxix. (1900) p. 226. 

Arnndinaria hhasiana, Pea w, in Cftrew. ser. in. xv. (1894) p. 301, 

non Munro. 

IJuteh: Fang district, on cliffs, 6000-9500 ft. (^. Henry , 
6832!), mountains, Chienshiu ( Wilson , 954!), West Hupeh 
(Wilson , 1040A!); Szechuen: North (Potanin!), mountains, 
South Wushan ( Wilson , 1040!). Mus. Brit.; Herb. Kew. 

7. Arimdinaria sinica, Hance, in Ann . Pci. Afai. ser. 4 , xviii. 
(1862) p. 235, et Bourn. Linn . Poc., Poi. xiii. (1873) p. 137. 

Arundinaria longiramea, Munro , in Trans. Linn. Soc. xxvi. (1868) 
p. 19. 

Arundinaria Wightii, Benth. FI. Hongk. p. 434. 

HoeGtKOKG (Ford, in herb. Forbes l Hance , 1945 ! Wright !), 
Mount Victoria and Happy Valley Woods (Lamont !). Mus. 
Brit.; Herb. Kew. 

8 . Arundinaria sparsifiora, Ftendle , n. sp. 

Frutex sexpedalis; culmi teretes, leves, in specimine 1| lin. 
crassi; rami faseiculati, in ramulis pluribus brevibus foliiferis et 
fLoriferis soluti; foliiferi juveniles (qui solum suppetunt) 1 | poll, 
longi, a vaginis pupurascentibus velati. Foliorum vaginae striatae 
cum venulis transversalibus sparsis, ore cum fimbriis paucis, 
mox deeiduis instructs; ligula brevis, truncata; lamina lanceo- 
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lata, acuminata, brevissime petiolata, ad 1| poll. longa, 2J lin. 
lata, glabra, venae secundari® 4 a venulis transversalibus creber- 
rimis conjunct®, margine seabridula. Racemi laterales breves, 
1 -1| poll longi, a bracteis sursum majoribus e basi vaginati; 
bracte® 3 inferiores, 2-9 lin. long®, membranace® (infima 
carinata), 2 sequentes foliace® cum lamina |-1 poll, longa, 
ceterse (ad 5) sursum breviores, 2|-6 lin. long®, membranace® 
et sine lamina, qu®que spieulam fovens (spicui® s®pe 3-flor®, 
glum® steriles 2, vel in spiculis superioribus 1, fertilibus similes 
sed breviores), rbacbis glabra, cum glnmis fertilibus pluribus 
(ssepe 6 quarum suprema + abortiva est) terminata. Glumes 
fertiles adult® late lanceolate, breviter aristatae, dorso hirsu- 
tulse, cum venulis secuudariis 5 prominulis, 5|~6 lin. long®, 
pale® c. 4| lin. longce, binerves, in carinis et dorso hirsutul®, 
apice bidentul®; lodicul® 3, falcate ovatse, superne ciliolat®, 
vix 1 lin. long®; anther® 3, 3 lin. long®; ovarium glabrum, 
stylus brevis, stigmata tria plumosa. 

Htjpeh: Hsingsban, throughout conifer woods on mountains, 
8000 to 9500 ft. (A. Henry , 6938 !). Mus. Brit.; Herb. Kew. 

A distinct species belonging to the section Thamnoealamus , 
and suggesting the Japanese Arundinaria naginata, Hack, 
(in Bull. Herb. Boiss. vii. p. 717), which I have not seen, but 
differing in the details of arrangement of the inflorescence and 
other points. 

9. Arundinaria Wilsoni, Rendle , n. sp. 

J 'rules % internodia teretia, glabra, ad If lin. erassa; vagin® 
eulmi internodia (in parte saltern superiore) exeedentes, char- 
tace®, glabrae, ramis floriferis arete circumvolut®; ligula brevis, 
truncata. Foliorim vagin® strict®, arete convolut®, glabr®; 
lamina oblongo-latfeeolata, acuminata, basi in petiolum brevem 
attenuata, ad 5 poll, longa, 11 lin. lata, superne glabra, margine 
aspera, subter pilosula, yen® secundari® utrinque 4-6. Rami 
jloriferi ad nodos eulmi ultimos fastigiati, rarius solitarii; 
panicul® parv®, effus®, ad 2f poll long®, et 3 poll, lat®, 
pedieelli velut rbaebi glabri, graciles, flexuosi, s®pius patentee, 
interdum nutantes; •spieul® purpurascentes, srnptus 5-7-flor®, 
ad 1 poll, long®; glum® steriles distantes, inmquales, ovat®, 
obtus® vel subaeut®, carinat®, in marginibus prmcipue supe- 
rioribus pubcrul®, inferior 5-nervis, 1| lin. longa, superior 
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7-nervis, 2§ lin. longa; florentes dissitae (rhachillse articuli 
pilosuli), late ovatse, obtusse Tel breyiter acutse bast rhachillam 
amplectantes, super basin carinatse, 7-nerves, pilosulse prseeipue 
ad marginem, gl. infima 4 lin. longa, palea brevior (3| lin. longa)’ 
obtusa, in carinis et ad latera puberula; lodiculse ovatse, sub 
apice fimbriatse; ovarium glabrum; stylus brevis in stigmata 
tria plumosa solutus. Caryopsis oblonga, brunnea, glabra, 
1| lin. longa* cum basi styli persistente coronata. 

Hupeh : Fang, forms scrub on top of highest mountains, 
7700 to 9600 ft. ( Wilson , 1887 !). Herb. Kew. 

Approaches Arundinaria elegant Kurz, from further India, 
but differs in the effuse panicle, the markedly unequal barren 
glumes, and the blunter dowering glumes. 

1 . Fargesia spathacea, Franchet , in Bdh Soc. Linn . Baris, 
1893, p. 1067; Bilger, in Engl. Bot. Jahrb . xxix. (1900) 

p. 226. 

Szechuen : mountains in Tchenkeoutin district ( Farges , fide 
Franchet). 

m 

1 . Pbyllostachys bambusoides, Sieb. Sf Zucc. in Abh. Ahad . 
Wiss . Munch., Math.-pkys. Class, iii. (1843) p. 746, t, 5. fig. 3 ; 
Munro, in Trans. Linn. Soc. xxvi. (1870) p. 36; Bilger , in Engl. 
Bot. Jahrb. xxix. (1900) p. 227 ; Miq. in Ann. Mus. Bot. Lugd .- 
Bat . ii. p. 284; Franch. et Savat . Enum. Bl. Jap. ii, pp. 182, 
605; Sack, in Bull. Herb, j Boiss. vii. (1899) p. 718; Gamble , 
Bamb , Brit. Ind. p. 27, et in Rook.f. El. Brit. Ind . vii. p. 386. 

China: without locality (De Montigngl ); Fokien: Amoy 
(Be Grijs, in herb. Ranee , 2073!) ; Hupeh : Hanto (A. Renry , 
3867, 4405, 4420, 79001 Wilson, 230!). Mus. Brit.; Herb. 
Kew. 

Japan, Assam. 

2. Pbyllostachys congesta, Bendle , n. sp. 

Siiffrutex vel frutex \ intemodia semiteretia, glabra. Folionm 
vaginae (in ramulis floriferis) glabra, striatulae, ad sesquipollicares, 
ore fimbriis ad 3 lin, longis instructae; ligtila brevis, truncata, 
ciliolata; lamina lanceolata, acuta, ad 3| poll. longa et § poll. 
bt4a, basi rotundata, breviter petiolata, margine scabridula, vena 
secundariae utrinque 4-6, subter vix prominul®, iuterspatiis 
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minute tessellatis. Fanioulce multispiculiferse, congest©, capituli- 
formes, circa £ poll, long©, ramulos foliiferos terminantes et a 
vaginis spathiformibus foliorum ultimorum (qui transitum ad 
bracteas monstrant) primo obsess©; bracte© prim arias sub- 
foliaee©, superiores breviores, anguste laneeolat©, acut©; spieulse 
3-5-fior© (flos suprema imperfecta), rbaebilla glabra. Gluma 
sterilis bracteis superioribus subeonformis, angusta, e basi ad 
apicem elongatum subpungentem attenuata, glumam fertilem 
infimam subsequans, superne carinulata et sparsius hirsutula; 
glum© fertiles oblong© apice longius pungentes, dorso rotundato 
hirsut©, multioeryes, indma saepius semipollicaris; palea panllo 
breyior (e. g. 5 lin. longa), cum carinis prommulis, dorso superne 
birsuta, apice bidentula; lodicul© insequales, 2 majores obovat©, 
apice ciliat©, vix 1| lin. long©, tertia cooformis sed duplo minor; 
stamina 3; ovarium pedicellatum, stylus diu persistens superne 
in stigmata 3 plumosa divisus. 

Hupeh: Patung (A.Henry, 4828 ! “used for paper-making”), 
Changyang (A. Henry , 6238!), Ichang (A. Henry , 1698!), 
West Hupeh (Wilson, 230 A !). Herb. Kew. 

The species is characterized by the short dense capitate 
panicles terminating the leafy shoots. No. 1698 is described 
by Dr. Henry as a 44 very small bamboo in ditch **; No. 6238 as 
10 ft. high. 

3. Phyllostachys Faberi, Bendle , n. sp. 

JFrutex ; internodia glabra. Foliorum vaginae glabrae, stria- 
tul©, ore longe fimbriat©, iimbri© ad 5 lin. long©; ligula 
truncata, 1| lin. longa; lamina lineari-lanceolata, acuta vel 
acuminata, in ramulis sterilibus ad 6 poll, longa et 8 lin. lata, 
in petiolum bilineum (yel breviorem) attenuata, margine altero 
scabridula, altero leyis, ven© seeundari© utrinque 4-6, inter- 
spatiis minute tessellatis. Rami Jlorentes elongati, aphylli, 
internodia unilateraliter complanata, levia; rarnuli primarii 
solitarii subpedales, ad originem et ad nodos quosque distantes 
ramulos secundarios solitarios ad 4 poll, longos gerentes, inter¬ 
nodia ramulique sursum deminuti; ramuli ultimi tenues spieuli- 
feri; braete© magn©, membranace©, spathiformes, ad 1§ poll, 
long©; spicul© triflor© (flos supremus autem imperfectus) 
distantes. Grluma sterilis vagin©formis, s©pe cum ligula obso- 
leta terminata, 1 poll, vel iongior ; fertilis inferior gluma sterili 
ab intemodio bilineo clavato puberulo sejuncta, lineari-lanceolata, 
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acuta, multinervis, dorso rotundata et scabridula, pollicaris yel 
paullo longior; palea quam gluma paullo yel vix brevior, 
angusta, xoultinervis, dorso in parte superiore prsecipue in 
carinis geminis approximate scabridula, apiee bidentula; lodi- 
culse lineari-lanceolatse, acutse, 2| lin. longse; oyarium pedicel- 
latum, napiforme; stylus longus diu persistens. 

Chekiang : ISTingpo Mountains ( Faber !). Herb. Kew. 

liesemb\e&-I > 7iyllostac7iys Stauntonii, Munro, in the prominent 
ligule and long fimbriae of the leaf-sheath, but differs in the 
much coarser-looking inflorescence. 

4. Phyllostaehys flexuosa, A. fy O. Riviere , in Bull . Soc. 
Acclimat. ser. 3, y. (1878) p. 758. 

Stated by the authors to have been received by the Paris 
Societe d’Acelimatation from the cold parts of China. It is 
apparently near R7iyllostac7iys Nevinii , Hance. 

I have seen only leaf-specimens from plants grown in Kew 
Gardens. 

5- Phyllostaehys Henryi, Rendle , n. sp. 

jPraite#20-pedalis alta; rami quadrangulares, glabri. Foliorum 
vaginae in ramulis floriferis glabrae, leves, stramineae, f poll, 
longse, ore fimbriatse (fimbrioe 1| lin. longse) ; ligula brevis, 
truncata; lamina anguste lanceolata, acuta, l|-2§ poll, longa, 
| ad vix | poll, lata, in petiolum brevem attenuata, margine 
scabridula, vense secundarise utrinque 4, interspatiis minute 
tessellatis. Ranieulce densse, pollicares, ramulos ultimos termi- 
nantes et a foliis supremis geminis approximatis velut cum 
spatha vaginatse; rhachis pilosula, brevis, ramulosa, bractese 
inferiores subfoliacese cum lamina breve acuta instructs, supe- 
riores membranactse, lanceolatse, acutse; spieulae circa 5, sub- 
sessiles, biflorse, flos superior imperfecta. Glmna sterilis inter 
bracteam prseeedentem et glnmam fertilem forma intermedia, 
lanceolata, acuta, multinervis, superne sparsiushirsutula; fertilis 
7 lin. longa, lanceolata, apice pungens, dorso rotundato hirsu- 
tula, cum venulis parallelis utrinque 6 haud prominulis; palea 
paullo brevior (6 lin. longa), multinervis, carinis approximatis, 
dorso minute hirsutula, apice bidentula ; lodiculse 3, subsequales, 
lanceolatse, acutse, 1| lin. longae; ovarium pedieellatum; stylus 
in stigmata 3 plumosa superne divisus. 
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Hupeh: Nanio (A. Henry , 633SI). Mus. Brit .; Herb. 
Kew. 

ISTear Phyllostachys Sfauntoni , Munro, from which it differs 
in the shorter ligule and shorter fimbriae at the month of the 
sheath, and in the solitary dense panicles situated at the end of 
short leafy branches, 

6. Phyllostachys heteroclada, Oliver , in Hook, Icon , PL 
t. 2288; Pihjer , in EnyL Hot. Jahrb . xxix. (1900) p. 227. 

Kiangsi : Kiukiang (Shearer !), native name Man-tsze ; 
Hupeh: West ( Wilson , 332, 332 A!), Kanto and mountains 
to northward (A. Henry , 1932, 3828!); Szechuen (A. Henry , 
8833!), West Szechuen and Tibetan frontier chiefiy near 
Tachienlu, 9000-13,500 ft. {Pratt, 3S4!). Herb. Kew. 

7. Phyllostachys montana, Ren die, n. sp. 

Frutex . Folia papyracea; vaginae snbeompressse, glabrae, 
densiter striatm, apice pulvinatm; ligula i lin. longa, truneata, 
longe fimbriata; lamina liueari-oblonga ad apicern acuminatum 
attenuata, 8 poll, longa, vix 1 poll, lata, margin© utrinque 
scabridula, subter sparse pilosula, venae secundaria© utrinque 
6-7, venulse inconspicuse infrequenter et irregulai iter transverse 
junctae; petiolus brevissimus. Injlorescentia aphylla, ramosa, 
effusa; paniculse in ramulis nltimis brevibus densius aggregate, 
iis P. Veiichiance similes sed interdum minus congests©; braetese 
quoque et glumse velnt in P. Veitchian a. 

Szechuen : Mount Omei, 3000 ft. (Faber, 1116!). Herb. 
Kew. 

Closely resembles Phyllostachys Veitchiana, mihi, in the 
character of the panicles, but the inflorescence is more diffuse. 
It also differs in the texture of the leaves which are thinner and 
papery, the long-fimbriated ligule, and the very short petiole, 
I am unable to describe the florets, as they have been eaten by 
a grub, 

8. Phyllostachys nana, Ren die, n. sp. 

Suffrutex pedalis ; shizoma 2-3 lin. erassum; culmus basi sub- 
teres ad | poll, crassus, nodis basalibus subapproximatis ramosus; 

* rami diffuse ramulosi; internodia uuilateraliter complanata, 
brunneo-maeulata. Foliorum vaginae pollicares superne ampliatae 
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et sparse puberul®, margine ciliolatse, ore longe fimbriatse (fim- 
bri® | poll, long®); ligula brevis, truneata, ciliolata; lamina 
late linearis vel lineari-lanceolata, ad apicem breviter acumi- 
natum attenuata, ad 5 poll, longa et 7 lin. lata basi in petiolum 
brevem (ad 3 lin. longnm) subito attenuata, subter pilosula, 
margine utroque seabridula, ven® secundari® utrinqne 5, inter- 
spatiis minute tessellatis. Paniculce in ramulis primo foliiferis 
laterales vel ramulos breves terminantes, ad sesqnipollicares, 
axis basi cum bracteis ovatis, glabris, subcoriaceis, brevibus sed 
sursnin majoribus, vaginatus; bracte® superiores ramulos sub- 
tendentes, membranaee®, longiores (ad f poll, long®), multi¬ 
nerves, hirsutul®, cum lamina rudimentaria instruct®; ramuli 
breves congesti a spiculis 2-3-floris terminati. Gluma sterilis 
bracte® suprem® similis sed brevior (5 lin. longa), apice sub- 
pungens; glum® fertiles oblong®, superne angustat®, apice 
pungentes, dorso rotundat®, hirsutul®, imperfeete 9-nerves, 
infima § poll, longa, suprema florem imperfectum fovens; 
rbachilla puberula; palea quam gluma paullo brevior, bidentula, 
dorso birsutula, plurinervis, carinis 2 vix prominulis ; lodicul® 3 
lanceolat® vel ovat®, obtus®, superne ciliolat®, 1 j lin. long ®; 
stamina, ovarium et stylus generis. 

Htjpeh : Iebang ( A . Henry, 3278 !). Herb. Hew. 

The panicle and spikelets resemble those of Phyllostachys 
nigra, Munro, but the habit is very different. 

9. Phyllostachys Neyinii, Hance, in Journ . Hot. xiv. (1876) 
p. 295. 

Kwangtung: Danes Island, Whampoa (Hevin, in herb. Hance, 
19307!). Mus. Brit.; Herb. Hew. 

Yar. hupehensis, Penile, n. var. .A typo recedit fimbriis 
ad vaginarum ora longioribus (s®pe 2| lin. longis) et spiculis 
densius hirsutulis. 

Hupeh: Ichang (A. Henry , 33181). Mus. Brit.* Herb. 
Kew. 

10. Phyllostachys nidularia, Munro, in Gard. Giron . (1876) ii. 
pp. 773,774. 

Phyllostachys nigra, Pilger, in Engl Pot, Jakrb . xxix. (1900) p. 227, 
non Munro . 

Chekiang .* Taihoo Lake (Forbes !); Hianqsi : Kiukiang 
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(Shearer l Maries l); Hupeh : Ichang (A. Henry, 450, 1322, 
7868,7871!), Kanto ( Wilson , 101 A . Henry , 3823!), Changyang 
(A, Henry , 3671,7809 !); Szechuen : Chungking, Yangtzekiang 
(Faber, 1117 !) ; Kwahgtto g-: Macao ( Gallery , 767 !). Mus, 
Brit.; Herb. Kew. 

Japan. 

11. Phyllostachys nigra, 3funro, in Trans . Finn. Soc. xxvi. 
(1868) p. 38; A. Sf C, Bivibre, in Bull . >Sh£. Acclimat. ser. 3, 7* 
(1878) p. 709. 

Yar. Henonis, Staff, in Herb . 

Phyllostachys Henonis, Milford, Bamboo Garden, p. 149; Stapf, in 
Hook. Icon . PL t. 2614 ; Pilger, in Engl. Bot . Jahrb. xxix. (1900) p, 227. 

SzECHXTEtf: Nanchuau, planted? (Bock von Bosthorn, 1207, 
fide Bilger). 


12. Phyllostachys quadrangularis, Bendle . 

Bambusa quadrangularis, Fenzi, in Bull . $oc. Tbsc. Ori. v. (1880) 
p. 401. 

Kiangstj: Shanghai {Macgowan !); Foeiex : W uiking(J5owr«^ !). 
Herb. Kew. 

Japan. 

The two plants cited are leaf-specimens which are thus referred 
in Herb. Kew. 

13. Phyllostachys Stauntoni, Munro, in Trans . Linn . xxri. 

(1868) p. 37; Franchet, in Mem . /Shi. Cherbourg, xxiv. 

(1884) p. 270. 

Chihli : Peking, cultivated (Skatschkow !); Kiangstt : Kia- 
nang (Staunton I). Mus. Brit.; Herb. Kew. 

14. Phyllostachys Veitchiana, Bendle, n. sp. 

Frutex ramis semiteretibus. Folia in ramulis fioriferis pani- 
culas superantibus posita *, vaginae sursum ampliatas, pollicares, 
glabrae, ore fimbriatse, fimbriae j poll, longae; ligula brevissima, 
truncata; lamina lineari-oblonga ad oblongo-lanceolata, superne 
in apicem acuminatum attenuata, ad 3| poll, longa et vix § lin. 
lata, glabra, basi in petiolum vix | poll, longum subito attenuata, 
margine unico tantum scabridula, venae secundaria utrinque 5, 

2 g2 
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interspatiis subtiliter tessellatis. Rami florentes ad nodos 
distantes gemini vel terni fasciculati, tenues (J lin. crassit. vix 
exeedentes) super basin iterum iterumque ramulosi, ramuli 
ascendo-patentes, eum internodiis brevibus, paniculas subsessiles 
laterales numerosas gerentes. Paniculce multi spiculiferae, con¬ 
gests 1| poll. longoe ; axis basi cum bracteis sursurn majoribus 
vaginatus; bracteae coriaceae, infimse ovatse, turn ovato-oblongse et 
breviter mucronatse, margine eiliolatse, superiores quse ramulos 
subtendunt membranaeese, lineari-oblongse, quam inferiores multo 
longiores, subpollicares, margine densius, dorso sparse hirsutulae, 
multinerves, cum ligula brevissima et lamina parva triangulari 
instruetse; spieulse 3-ftor8e. Glumes steriles 1 vel 2, inferior 
bracteis superioribus similis sed paullo brevior, superior inter 
inferiorem et glumam florentem forma intermedia; glumse 
florentes oblongo-lanceolatae, apice pungentes, dorso rotundatse 
et densius hirsutse, infima | poll, longa; rbacbillso articuli 
clayati, glabri; palea quam gluma breyior (infima semipolliearis) 
bidentula, birsuta prsecipue in cariuis; lodiculae 3, ovales vel 
subobovatse, 1| lin. longse (una autem paullo minor); ovarium et 
stylus generis. 

Hupeh: West ( Wilson , 10 A !). Herb. Eew. 

Hear PJigllostachjs nigra , Munro, but distinguished by the 
texture of the leaf, which is tougher and has a more rounded 
base passing abruptly into the petiole; also by the denser 
panicles. 

15. Phyllostachys viridi-glaucescens, A. <$f C. Riviere, in Bull . 
Soe• Acelimat. ser. 3, v. (18-”8) p. 391. 

M Without doubt a native of the north of China” (A. $ C. 
Riviere, loc. eifc.). 

I have seen no specimen from China ; the plant is grown in 
Kew Gardens, and there are leaf-specimens in the Herbarium. 

[Bambusa agrestis, Poir. Bncgcl viii. p. 704; Munro , in 
Trans . Linn . Soc . xxvi. (1868) p, 117. 

Arundo agrestis, Lour . FI Cochinck. p. 57. 

Ghixja ? (ex Loureiro ). 

This is insufficiently described; its identity and its occurrence 
in China are both doubtful.] 
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!• Bambusa angnlata, Munro, in Trans. Linn . Soc. xxvi. (186S) 
p. 94; A. Henry, in Trans. Asiat. Soc. Japan, xxiv. SuppL (1896) 
p. 109; Rack. Bull. Serb. Boiss. vii. (1899) p. 725. 

Fobmosa ( Oldham, 650!). Mus. Brit.; Herb. Kew. 

2. Bambusa arundinacea, Willd. Sp. PL ii. p. 245; Munro , 
in Trans. Linn. Soc . xxvi. (1868) p. 103 ; Debeaux, FL Shanghai, 
p. 128; Gamble, Bamb. Brit . IhdL p. 51, ^ m Boohff. FL Brit. 
Ind. vii. p. 895. 

Bambusa Arundo, Ktem, ex Fees, in Lxnnma, ix. (1835) p.471; Benth. 
FI. Bough, p. 434. 

Arundo Bambos, Zi>m. PJ. p. 81; Osbech, Voyage, ed. Forster, ii. 
p. 343. 

Apparently naturalized in many parts of China. 

India and Ceylon. 

3. Bambusa Beeeheyana, Munro, m Trans. Linn . xxvi. 

(1868) p. 108. 

Bambusa verticillata, Hook. Anz. Po£. Beeckey's Voy. p. 254, non 
Willd. 

China : without locality (Staunton l Beeckey !) ; Kwatstutu^g : 
Canton ( Ranee, 1050 in part!), Ookaisa woods (Tate l ). Mus. 
Brit.; Herb. Kew. 

4. Bambusa breviflora, Munro, in Trans . Linn. Soc . xxvi. 
(1868) p. 96; A. Henry, in Trans. Asiat. Soc. Japan , xxiv. SuppL 
(1896) p. 109. 

Fobmosa : Tamsui ( Oldham, 651!). Mus. Brit.; Herb. Kew. 

5. Bambusa Cantori, Munro, in Trans. Linn . Soc. xxvi. (1868) 

p. 111. 

Hongkong : Lantao (Cantor !). Herb. Kew. 

Leaf-specimens only. 

6. Bambusa flexuosa, Munro, in Trans. Linn. Soc. xxvi. (1868) 
p. 101; Ranee, in Journ. Linn . Soc., Bot . xiii. (1873) p. 137. 

Kwangtung {Staunton I), near Canton {Hance, 10000!) ; 
Hainan (A. Henry, 7996!). Mus. Brit.; Herb. Kew. 

7. Bambusa nana, Boxb. ffort. Bengal, p. 25, et FL Ind. (ed. 
Carey) ii. p. 199; Munro, in Trans. Linn . Soc. xxvi. (1868) p* 89; 
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Kack. in Bull . Bozss. yii. (1899) p. 720; Kook. /! J7. 
jM. yii. p. 390. 

Bambusa fioribunda, ZolL et Morr. ex Steud. Syn. Gram. p. 330; Miq. 
in Ann. Mus. Bot. Lugd.-Bat. ii. p. 285 ; Franck . et Savat. Bmm. FI. Jap. 
ii. p. 183. 

Japan. 

“ Keufa, of the Chinese; a native of their country and now 
plentiful in the Botanic Garden at Calcutta.”— Boccl. FI. Ind. 
(ed. Carey) ii. p. 199. 

I have seen no specimen from China. 

8. Bambusa Oldhami, Munro , in Trans. Linn. Soc. xxvi. (1868) 
p. 109; A. Kenny , in Trans. Asiat. Soc. Japan , xxiv. Suppl. 
(1896) p. 109; Kack. in Bull. Kerb. Boiss. vii. (1899) p. 725; 
Stapf, in Kook . Ic. Bl. 2773. 

Fobmosa : Tamsui ( Oldham , 648 !), Takow (A. Kenry , 1955 !), 
South Formosa {Maries !). Mus. Brit.; Herb. Kew. 

9. Bambusa stenostachya, Rack, in Bull. Kerb. Boiss. vii. 
(1899) p. 725. 

Fobmosa: Shinchiku ( Malcino , fide Hachel). 

10. Bambusa Teba, Miq. FI. Ind. Bat. iii. p. 418;' Munro, in 
Trans . Linn. Soc. xxvi. (1868) p. 122. 

Arundarbor splnosa, Humph. Kort. Amboin. iv. p. 14, t. 3. 

Sooth China (fide Bumpkins). 

Malaya. 

I have not seen this. It is a doubtful species described from 
leaf-specimens only. 

11. Bambusa tessellata, Munro, in Trans. Linn . Soc. xxvi. 

(1868) p. 110. 

Bambusa reticulata, var. macrophylla, Bupr. ex Munro, l. c. p. 111. 
China : without locality or collector’s name! Mus. Brit.; 
Herb. Kew. 

Described from leaf-specimens only. 

I do not find the varietal name which^ Munro quotes as of 
Buprecht (Bambusese, p. 148), but Bupreeht’s description of 
tbe large leaves which he correlates with his Bambusa reticu¬ 
lata agrees exactly with the leaves.on which Munro based 
B* tessellata . 
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12. Bambusa tuldoides, Munro , in Trans. Linn . j&c. xxvi. 
(1868) p. 93; Hance , in Journ. Linn. Soc xiii. (1873) 
p. 137; -4. Henry, in Trans. Asiat. Soc. Japan, xxiv. Suppl. 
(1896) p. 109. 

Bambusa Tulda, Benth. FI. Hough, p. 434, non Roxb. 

Eobmosa : Tamsui ( Oldham , 652 !, a poor specimen which has 
been thus determined by Munro), South Cape ( Schnurer , in coll. 
A. Henry, 6861); Kwaisgttog: Canton {Millettl)i Hongkong- 
{Hance, 3657, 74861), Eobinson Boad, Victoria ( Lamont !). Mus. 
Brit .; Herb. Kew. 

13. Bambusa vulgaris, Schrad. in Wendl. Collect. PI. ii. p. 26, 
t. 47; var. striata, Gamble , in Ann . Bot. Gard. Gale, vii, p. 44. 

Bambusa striata, Lodd. ex Lindl. Penny Cyclop, iii. (1835) p. 357; 
Munro , in Trans. Linn. Soc. xxvi. (1868) p. 121; Hook. f. in Bot. Mag. 
t. 6079. 

I have seen no specimen. Gamble says (L c .): — <c It appears 
to come from China and Japan and is probably the result of 
cultivation.’’ 


1. Dendrocalamus affinis, Bendle , n. sp. 

Frutex elata cujus nihil nisi infiorescentise pars exstat. In- 
fiorescentice axis teres, glaber; rami ad nodos distantes unila- 
teraliter fasciculati, terni, ssepissime ad nodum basale, interdum 
quoque ad nodum secundum, ramosi, flagelliformes, penduli, sub- 
tiliter scabriduli, specimine ad 21 poll, longi; spiculge ut in 
B. Jlagellifero paucse ad nodos subdistantes subvertieillatse 
(glomerulae rarius plus quam | poll, latse), ovatae, ad 5 lin. longse, 
fusco-brunnese, 4-florse. Glumce coriacese, steriles 4, parvse, 
sursum majores, 1 ad 2 lin. longse, ovatae, obtusae, multinerves, 
glabrae, margine autem ciliolatae; glumae fiorentes orbiculari- 
ovatse, mucronulatae, multinerves, ut in sterilibus ciliolatae, infima 
2| lin. longa; palea compressa, oblonga, quam gluma brevior 
(infima 1| lin. longa), ad carinas superne eiliolatas implicata, 
dorso inconspicue binervis, apice obtuse retusa et ciliolata; lodi- 
culae 3, subsequales, obtuse ovatae, apice ciliatse, | lin. longse; 
stamina 3; ovarium* breviter pedicellatum, albo-pilosum; stylus 
mox in stigmata tria plumosa solutus. 

SzECHUEisr: Mount Omei {Faber, 1118 !). Herb. Kew. 

Evidently near the Burmese Dendrocalamus Brandisii, bCurz, 
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and the South Indian and Malayan D.fttgellifer, Munro, especi¬ 
ally the latter, from which it differs in the dull polished brown 
colour of the spikelets, which are also slightly largei% and in the 
broader lodicules. 

2. Dendrocalamns latifiorus, Munro , in Trans . Linn. Soe. 
xxvi. (1808) p. 152, t. vi; Hance , in Journ . Linn, Boc., Lot. xiii. 
(1873) p, 137 ; Gamble , in Ann . Calc . vii. p. 131, et 

in Hooh.f. Fl. Brit. Ind. yii. p. 407 ; A. Henry , in Trans. Asiat . 

Japan , xxiv. Buppl. (1896) p. 109. 

Bambusa verticillata, Benth. FL Hough, p. 434, non Willd. 

Boemosa, {Maries ! Oldham , 649), Takow (A. Henry , 1803, 
1955 !), Bankinsing (-4. Henry , 1760 !); HoKairoNa ( Harland , 
740 in herb. Hance , 1050 in part!), Barracks ( JJrquhart \). 
Mus. Brit.; Herb. Kew. 

Burma. 

? Pseudostachyum polymorphum, Munro, in Trans . Linn. 
xxvi. (1868) p. 142, t. 4; Gamble , in Ann . Calc . vii. 

p. 96, t. 85, ^ &z Hooh.f. Fl. Brit. Lnd . vii. p. 409. 

Hupeh: Nan to and mountains to northward (X Henry, 
3857!). Herb. Kew. 

The specimen, which bears no dowers, may belong to this 
species. 

1. Schizostachyum chinense, Ben die, n. sp. 

Frutex 10-15-pedalis; internodia glabra teretia. Folionm 
vaginae glabrae, ore in specimine non fimbriatae; ligula brevis 
truncata, | lin. longa; lamina lanceolata, acuminata, ad 8 poll, 
longa, vix 1| lin. lata, glabra, margine minute scabridula, venm 
secuudarke utrinque circa 7 cum nervulis transversis tenuissimis 
sparsis. Fanicula terminales, aphyllae, tenues, 14-16 poll, long®, 
rhachis tenuis; rami distantes aseendentes, basi cum bractea 
amplexieauli membranacea lanceolata acuminata vaginati, in- 
feriores ad 3| poll, longi, sursum deminuentes; ramuli (in ramis 
longioribus distantes) similiter vaginati, basi bracteati, bractea 
indma bicarinata, carinis et apice pilosa; bractem superiores 
dorso rotundatae spiculse cireumvolutie; spiculse ramulos ter- 
minantes, uniflorse; ylrnnce steriles binae fiorenti similes sed 
breviores, gl.fertilis ovata, breviter mucronata, glabra, raultinervis, 
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palea glumse subsimilis, sed paullo longior. magis hyalina et 
apice obtusiuseula; lodieulse 3 subsequales, oTatse vel lanceolatse, 
glabrae, 1 lin. paullo excedenfces; antherse 6, inappendiculatae, 
5 lin. longse; stylus generis. 

Yunnan - : Mengtze, S.E. mountains, forests on cliffs 8000 ft. 
bigh {A. Henry, 10420!). Herb. Kew. 

Distinguished from the other species of tbe genus by its long 
slender panicle, with a few spikelets dustered t on the short 
ultimate branehlets. 

2. Schizostaehyum dumetorum, Munro , in Seem . Bot. Yoy. 
‘ Herald ’ p. 424, et in Trans . Linn . Soc. xrvi. (1S6S) p. 130 ; 
Benth . FL Hongle . p. 435. 

Bambusa dumetorum, Hance , in Walp. Ann . iii. p. 781. 

China; without locality (Fortune, 161!); Hongkong {Hance, 
597! Seemann !), roadside, Happy Valley {Hance, in herb. La - 
moniV), ravine on Mount Davis ( Wilford, 255 !). Mus. Brit.; 
Herb. Kew. 
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List op the Genera and Species discovered in China since 
the publication of the various parts of the “ Enumeration,* 
from 1886 to March 1904, alphabetically arranged. 


This List, compiled by Miss M. Smith, is not offered as an 
exhaustive one, but as containing references to new species 
described in publications received at Kew during the period 
named, with the addition of a number of previously described, 
mainly Indian, species of later discovery in China. 

Einet and Gagnopain’s u Contributions a la Flore de l’Asie 
Oriental© d’apres l’Herbier du Museum de Paris/’ the beginning 
of which has appeared in the Bulletin de la Societe Botaniqxie 
de Brance , are of the nature of a detailed enumeration of the 
plants of China and Japan and the adjoining countries, as repre¬ 
sented in the Paris herbarium, and have not been drawn upon. 
Only the new species have been extracted from Gilg and 
Loesener’s “ Beitrage zu einer Flora von Kiautschou und einiger 
angrenzenden Gebiete/’in Engler’s Botanische Jakrhiicher, xxxiv. 
(1904), Beibl. n. 75, pp. 1-76. 

W. Botting Hemssley. 

Abelia adbnotricha, Hance, in Journ. of Bot. ix. (1871) 182. 

an GUSTiFOLi a, Bur. & Franch. in Journ. de Bot. v. (1891) 47. 
Abutilon polyandrtim, Schlect. ex Franch. PL Delav, (1890) 107. 

sinense, Oliver, in Hook. Ic. PL xviii. (1888) 1.1750. 

Acacia Delavayi, Franch. PI. Delav. (1890) 194. 
pennata, Willd. ex Franch. I c. 193. 
yunnanensis, Franch. 1 . c. 193. 

Acalypha GrRALDH, Pax, in Engl. Jahrb. xxix. (1900) 429. 
Acanthopanax evodi^efolihs, Franch. in Journ. de Bot. x. (1896) 306. 
Henryi, Harms, in Engl. & Prantl, Pflanzenf. iii. 8. p. 50. 
leucorrhizus, Harms, L c. 
senticosus, Harms, l. c. 

SETCHTTENENSiSy Harms, in Engl. Jahrb. xxix. (1900) 488. 
SETunosus, Franch. PL David, in Nouv. Arch. Mus. Hist. Nat. Par. 
ser. 2, viii. (1885) 249. 

Acer bbyoxifolium, Maxim, in Act. Hort. Petrop. xi. (1889) 108. 
caudattjm, Wall, ex Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 464. 
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Aceh cordatum, Pax, in Hook, Ic. PL xix. (1889) sub t. 1897, 

Davidi, Franch. Pl. David, in Nouv. Arch. Mus. Hist. Nat. Par. 
s6r. 2, viii. (1885) 212. 

erianthtjm, Schwerin, in Engl. Pflanzenreich, Acer. 22, 
erosum, Pax, in Hook. Ic. Pl. xix, (1889) sub t. 1897. 

Francheti, Pax, l. c. 

Giraldii, Pax, in Engl. PfLanzenreich, Acer. 79. 

Grosseri, Pax, l c. 80. 

Henryi, Bax, in Hook. Ic. Pl. xix. (1889) 1. 1896. 

LiEYiGATUM, Wall, ex Engl. Jalirb. xxix. (1900) 449. 
lanceolattim, Molliard, in Bull. Soc. Bot. Fr. 1. (1903) 134. 
laxiflordm, Pax, in Engl. Pflanzenreich, Acer. 36. 

LoBELn, Ten., var.; Pax, in Hook. Ic. PL xix. sub 1.1897. 
Maximowiczii, Pax, l e. sub 1.1897. 

multiserbattjm, Maxim, in Act. Hort. Petrop. xi. (1889) 107. 
nikoense, Maxim., var.; Francb. in Journ. de Bot. viii. (1894) 294. 
Oliverianum, Pax, in Hook. Ic. Pl. xix. (1889) sub 1.1897. 

Paxii, Franch. in Bull. Soc. Bot. Fr, xxxiii. (1886) 464r - 
robfstum, Pax, in Engl. Pflanzenreicli, Acer. 79. 
Schcexermarkiag, Pax, l. e. 71. 
sixense, Pax, in Hook. Ic. Pl. xix. (1889) sub 1.1897. 
sutchuenense, Franch. in Journ. de Bot. viii. (1894) 294. 
texell CM, Pax, in Ilotfk. Ic. PL xix. (1889) 1.1897. 

TETRAMERUM, Pax, l. C. Sub t. 1897. 

triflorum, Komarov, in Act. Hort. Petrop. xviii, (1901) 430. 
ttrophylltjm, Maxim, l.c. xi. (1889) 105. 

Vejtchii, Hort.; Mitth, Deutsch. Dendrol. Ges, 1894, No. 3, 51. 
Acerithyllum Bossii, Engl. & Prantl, Pdanzenf. iii. 2 a, p. 52. 
Achlys japonica, Maxim. & Komarov, in Act. Hort. Petrop. xxii. 
x 1903) 324. 

Aconitcm alboyiolacedm, Komarov, in Act. Hort. Petrop. xviii / 
(1901) 439. 

Bodixieri, L6veill6 &'Vaniot, in Bull. Acad. G^og.Bot. xi. (1902) 45 '• 
Delavayi, Francb. in Bull. Soc. Bot. Fr. xxxiii. (1886) 381. 
IIemsleyanum, E, Pritzel, in Engl. Jahrb. xxix. (1900) 329. 
Hexryi, E. Pritzel, l. c. 329. 

luteum, L6veille & Vaniot, in Bull. Acad. G6og. Bot. xi.^^02^^* 
palmatum, Don; Franch. in Bull. Soc. Bot. Fr. xxxiii. (188§) $81. 
racemulosum, Franch. in Journ, de Bot. viii. (1894) 276. / 

rotxjndifolium, Ear. & Kir., var.; Maxim, ex Engl. Jahrb.. xx * x * 
(1900) 329. 

scaposum, Franch. in Journ. de Bot. viii. (1894) 277. \ 

umbrostxm, Komarov, in Act. Hort. Petrop. xxii. (1903) 25dT? 
vaginatum, E. Pritzel, in Engl. Jahrb. xxix. (1900) 328. \ 

voldbile, Pall. $ Franch. in Bull. Soc. Bot hr. xxxiii (1888) 
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Actjea erythrocarpa, Fisch. ; Komarov, in Act. Hort. Petrop. xxii. 
(1903) 237. 

spicata, Linn, ex Engl. Jahrb. xxix. (1900) 326. 

Actinidia l an at a, Hemsl. in Ann. Bot. ix. (1895) 146. 
melanandra, Franch. in Journ. de Bot. viii. (1894) 278. 
tetramera, Maxim, in Act. Bort. Petrop. xi. (1889) 35. 
trichogyne, Franck in Journ. de Bot. viii. (1894) 278. 
Actinostemma biglandulosa, Ilemsl. in Hook. Ic. PI xxvii. (1899) 
tt. 2622, 2645. , 

multilobum, Harms, in Engl. Jahrb. xxix. (1900) 602. 
Adenophora aueita, Franch. in Journ. de Bot. ix. (1895) 36G. 
Bockiana, Diels, in Engl. Jalirb. xxix. (1900) 605. 
jasionifolia, Franch. in Journ. de Bot. ix. (1895) 305. 
marsupiiflora, Fiscb., var.; DieL, in Engl. Jalirb. xxix. (190Oj 605. 
Potanini, Korsh. in Engl. Jabrb. xxix. (1900) 600. 

Wawkeana, Zahlbruckner, in Ann. Hofmns. Wien, x. (1895) 56. 
Adinandra Bockiana, E. Pritzel, in Engl, Jabrb. xxix. (1900) 474. 

A BLUM l A cirrhosa, Baiin.Komarov, in Act. Hurt. Petrop. xxii. (1903) 
343. 

Adonis amurensis, Begel & Radde; Komarov, in Act. Hort. Petrop. 
xxii. (1903) 315. 

brevistyla, Franch. in Bull Soc. Bot. Fr. xxxiii. (1886) 372. 
Davidi, Franch. PI. David, in Nouv. Arch. Mus. Ilist. Nat. Par. 
ser. 2, viii. (1885) 188. 

Delayayi, Franch. in Bull. Soc. Phil. Par. ser. 8, vi. (1894) 91, 
SUTCUUenensis, Franch. L c. 89. 

/Egopobium alpestre, Ledeb,; Bull. Herb. Boiss. &5r. 2, iii. (1903) 954. 

Henryi, Diels, in Engl. Jahrb. xxix. (1900) 497. 
yEscHYNANTRUS buxifolius, Dunn, in Journ. Linn. Soc., Bot. xxxv. 
(1903) 515. 

HUMiLis, Dunn, L c. 510. 

^Esoulus indica, Colebr.; Franch. in Journ. de Bot. iv. (1890) 303. 
Aganosma Ebithje, Ilance, in Ann. Sci. Nat. ser. 5, v. (1800) 227. 
Agapetes parviflora, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 
515. 

vaccinioidea, Leveille, in Bull. Acad. Geog. Bot. xii. (1903) 251. 
vaccinoides, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 515. 
yunnanensis, Franch. in Journ. de Bot. ix. (1895) 366. 

Ainslijea elegans, Hemsl. in Hook. Ie. P3. xxviii. (1902) t. 2747. 
gracilis, Franch. in Journ. de Bot. viii. (1894) 297, 
grossedentata, Franch. 1. c. 297. 

Henryi, Diels, in Engl. Jahrb. xxix. (1900) 628. 
lancifolia, Franch. Pl. David, in Nouv. Arch. Mus. Hist. Nat. 
Par. ser. 2, x. (1887-88) 41. 

nervosa, Franch. in Bull. Mus. Hist. Nat. Par. (1890) no. 2, 64. 
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AiNSUiEA ovalifolia, Yaniot, in Bull. Acad. G6og. Bot. xii. (1903) 
119. 

rubrifolia, Franch. in Journ. de Bot. viii. (1894) 296. 
scabrida, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 510. 
sparsiflora, Vaniot, in Bull. Acad. G4og. Bot. xii. (1903) 118. 
spicata, Yaniot, L c . 117. 

sutchuenensis, Franch. in Journ. de Bot. viii. (1894) 296. 
undulata, Diels, in Engl. Jahrb. xxix. (1900) 629. 

Ajtjga ovalifolia, Bur. & Franch. in Journ. de Bot. v. (1891) 150. 
Akebia lobata, Decne., var.; Diels, in Engl. Jahrb. xxix. (1900) 344. 

longebacemosa, Matsuma, in Bot. Mag. Tokyo, xiii. (1899) 18. 
Alangitjm Faberi, Oliver, in Hook. Ic. PL xviii. (1888) 1.1774. 
Albizzia bracteata, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 
493. 

odoratissima, Benth. var.; Franch. Pl. Delav. (1890) 193. 
Alliaria auriculata, Komarov, in Act. Hort. Petrop. xviii. (1901) 
437. 

Allium Zimmermanianum, Gilg, in Engl. Bot. Jahrb. xxxiv. (1904) 
Beibl. 75, 23. 

Alniphyllum, Matsuma, in Bot. Mag. Tokyo, xv. (1901) 67. 
macranthum, Perk, in Engl. Jahrb. xxxi. (1902) 488. 
PTEROSPERMtJM, Matsuma, in Bot. Mag. Tokyo, xv. (1901) 67. 
Alnus fruticosa, Huprecht; Komarov, in Act. Hort. Petrop. xxii. 
'(1903)58. 

hirsuta, Turcz,; Komarov, l. c . 54. 

maritima, Nutt., var.; Matsuma, Kev. Alni. sp. jap., ex Bull. Soc. 
Bot. France, xlix. (1902) 225. 

Alphonsea mollis, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 485. 
Alpinia formosana, K. Sehum. in Engl. J ahrb. xxvii. (1899) 283. 
speciosa, K. Schum. 1. c. 284. 

Alsine iaricina, Crantz ; Komarov, in Act. Hort. Petrop. xxii. (1903) 
186. 

Alsomitra graciliflora, Harms, in Engl. Jahrb. xxix. (1900) 602. 
Amelanchier asiatica, Endl.; Engl. Jahrb. xxix. (1900) 389. 
Ammodenia peploides, Linn.; Komarov, in Act. Hort. Petrop. xxii. 
(1903) 187. 

Ampelocissus artemisl®folia, Planch.; Franch. in Bull. Soc. Bot. 
Fr. xxxiii. (1886) 458. 

cardiosperma, Planch.; Franch. in Bull. Soc. Bot. Fr. xxxiii. 
(1886) 460. 

cardiospermoides, Planch, in DC. Monogr. Phan, v, (1887) 403. 
Ampelopsis Delavayana, Planch.; Franch, in Bull. Soc. Bot. Fr. 
xxxiii. (1886) 460. 

megalophylla, Diels & Gilg, in Engl. Jahrb. xxix. (1900) 466, 
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Ampelopsis mirabilis, Diels & Gilg, in Engl. Jahrb. xxix. (1900) 
465. 

tomentosa, Planch. ; Franch. in Bull. Soc, Bot. Fr. xxxiii. (1886) 
459, 

Ampelovitis, Carr, in Bev. Hort. (1889) 204. 

Davedi, Carr. 1. c. 204. 
intermedia, Carr. 1. c. (1891) 334. 

Bomaneti, Carr. 1. c . (1892) 94. 

Amphicome arguta, Lindl., ex Engl. Jahrb. xxix, (190®) 577. 
Amygdalus tangutica, Korsh. in Bull. Acad. PStersb. s&\ 5, xiv. 
(1901) 94. 

Anaphalis araneosa, DO.; Engl. Jahrb. xxix. (1900) 613. 

Bodinieri, Branch, in Journ. de Bot. iv. (1890) 306. 

Androsace alchemilloides, Franch. in Journ. de Bot. ix. (1895) 455. 
axillaris, Franch. L c. 455. 
bisulca, Bur. & Franch. 1 . c. y. (1891) 103. 
ooo cine a, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 63. 
cuscutiformis, Franch. in Journ. de Bot. ix. (1895) 454. 

Delavayi, Franch. L c. 456. 
dissecta, Franch. 1. c . 454. 

Henryi, Oliver, in Hook. Ic. PI. xx. (1891) 1.1973. 

Marl®, Kanifcz, in PI. Exped. Szechenyi, Asia Centr. (1891) 7. 
maxima, Linn.; Engl. Jahrb. xxix. (1900) 522. 
mirabilis, Bur. & Franch. in Journ. de Bot. ix. (1895) 453. 
sutchuenense, Franch. I c. 454. 

Anemone amurensis, Komarov, in Act. Hort. Petrop, xxii. (1903) 262. 
baicalensis, Turcz.; Komarov, L c. 265. 

begoniifolia, L5veill<$ & Vaniot, Bull. Acad. G6og. Bot. xi. 
(1902) 46. 

Boissijei, L5veill£ & Vaniot, L c. 47. 

Davidi, Franch, PI. David, in Nouv. Arch. Mus. Hist. Nat. Par. 
s6r. 2, viii. (1885) 185. 

Delavayi, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 366. 
dkmissa, Hook f. & Thoms, var.; Franch. L c, 367. 
dichotoma, Linn.; Komarov, in Act. Hort. Petrop. xxii. (1903) 
261. 

Fauriei, L6veill4, in Bull. Acad. G<5og. Bot. xi. (1902) 300. 
gelida, Maxim, in Act. Hort. Petrop. xi. (1890) 1. 21. 
glaucifolia, Franch. in Bull. Soc. Bot. Fr, xxxiii. (1886) 363. 
IIenryi, Oliver, in Hook. Ic. PI. xvi. (1887) 1.1570, 
imbricata, Maxim. FI. Tangut. (1889) 8. 

reflexa, Stephan; Komarov, in Act. Hort. Petrop. xxii. (1903) 266, 
Begeliana, Maxim. FI. Tangut. (1889) 10. 
rivularis, Buch.-Ham.; Engl, Jahrb. xxix, (1900) 331. 
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Anemone scabiosa, LeveillS & Vaniot, in Bull. Acad. G$og. But. xi. 
(1902) 47. 

silvestris, Linn, ex L6veill6 & Vaniot, l c, 
tjmbrosa, C. A. Meyer; Komarov, in Act. Hort. Petrop. xxii. (1905) 
2G3. 

vitifolia, Bueh.-Ham.; Engl. Jahrb. xxix. (1900) 330. 

Angelica Dielsii, Boissieu, in Bull. Herb. Boiss. s&r. 2, iii. (1903) 850. 
dissoluta, Diels, in Engl. Bot. Jalirb. xxix. (1900) 490. 

Fargesii, Boissieu, in Bull. Herb. Boiss. s&r. 2, iii. (1903) 850. 
elvccida, Komarov, in Act. Hort. Petrop. xviii. (1901) 431. 
INVOLUC32LLATA, Diels, in Engl. Jalirb. xxix. (1900) 501. 
koreana, Maxim, in Bull. Acad. P<5tersb. xxxi. (1887) 51. 
laxieoliata, Diels, in Engl. Jalirb. xxix. (1900) 499. 
MEGAPHYLLA, Diels, l C. 500. 

pseudo-selinuMj Boissieu, in Bull. Herb. Boiss. s6r. 2, iii. (1902) 848. 
scaberula, Francli. in Bull. Soc. Phil. Pai\ s6r. 8, vi. (1894) 141. 
setciitjenensis, Diels, in Engl. Jalirb. xxix. (1900) 500. 
polymorpha, Maxim, var.; Oliver, in Hook. Ic. PI. xx. (1898) 
1.1999. 

UcHiYAMiE, Yatabe, in Bot. Mag. Tokyo, xvii. (1002) 106. 
valeda, Diels, in Engl. Jalirb. xxix. (1900) 501. 

Anisadenia pubescens, Oliver, in Hook. Ic. Pi. xxvi. (1901) t. 2593. 
Apios^Delavayi, Francb. PI. Delav. (1890) 180. 

gracillima, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 488. 
macrantha, Oliver, in Hook. Ic. PI. xx. (1890) 1.1946. 

Aquilegia ecalcarata, Maxim. FI. Tangut. (1889) 20. 

oxysepala, Trautv, & Mey.; Komarov, in Act. Hort. Petrop. xxii. 
(1903) 244. 

vulgaris, Linn.; Engl. Jahrb. xxix. (1900) 326. 

Arabis axillaris, Komarov, in Act. Hort. Petrop. xviii. (1901) 437. 
Halleri, Linn.; Komarov, l c. 378. 
lyrata, Linn.; Komarov, l. c. 377. 
paniculata, Francli. PL Delav. (1889) 57. 

Aralia atropurpurea, Francb. in Journ, de Bot. x. (1896) 301. 
Fargesii, Franch. I c. 302. 

Henry!, Harms, in Engl. Jabrb. xxiii. (1896) 12. 
pilosa, Franck, in Journ. de Bot. x. (1896) 302. 

Seabelliana, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 498. 
stipulata, Franch. in Journ. de Bot. x. (1896) 304. 
tomentella, Franck. /. c. 304. 
yunnanensis, Franck. 1. <?. 303. # 

Ardisia brevicaulis, Diels, in Engl. Jabrb. xxix. (1900) 519. 
corymbifera, Mez, in Engl. Pdanzenreiek, Myr sin. 149. 
hainanensis, Mez, L c. 138. 

Hanceana, Mez, L c. 149. 
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Ardisia maculosa, Mez, in Engl. Pflanzenr., Myrsin. 140. 
obtusa, Mez, L e . 104. 

PATENS, Mez, L c . 149, 

PENDULIFLORA, Mez, l. C. 150. 
radians, Hemsl. & Mez, l. c. 146. 

' tenera, Mez, l, c. 104, 
undulata, Mez, l c . 146. 

YUNNANENSIS, MeZ, l C . 107. 

Arenaria barb at a, Franch, in Bull. Soc. Bot. Fr.^xxxiii. (1886) 
430. 

Delavayi, Franch. I. c. 432. 
linearifolia, Franch. PI. Delav. (1889) 97, 
long-istyla, Franch. in Bull Soc. Bot. Fr. xxxiii. (1886) 433. 
napuligera, Franch. I c. 429. 

NEPALENSIS, Spreng. ; Williams, in Joura. Linn. Soc., Bot. xxxiii 
(1898)429. 

orbtculata, Royle; Francli. PI. Delav. (1889) 92, 
polytrichoides, Edgew.; Williams, in Jo urn. Linn. Soc., Bot. 
xxxiii. (1898) 404. 

Przewalskii, Maxim. FI. Tangut. (1889) 88. 
quadridentata, Williams, in Journ. Linn. Soc., Bot. xxxiii. (1898) 
432. 

Roborowskii, Maxim. FI. Tangut. (1889) 87. * 

szECHUENSis, Williams, in Journ. Linn. Soc., Bot. xxxiv. (1900) 437. 
trichophora, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 431. 
YUNNANENsis, Franch. I c. 431. 

Arethusantha bletioides, Finet, in Bull. Soc. Bot. Fr. xlv. (1898) 
412, 

Arisjrma Davidianum, Engl. Jahrb. xxv. (1898) 27. 

Giraldii, Baroni, in Bull. Soc. Bot. Xtal. (1893) No. 10, 515. 
Tatarinowii, Schott; Diels, in Engl. Jahrb. xxix. (1900) 236. 
Aristolochta Delayayi, Franch. in Journ. de Bot. xii, (1898) 315. 
cl entilis, Franch. /. c. 314. 
oracillima, Hemsl. in Kew Bull. (1900) 143. 
manshuriensis, Komarov, in Act. Hort. Petrop. xxii. (1903) 112. 
moupinensis, Franch, PI. Dav. in Nouv. Arch. Mus. Hist, Nat. 
Par. sdr. 2, x. (1887-88) 79. 

setchuenensis, Franch. in Journ. de Bot. xii. (1898) 312. 

Sipko, L’H^rit.; Franch. I c. 311. 
thibetica, Franch. I c. 313. 
yunnanbnsis, Fraach. I c . 313. 

Arnebia Szechenyii, Kanitz, PI. Expad. Szechenyi, Asia Centr, 42. 
Arracacha Dklayayi, Franch. in Bull, Soc. Phil. Par. s6r. 8, vi. 
(1894) 115. 

PEUCEDANIFOLIA, Franch. I C. 114. 
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Artemisia aurata, Komarov, in Act. Ilort. Potrop. xviii. (1901) 
42 0. 

deversa, Diels, in Engl. Jahrb. xxix. (1000) 018, 
lance a, Vaniot, in Bull. Acad. Gdng, But. xii. (1903) 500. 

Asaiitjm biievistylum, Franck. in Journ. de Bat. xii. (1898) 301. 

cardtopiiyllum, Franck. in Bull. Mus. Hist. Nat. Par. i. (1895) 
65. 

oaulescens, var., Francli. in Journ. de Bot. xii. (1898) 302. 
ciiinenstSj Francli. 1. c. 303. 
debile, Francli. I c. 305. 

1)klavayi, Francli. in Bull. Mus. Hist. Nat. Par. i. (1895) G6. 
Fargesii, Francli. in Journ. de Bot. xii. (1898) 300. 
Franciietianum, Diels, in Engl. Jakrb. xxix. (1900) 308. 
sakawanum, Makino, in Bot. Mag. Tokyo, ix. (1895) 260. 
Asparagus oljoioclonos, Maxim, in Act. Ilort. Peirop. xix. (1991) 
109. 

Aspidopterys obcordata, Ilomsl. in Journ. Linn. Soc., Bot. xxxiv. 
(1900) 475. 

Aster auriculatus, Francli. in Journ. de Bot. x, (1896) 379. 
bat an a ensis, Bur. & Franck. 1. c. v. (1891) 50. 

Biltii, Franck. 1. c. x. (1896) 373. 
braciiytrichus, Franck. L c. 372. 

'brevtscapus, Vaniot, in Bull. Acad. GtSog. Bot. xii. (1903) 495. 
Candelabrum, Vaniot, /. c. 498. 
curvatus, Vaniot, l c. 499. 

Delayayi, Franck, in Journ. de Bot, x. (1896) 374. 
flabellum, Vaniot, in Bull. Acad. G<5og. Bot. xii. (1903) 492. 
fuscescens, Bur. & Franck, in Journ. de Bot. v. (1891) 49. 
integ R if o lius, Franck. in M6m. Soc. Nat. Ckerbourg, xxiv. (1884) 
222 . 

latebuacteatus, Franck, in Journ. de Bot. x. (1896) 371. 
lati corymb us, Vaniot, in Bull, Acad. (reog. Bot. xii. (1903) 494. 
likiangensis, Francli. in Journ. de Bot. x. (1896) 370. 
lingulatus, Franck, l c. 377. 

macilkntus, Vaniot, in Bull. Acad. G6og, Bot. xii. (1903) 497. 
millefolius, Vaniot, l. c. 496. 
nigrescens, Vaniot, l. c. 493. 

nigromontanus, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 
501. 

oreophilus, Franck, in Journ. de Bot. x. (1896) 378, 

Piccolii, Hook. f. Bot. Mag. t. 7669. • 

senecioides, Franck, in Journ. de Bot. x. (1896) 881. 
setchuenbnsis, Franck. I c. 377, 

Souliei, Frauck. I c. 372. 

STAticefolius, Franck, l c . 370, 
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Aster tenuissimus, Dunn, in Joiirn. Linn. Soc., Bot. xxxv. (190-)) 

502. 

tongolensis, Franck. in Journ. de Bot. x. (1896) 370. 
tricapitatus, Vaniot, in Bull. Acad. Geog. Bot. xii. (1903) 493. 
yellereus, Franch. in Journ. de Bot. x. (1890) 380. 
vestitus, Franch. L c. 378. 

Vilmorini, Franck. I c. 373. 
yunnanensis, Franch. 1. c. 375. 

Astilbe pinnata, Franck. PI. Delav. (1890) 231. 

rubra, Hook. f. & Tkoms. ex Franck. I c. 230. 

Amtr vgalits bracuycephalus, Franck. 1. c . (1890) 1G1. 
camptodontus, Franch. 1. c. (1889) 160. 

Davidi, Franch. PL Dav. in Nouv. Arch. Mus. Hist. Nat. Par. 
ser. 2, viii, (1885) 214. 

graykolenSj Bucli.-Ham.j Franck. PL Delav. (1890) 103. 
IIknryi, Oliver, in Hook. Ic. Pl. xx. (1891) 1959. 
l it a n gen sis, Bur. & Franck, in Journ. de Bot. v. (1891) 21. 
Loczu, Kanitz, PI. Exped. Szeckenyi, Asia Centr. 17. 
moupinensis, Franck. PL Dav. in Nouv. Arch. Mus. Hist. Nat. 

Par. ser. 2, viii. (1885) 213. 

NIGUkscens, Franck. PL Delav. (1890) 1G2. 
polycladus, Bur. & Franck, in Journ. de Bot. v. (1891) 23. 
sutciiueneN sis, Franch. PL Delav. (1889) 160. 
tanguticus, Batalin, in Act. Hort. Petrop. xi. (1891) 485. 
tatsienensis, Bur. & Franch. in Journ. de Bot. v. (1891) 23. 
yunnanensis, Franck. PL Delav. (1890) 162. 

Atragene koreana, Komarov, in Act. Hort. Petrop. xxii. (1903) 
278. 

ochotensis, Pallas; Komarov, 1. c. 276. 

Atkiplex Maximowicziana, Makino, in Bot. Mag. Tokyo, x. (1896) 
No. 107, 2. 

Aiyloma trichodon, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 
491. 

Aulisconema Pernyi, Hua, in Journ. de Bot. vi. (1892) 472. 

Balanophora Kuroiwai, Makino, in. Bot. Mag. Tokyo, xvi. (1902) 
213. 

Bartsia Odontites, Iiuds.; Franck, in Journ. de Bot. iv, (1890) 317. 
JiAUHiNiA bryoniflora, Franck. PL Delav. (1890) 191. 

Delayayi, Franck. 1. c. 192. 
densiflora, Franck. 1. c. 191. 

Fabert, Oliver, in Hook. Ic. Pl. xviii. t. 1790. 
yunnanensis, Franch. Pl. Delav. (1890) 190. 

Beaumontia brevituba, Oliver, in Hook. Ic, Pl. xvi. (1887) t. 1582. 
indecora, Baill. in Bull. Soc. Linn. Par. i. (1888) 759. 

2 H 2 
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Begonia Augustinei, Hemsl. in Hard. Chron. (1900) ii. 280. 
Bowrlngiana, Hort.; Sander, in Hard. Chron. (1903)1.245. 
Brktschnkideriana, Hemal, in Hook, Ic. PI. xxvii. i. 2035, 

Diels cana, E. Pritzel, in Engl. Jalirb. xxix. (1900) 479, 
Hemrleyana, Hook. f. Bot, Mag. t. 7085, 

Beicetowia, Krassn. in Script. Hort. Univ. Petrop. ii. i. (1887-88) 

12 . 

tianschanica, Krassn. 1. o . 13. 

Herberts acuminata, Franck, in Bull. Soc, Bot. Fr. xxxiii, (1886; 
387. 

angulosa, Wall, var., Franck. L c , 388. 
dictyophylla, Franch. PL Delay. (1889) 39. 
gracilipes, Olivei*, in Hook. Ic. PI. xviii. (1888) 1.1754, 
insignis, Hook. f.; Engl. Jalirb. xxix, (1900) 341. 
intkoerrima, Bunge; Franch. in Bull. Soc. Bot. Fr, xxxiii. (1880) 
386. 

Korean a, Palibin, in Act. Hort. Petrop. xvii. I. (1899) 22. 
levis, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 386. 
p allens, Franch. PL Delay. (1889) 36. 
polyantha, Hemsl. in Journ. Linn. Soc., Bot. xxix. (1892) 302. 
Potanini, Maxim, in Act. Hort. Petrop. xi. I. (1890) 41, 
pruinosa, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 387, 
?>anguinea, Franch. PL Dav. in Nouv. Arch, Mus. Hist. Nat 
Par. s<§r. 2, viii. (1885) 194. 

subtriplinkrvis, Franch. in Bull. Mus. Hist. Nat. Par. i. (1895) 
63. 

yunnanensis, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 388. 
Berchemia flavescens, Wall.; Engl. Jahrb. xxix. (1900) 458. 

yunnanensis, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1880) 456. 
Berteroa Potanini, Maxim. Bull. Acad. PStersb. xxvi. (1880) 422. 
Betula costata, Trautv.; Komarov, in Act. Hort. Petrop. xxii. 
(1903) 43. 

cylindrostachys, Wall, var., Diels, in Engl, Jahrb. xxix. (1900) 
282. 

Ermani, Cham.; Komarov, in Act. Hort. Petrop. xxii. (1903) 49. 
fruticosa', Pallas; Komarov, L c. 50. 
latifolia, Tausch ; Komarov, l, c. 38. 

Schmidth, Regel; Komarov, l c. 52. 

Bifaria Davidiana, Tan Tiegh. in Bull. Soc. Bot. Fr. xliii. (1896) 
173. 

FASCICULATA, Van Tiegh. 1 . e. 174, * 

Bltjmea adenophora, Franch. in Journ. de Bot. x. (1896) 382. 
Bgdinieri, Vaniot, in Bull. Acad. G6og, Bot. xii. (1903) 23. 
Duclouxii, Vaniot, L c. 25. 
globata, Vaniot, l. c. 24. 
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Blumea gracilis, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 502. 
Henryi, Dunn, l. c. 503. 

hongkongensis, Vaniot, in Bull. Acad. G4og. Bot. xii. (1903) 22. 
Martiniana, Vaniot, l. c. 26. 

veronicjefolia, Francli. in Journ. de Bot. x. (1896) 382. 

Bocconia microcarpa, Maxim, in Act. Hort. Petrop. xi. i. (1890) 45. 
Bodinieria, H. Leveille & Vaniot, in Bull. Acad. G5og. But. xi. (1902) 48. 

thalictrifolia, H. LSveilkS & Vaniot, l . c. 48. 

Boehmeriopsis, Komarov, in Act. Hort. Petrop. xviii. (1*901) 441. 
pallida, Komarov, l. c . 441. 

Bomb ax tenebrosum, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 
486. 

Botryopleuron, Hemsl. in Hook. Ic. PL xxvii. (1900) t. 2070. 
axillare, Hemsl. 1. c. 
latieolium, Hemsl. 1. d. 

STENOSTACHYUM, Hemsl. /. C. 
venosum, Hemsl. L c. 

Bournea sinensis, Oliver, in Hook. Ic. PI. xxiii. (1893) t. 2254. 
Brachyactis chinensis, Bur. & Franck, in Journ, de Bot. v. (1891) 69. 
Brandisia racemosa, Hemsl. in Kew Bull. (1895) 114. 

Brassaiopsis ciliata, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 499. 
ficifolia, Dunn, 1 c. 500. 

Braya rubicttnda, Franck, in Bull. Soc. Bot. Fr. xxxiii. (1886) 403. 
sinensis, Ilemsl. in Journ. Linn. Soc., Bot. xxix. (1893) 303. 
sintjata, Maxim. FI. Tangut. (1889) 69. 

Bretschneidkra, Hemsl. in Hook. Ic. Pl. xxviii. (1901) t. 2708. 
sinensis, Hemsl. 1. c. 

Broussonetia Kazinoki, Sieb.; Engl. Jahrk. xxix. (1900) 298. 
Brxjnella vulgaris, Francli. in Nouv. Arck. Mus. Hist. Nat. Par. s<§r. 2, 
x. (1887-8) 70. 

Buckley a Grabbneriana, Diels, in Engl. Jakrb. xxix. (1900) 306. 
Henryi, Diels, l. c. 306. 

Buddlkia acutifolia, C. II. Wrigkt, in Kew Bull. (1896) 24. 

Davidi, Franck. Pl. Dav. in Nouv. Arck. Mus. Hist. Nat. Par. s<5r. 2, 
x, (1888) 66. 

Giraldii, Diels, in Engl. Jakrb. xxix. (1900) 535. 

IIemsleyana, Koekne, in Gartenfl. (1903) 169. 
officinalis, Oliver, in Hook. Ic. Pl. xx. (1891) 1972. 

Bupleurum Candollei, Wall. ,* Boissieu, in Bull. Herb. Boiss. s6r. 2, 
ii. (1902) 805. 

COMMELINOIDEUM,*Boissieil, l. c, 
gracilipes, Diels, in Engl. Jakrb. xxix. (1900) 493. 
longicaule, Wall. ; Diels, L c, 493. 
longiradiatum, Turcz.; Diels, l c . 493. 
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Bupleurum microcephalum, Diels, in Engl. Jahrb. xxix. (1900) 494. 
petiolulatum, Franch. in Bull. Soe. Phil. Par. ser. 8, vi. (1894) 
119. 

sachalinense, F. Sclimidt; Boissieu, in Bull. Iierh. Boiss. s&\ 2 ; 
iii. (1903) 958. 

tenije, Buch.-IIam. ex D. Don ; Engl. Jahrb. xxix. (1900) 493. 
yunnanense, Franck, in Bull. Soe, Phil. Par, s<§r. 8, vi. (1894) 117. 

C acalia firivm, Komarov, in Act. Hort. Petrop. xviii. n. (1900) 420. 
Gsssalpinia Morsei, Dunn, in Jo urn. Linn. Soc., Bot, xxxv. (1903) 
492. 

Calanthe alpina, Hook. f.; Finet, in Bull. Soc. Bot, Fr. xlv. (1898) 412. 
biloba, Lindl.; Finet, l. c. 412. 

Davidi, Franch. Pl. Dav. in Nouv. Arch. Mus. Hist. Nat. Par. s&\ 2, 
x. (1887-8) 85. 

Delavayt, Franch. in Bull, Soc. Bot. Fr. xlvi. (1899) 434. 
Fabwesii, Franch. 1. c. 

fimbriata, Franck. in Nouv. Arch. Mus. Hist. Nat. Par. s&\ 2, x. 
(1887-88) 86. 

megalopha, Franch. I c. 85. 

pusilla, Franch. in Bull. Soc. Bot. Fr. xlvi. (1899) 436. 
Callicarpa vastifolia, Diels, in Engl. Jahib. xxix. (1900) 547. 
Calbitbiche aquatica, DO.; Vaniot, in Bull. Acad. G6og. Bot. xiii. 
(1902) 18. 

Calorhabdos Brunoniana, Benth.; Franch. in Bull. Soc. Bot. Fr. 
xlvii. (1900) 17. 

Fabgesii, Franch. 1. c. 16. 
sutchuenensis, Franch. I c. 17. 

Calypso japonic a, Maxim, in Act. Hort. Petrop. xx. (1901) 533. 
Camellia gracilis, Hemsl. in Ann. Bot. ix. (1895) 146. 

Campanula chrysosplenifolia, Franch. in Jo urn. de Bot. ix. (1895) 
364. 

crenulata, Franch. 1. c. 365. 

Delavayi, Franch. I, c. 364. 

OAMPAJNUMiEA tbuncata, Wall.; Diels, in Engl. Jahrb. xxix. (1900) 
606. 

Capparis formosana, Hemsl. in Ann. Bot. ix. (1895) 145. 
jbtainanensis, Oliver, in Hook. Ic. PI. xvi, (1887) 1588. 

IIenryi, Matsum. in Bot. Mag. Tokyo (1899), 33. 

Cabagana cbassicaulis, Benth.; Franch. PI. Delav. (1890) 159. 

Gerabdtana, Boyle; Franch. 1. c. • 

Cardamine cjircjeoides, Hook. f. & Thoms.; Engl, Jahrb. xxxii. (1902) 
441. 

Delavayi, Franch. in Bull Soc. Bot. Fr. xxxiii* (1886) 397. 
Engleriana, Schulz, in Engl. Jahrb. xxxii, (1902) 407. 
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Cardamine flexuosa, Withering; Engl- Jahrb. xxxii. (1902) 474. 

Var. occulta, Harms j Engl. 1. c. 479. 
fragariifolia, Schulz, in Engl. 1. c. 446. 
xnsignis, Schulz, l. c. 439. 
leucantha, Tausch ; Schulz, in Engl. L c. 403. 
microzyga, Schulz, 1. c. 545. 

mujltijuga, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 399. 
prorepens, Fisch.; Komarov, in Act. Hort. Petrop. xxii. (1903) 360. 
stenoloba, Hemsl. in Journ. Linn. Soc., Bot. xxix.r?(1893) 303. 
Tangotorum, Schulz, in Engl. Jahrb. xxxii. (1902) 360. 
Urbaniana, Schulz, l c. 396. 

VIOLIFOLIA, Schulz, l. c. 440. 

yunnanensis, Franch. in Bull. Soc. Bot. Fr. xxxiii. (18S6) 398. 
Cardiandra sinensis, Hemsl. in Gard. Chron. (1903) i. 82. 

Carlesia, Dunn, in Hook. Ic. PI. xxviii. (1902) t. 2739. 
sinensis, Dunn, /. c. t. 2739. 

Carolinella, Hemsl. in Hook. Ic. PL xxviii. (1902) t. 2726. 
cordifolia, Hemsl. I c . (1903) t. 2775. 

Henryi, Hemsl. I. c. (1902) t. 2726. 

Carpesium Atninsonianum, Hemsl. in Kew Bull. (1893) 79, 157, 
eximium, Winkl. in Act. Hort. Petrop. xiv. (1895) 58. 

Faberi, Winkl. 1. c. 65. 
humile, Winkl. 1. c. 70. 

Lipskyi, Winkl. L c. 68. 

triste, Maxim., var., Diels, in Engl. Jahrb. xxix. (1900) 615. 
velutinum, Winld. in Act. Hort. Petrop. xiv. (1895) 73. 

Carpinus Seemeniana, Diels, in Engl. Jahrb. xxix. (1900) 279. 
Carrieria, Franch. in Rev. Hort. (1896) 497. 
calycina, Franch. 1. c . 497. 

Carum Oandolleanum, Franch. in Bull. Soc. Phil. Par. ser, 8, vi. 
(1894) 127. 

c audiocarpum, Franch. 1. c. 120. 

Carvi, Linn -; Boissieu, in Bull. Herb. Boiss. s5r. 2, ii. (1902) 806. 
caudatum, Franch. in Bull. Soc. Phil. Par. ser. 8, vi. (1894) 120. 
coriaceum, Franch. 1. c. 127. 
cruciatum, Franch. I c. 124. 

Delavayi, Franch. 1. c. 120. 
dissectum, Franch. 1. c. 123. 
filicinum, Franch, l c, 121. 
flaccidum, Franch. I c . 120, 

IIookeri, Franck l <?, 122. 
loloense, Franch. L c. 125. 
molle, Franch, l. c, 120, 

neurophyllum, Maxim, j Boissieu, in Bull. Herb. Boi&s. ser. 2, iii. 
(1903) 958. 
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Carum paniculatum, Franch. in Bull. Sue* Phil. Par* scr. 8, vi. (1894) 

122 . 

ptrRPUREtJM, Franch. L c . 127. 
scaberulum, Franch. 1. c. 125. 
schizopetaltjm, Franch. 1. c, ii. (1890) 199. 
sinense, Franch. L c. vi, (1894) 119. 

Tanakjb, Franch. & Sav.; Franch, L c. 121. 
tenerum, Franch. 1. c. 122. 

tbichoka^ifolium, Franch. in Bull. Mus, Hist. Nat. Par. No. 2 
(1895) 64. 

yunnanbnse, Franch. in Bull. Soc. Phil. Par. s6r. 8, vi. (1894) 
128. 

Caryoptbris parvifolia, Batalin, in Act. Ilort. Petrop. xiii, (1893) 
98. 

Cassine japonic a, 0, Kuntze; Engl. & Prantl, Nat, Pflanzenf. iii. 5 
(1892) 215. 

Oatalpa Fargesii, Bur. in Nonv. Arch. Mus. Hist. Nat. Par. ser. 3, vi, 
(1894) 195. 

tjmbraculifera, Hort.; Bull. Soc. Tosc. Ort. (1888) 330. 
vestita, Diels, in Engl. Jahrb. xxix. (1900) 577. 

Cathcartia Delayayi, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 
390. 

l&ncifoua, Franch. I c. 391. 

Caulophyllum robustum, Maxim.; Komarov, in Act. Hort. Petrop. 
xxii. (1903) 326. 

Cedrela Toona, Box lb.; Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 
449. 

Celastrrs Franchetianus, Loes. in Engl. Jahrb. xxx. (1902) 470. 
gbmmatus, Loes. I c. 4G8. 

HYPOGLAUCUS. Hemsl. in Ann. Bot. ix. (1895) 150 
hypoleucus, Oliver ; Loes, in Engl. Jahrb. xxix. (1900) 445. 
MONosPERMtis, Boxb.; Loes. I, c. xxx. (1902) 467, 
orbicttlattjs, var., Loes, L c . 469. 
paniculatus, Willd,; Loes. I e, 470. 

racemulosrs, Franch. in Bull Soc. Bot. Fr. xxxiii. (1886) 455. 
Bosthornianits, Loes. in Engl. Jahrb. xxix. (1900) 445. 
stylostts, Wall.; Loes. I c. xxx, (1902) 469. 

Cbntella Asiatic a, Urb.; Boissieu, in Bull. Herb. Boiss, s5r, 2, ii. 
(1902) 802, 

Cephalanthera longibracteata, Blume$ Act. Hort. Petrop. xxx. 
(1901) 104. 

Cephabotaxus argotjenia, Pilg. in Engl, Pflanz., Taxac, (1903) 104. 

Cerastium alpinum, Linn.; Franch. in Journ. de Bot. iv. (1890) 303. 
fimbriatum, E. Pritzel, in Engl. Jahrb, xxix. (1900) 320. 
pumirtjm, Curt.; Franch. in Bull, Soc. Bot. Fr. xxxiii (1886) 435, 
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Oerastium szechuense, Williams, in Journ. Linn. Soc., Bot. xxxiv. 
(1900) 433. 

Oeratostigma Griffiti-iii, C. B. Clarice; Engl. Jakrb. xxix. (1900) 
525. 

Cercis racemosa, Oliver, in Hook. Ic. PL xix. (1889) 1.1894. 
OHAMiECYFARis formosensis, Matsum. in Bot. Mag. Tokyo Soc. xv. 
(1901) 137. 

Oiiavica hainana, C. DC., Ann. Conserv. Jard. Bot. Geneve, ii, (1898) 
275. , 

Cheiranthus roseus, Maxim. FI. Tangut. (1889) 57. 

Chelidonium Franchetianum, Prain, in Bull. Herb. Boiss. iii. (1895) 
586. 

japonicum, Thunb.; Act. Hort, Petrop. xvi. (1899) 23. 
lasiocarpum, Oliver, in Hook. Ic. PL xviii. (1888) 1.1739. 
eeptopodum, Prain, in Bull. Herb. Boiss. iii. (1895) 586. 
sutchuenense, Franck, in Journ. de Bot. viii. (1894) 293. 
Chelonopsis deflexa, Bentb. j Diels, in Engl. Jabrb. xxix. (1900) 
554. 

Chenopodium bryoni-® folium, Bunge; Komarov, in Act. Hort. Petrop. 
xxii. (1903) 151. 

rubrum, Linn.; Komarov, l. c. 154. 

Chimonanthus nitens, Oliver, in Hook. Ic. Pl. xvi. (1887) 1.1600. 
Ohirita depress a, Hook. f. Bot. Mag. t. 7218. „ 

spectosa, Kurz, in Journ. Bot. xi. (1873) 195. 

Chrysanthemum tatsienense, Bur. & Franch, in Journ. de Bot. v. 
(1891) 72. 

Chrysosplenium aomorense, Tokubucbi, in Bot, Mag. Tokyo, ix. 
(1895)334. 

baicalense, Maxim.; Komarov, in Act. Hort. Petrop. xxii. (1903) 
423. 

ciliatum, Franck, in Nouv. Arck. Mus. Hist. Nat. Par. s£r. 3, ii, 
(1890) 108, 

c u agile, Franck. PI. Dav. I c. s€r. 2, viii, (1885) 234. 

Grayanum, Maxim. ; Engl. Jakrb. xxix. (1900) 368. 

IIenryi, Franck, in Nouv. Arck. Mus. Hist. Nat. Par, s&\ 3, ii. 
(1890) 112. 

macrophyllitm, Oliver, in Hook. Ic. Pl. xviii. (1888) 1.1744. 
microspermum, Franck, in Nouv. Arck. Mus. Hist. Nat, Par. s<5r. 3, 
ii. (1890) 109. 

nepalense, Franck. PL Delav. i. (1890) 249. 
nodulosum, Tobabucki, Bot. Mag. Tokyo, ix. (1895) 334. 
pilosum, Komarov, Act. Hort. Petrop. xxii. (1903) 424. 
pumilum, Franck. Pl. Delav. (1889) 249. 

ramostjm, Maxim.; Komarov, in Act. Hort. Petrop. xxii. (1903) 
422. 
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Chrysosplenium ttansckanicum, Ivrassn. Script. Ilort. Univ. Petrop, 
ii. i. (1887-8) 16. 

villosum, Franck, in Journ. de Bot. iv. (1890) 605. 

Oimicifuga caltitjefolia, Oliver, in Hook. Ic. PI. xviii. (1888) t, 1740. 
fcbtida, Linn,; Engl, Jalirb. xxix. (1900) 326. 
heracleifolia, Komarov, in Act. flort. Petrop, xviii. (1901) 438. 
japonic A, Spreng.; Engl. Jalirb. xxix. (1900) 326. 
simplex, Wormsk.; Engl. I . c. 326. 

CraciEA QUADRj^ULCATA, Maxim.; Engl. Jalirb. xxix. (1900) 485. 

ClRSIUM 5= OnICUS. 

CHrNEN«E,Gardn. & Champ, var., Diels, Engl.Jahrb. xxix. (1900) 628, 
Fargesii, Franch.; Diels, l c , 627. 

IIenryi, Franch.; Diels, L c. 

Wallichii, DC. ,* Diels, L c. 

Cissus carnosa, Wall.; Engl. Jahrb. xxix. (1900) 466. 

setulosa, Diels & Gilg, l. c. 467, 

Citrus Hystrix, DC.; Engl. Jahrb. xxix. (1900) 424, 

Cladrastis sinensis, Hemsl. in Journ. Linn. Soe., Dot. xxix. (1893) 
304. 

Clematis Armandi, Franch. PI. Dav. in Nouv. Arch. Mus. Hist. Nat. 
Par. sdr. 2, viii. (1885) 184. 

atragenoides, Batalin, in Act. Hort. Petrop. xi. (1891) 481. 
Buceananiana, DC.; H. Ldveille & Vaniot, in Bull. Acad. Gdog. 
Bot. x. (1902) 169. 

ciirysocoma, Franch. in Bull. Soc. Bot. Fr. xxxiii. (188G) 362. 
Olarkeana, H. L3veill<§ & Yaniot, in Bull. Acad. G6og. Bot, xi. 
(1902) 170. 

core an a, II. LdveilM & Yaniot, L c. 298. 

past an dr a, Maxim.; Act. Hort. Petrop. xi. (1890) 7. 

Delavayi, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 360. 
Drakeana, II, L<5veill6 & Yaniot, Bull. Acad. G«5og. Bot, xi. (1902) 
168. 

Fargesii, Franch. in Journ. de Bot. viii. (1894) 273. 
fascicullflora, Franch. PI. Delav. (1889) 5. 
formosana, O. Kuntze, in Hook. Ic. PI. xx. (1890) 1. 1945, 
li’RUTicosA, var., Maxim, in Act. Hort. Petrop. xi. (1890) 5. 
FCNEimis, H. L6veill6 & Yaniot, in Bull. Acad, Goog. Bot. xi. 
(1902) 368. 

Fuse A, Turcz.; II. L<5veill6 & Yaniot, l. c. 299. 

Gourieana, Roxb.; Engl. Jahrb. xxix. (1900) 332. 
hedysarifolia, DC. ex II. Leveilie & Vaniot^in Bull. Acad. Geog. 
Bot. xi. (1902) 169. 

IIenryi, Oliver, in Hook. Ic. PL xix. (1889) 1819. 
intrlcata, Bunge, var., Maxim.; Komarov, in Act. Hort. Petrop. 
xxii. (1903) 288. 
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Clematis koreana, Komarov, in Act. Hort; Petrop. xviii. (1901) 
438. 

Kuntziana, H. L£veill5 & Vaniot, Bull. Acad. Geog. Bot. xi. (1903) 
171. 

lancifolia, Bur. & Franeh. in Journ. de Bot. v. (1891) 18. 
easiandra, Maxim. in Act. Hort. Petrop. xi. (1890) 7. 
leiocarpa, Oliver, in Hook Ic. PL xvi. (1888) t. 1533. 

Montana, var., Maxim, in Act. Hort. Petrop. xi. (1890) 10. 
obscura, Maxim. 1 . c. 6. 

philippiana, H. Leveille & Yaniot, in Bull. Acad. Geog. Bot. xi. 
(1903) 109. 

pooonandra, Maxim, in Act. Hort. Petrop. xi. (1890) 8. 

Potanini, Maxim. 1. c. 9. 

Prattii, I-Iemsl. in Kew Bull. (1892) 82. 
pterantha, Dunn, in Hook. Ic. PL xxviii. (1901) t. 2713. 
ranunculoides, Franck in Bull. Soc. Bot. Fr. xxxiii. (1886) 360, 
rubifolia, C. II. Wright, in Kew Bull. (189(5) 21. 
spectabilis, Palibin, in Act. Hort. Petrop. xvii. (1899) 12. 
splendens, H. Leveille & Vaniot, in Bull. Acad. G<5og. Bot. xi. 
(1902) 171. 

Tashirot, Maxim, in Bull. Acad. P^tersb. xxxii. (1888) 477. 
Vitalba, Linn., var., Franck Pl. Delav. (1889) 4. 
yunnanensis, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 3|>1. 
Clematoclethra actinidioides, Maxim, in Act. Hort. Petrop. xi. 
(1890) 38. 

Cordifolia, Franch. in Journ. de Bot. viii. (1894) 279. 

Faberi, Franck. I c, 279. 

Giraldii, Biels, in Engl. Jakrb. xxix. (1900) 472. 

Hemsleyi, Baill. in Bull, Soc. Linn. Par. ii. (1890) 873. 
integrifolia, Maxim, in Act. Hort. Petrop. xi. (1890) 38. 
lasioclada, Maxim. I c . 38. 

Maximowiczi, Baill. in Bull. Soc. Linn. Par. ii. (1890) 873. 
scanbens, Franch. Pl. Dav. in Nouv. Arch. Mu$, Hist. Nat. Par. 
stir. 2, x. (1887-8) 53. 

strioillosa, Franck in Journ. de Bot. viii. (1894) 280. 
TOMENTELLA, Francli. 1. C*. 

Glerodendron Mandarinorum, Diels, in Engl. Jahrb, xxix. (1900) 
549. 

moupinense, Franck. Pl. Dav. in Nouv. Arch. Mus. Hist. Nat. Par. 
stir. 2, x. (1887-8) 68. 

stjbscapostjm, Hemsl. in Hook. Ic. PL xxvii. (1900) t, 2675. 
Clethra Delavayi, Franck, in Journ. de Bot. ix. (1895) 370. 
Fargesii, Franck. I c. 369. 

Gnicus AimYRACANTHUS, Hook. f. Franck in Journ. de Bot. xi. (1897) 
24. 
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Onicijs Bodinieiu, Vaniot, in Bull. Acad. Goog. But. xii. (1903) 121. 
Cerberus, Vaniot, l c * 120. 

Fargesii, Franch. in J ourn. de Bot, xi. (1897) 22. 

IIenryi, Francli. 1. c. 21. 
involucratus, Hook. f.; Franck 1. c. 24. 

Leduci, Francli. 1. c. 23. 

monocephaltjs, Vaniot, in Bull. Acad. Geog. Bot. xii. (1903) 122. 
Provosti, Francli. in Journ. de Bot. xi. (1897) 23. 

Souliei, Flinch. 1. c. 21. 
suffultus, Francli. I o. 24. 

Cocculus affinis, Oliver, in Hook. Ic. PI. xviii. (1888) 1.1760. 
Cochlearia scapiflora, Hook. f. & Thoms.; Franch, PL Delav. (1889) 
61. 

Godonopsis convolvulacea, Hemsl. in Hook. Ic. Pl. xxiv. (1895) 
t 2385. 

IIenryi, Oliver, l. c . xx. (1891) 1.1967. 

sylvestrxs, Komarov, in Act. Hort. Petrop. xviii. (1900) 425. 

Tangshen, Oliver, in Hook. Ic. PL xx. (1891) 1.1966. 

Ccelogyne barbata, Griff.; Finet, in Bull. Soe. Bot. Fr. xlv. (1898) 
412. 

Mandarinorum, Ivranzl.; Engl. Jahrb. xxix. (1900) 269. 
nitida, Lindl.; Finet, in Bull. Soc. Bot. Fr. xlv. (1898) 412. 
ocjiracea, Lindl.; Finet, L c . 
prjecox, Lindl.; Finet, l. c. 

Coluria Henryi, Batalin, in Act. Hort. Petrop. xiii. (1893) 94. 
Colbtea Delavayi, Franck PI. Delav. (1889) 158. 

Conyza pinnatifida, Franch. in Journ- de Bot. x. (1896) 381. 

Coptis CHINENSIS, Franck in Journ. de Bot. xi. (1897) 231. 
Corallodiscus, Batalin, in Act. Hort. Petrop. xii. (1892) 176. 
coNCHiEFouus, Batalin, l c. 176. 

Oorchoropsxs psilocarpa, Harms et Loes. in Engl. Jahrb. xxxiv. 
(1904) Beibl. 75, p. 51. 

Corchorus olitorius, Linn.; Franch. in Bull. Soc. Bot. Fr, xxxiii. 
(1886) 441. 

Coriaria intermedia, Matsum. in Bot. Mag. Tokyo, xii. (1898) 62. 
nepaulensis, Wall, j Franch. in Bull, Soc. Bot. Fr. xxxiii. (1886) 
451. 

terminals, Hemsl. in Hook. Ic. PL xxiii, (1892) t. 2220. 
Corispermum blon oatum, Bunge ; Komarov, in Act* Flort. Petrop. 
xxii. (1903) 158. 

Cqrntjs Bretschneideri, J. Henry, in Le Jardin 41899) 309. 
quinqtjenervis, Franch, in Journ. de Bot. x. (1896) 307. 
scabridus, Franch. Pl. Dav. in Nouv. Arch. Mus. Hist. Nat, Par. 
s&\ 2, viii. (1885) 250. 

Oortusa PEKJNENSIS, A. Rieht. in Termer, FiizStek (1894) 130. 
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Corydalis acuminata, Francli. in Journ. de Bot. -viii. (1894) 285, 
aegopodioides, H. Leveille & Vaniot, in Bull, Acad.G^og. Bot. xi, 
(1902) 173. 

ALBiCAULis, var,, Francli. in Bull. Soc. Bot. Fi\ xxxiii. (1886) 396. 
anthrisicifolia, Franch. PL Bay. in Nouv, Arch. Mus. Hist. 

Nat. Par. ser. 2, viii. (1885) 196, 
balsamiflora, Prain, in Journ. As. Soc. Beng. lxv. (1896) 41. 
Bataliana, Prain, ex Bretsehn. Hist. Etu*. Bot. Disc. China, 1026. 
cheilanthifolia, Hemsl.in Journ. Linn. Soc., Bot. c xxix. (1893) 302. 
cheirifolia, Franch. in Journ. de Bot. yiii. (1894) 285. 
cheliboniifolia, H. L6veill6 & Vaniot, in Bull. Acad. G6og. Bot, 
xi. (1902) 174. 

conspersa, Maxim. FI. Tangut. (1889) 49. 

Crista-galli, Maxim. I c. 47. 
cristata, Maxim, in Act. Hort. Petrop. xi. (1890) 47. 
curyiflora, Maxim. FI. Tangut. (1889) 41, 
datjcifolia, H. L^veilld & Vaniot, in Bull. Acad. Geog. Bot. xi, 
(1902) 172. 

13 avid i, Franch. PL Day. in Nouv. Arch. Mus. Hist, Nat. Par. 
s&\ 2, yiii. (1885) 198. 

Delava yi, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 393. 
Drakeana, Prain, in Journ. As. Soc. Beng. lxv. (1896) 31. 
Duclouxii, H. L4veill£ & Vaniot, in Bull. Acad. Geog. Bot. xi. 
(1902) 174. 

echinocarpa, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 393, 
elata, Bur. & Franch. in Journ. de Bot. v. (1891) 20. 

Fargkesii, Franch. I c. viii. (1894) 290. 

FLEXtroSA, Franch. Pl. Dav. in Nouv. Arch. Mus. Nat. Hist. Par. 
s<5r. 2, viii, (1885) 197. 

Fumaria, II. LdveillS & Vainiot, in Bull. Acad. G6og. Bot, xi. (1902) 
372. 

gigantea, Trautv. k Mey.; Komarov, in Act. Hort. Petrop. xxii. 
(1903) 343. 

gracilis, Franch, in Bull. Soc. Bot. Fr. xxxiii. (1886) 395. 
hamata, Franch. in Journ, de Bot. viii. (1894) 192. 

Hank®, Kanitz, PL Exped. Szechenyi, Asia Centr. (1891) 7, 
Hemsleyana, Franch. & Prain, in Journ, As. Soc. Beng, lxv, 
(1896) 29. 

livida, Maxim. FI. Tangut. (1889) 49. 

longicornu, Franck. in Bull. Soc. Bot. Fr. xxxiii, (1886) 394. 

lopinensis, French, in Journ. de Bot. viii, (1894) 284. 

Martini, H. L4veill6 & Vaniot, in Bull. Acad. Gdog. Bot, xi. (1902) 
173. 

motjpinensis, Franch, PL Dav. in Nouv. Arch, Mus, Hist. Nat. Par. 
s6r. % viii. (1885) 198. 
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Cokydatjs mucronata, Franck FI, Dav. in Nouv, Arcli. Mus. Hist. 
Nat. Far. sor, 2, \iii. (1885) 107. 

onrcocAiuPA, Flook. f. & Thoms.; Engl. Jahrh. xxix. (1900) *‘155, 
oxypetala, Franch. in Bull. Soc. Hot. Fr, xxxiii. (1880) 092. 
pachyckntra, Franoli, FI. Delav. (3889) 45. 
petiiqphil a, Francli. 1. c. 47. 

Potanini, Maxim. FI. Tangut. (1889) 48. 

Prattii, Francli. in Journ. de Bot. viii. (1894) 284. 
pul ch ella, Franck Pl. Delay. (1889) 45. 
scaberula, Maxim. FI. Tangut. (1889) 40. 
scan dens, Francli. in Bull. Soc. Bot. Fr. xxxiii. (1880) 391. 
solid a, S\v.; Palihin, in Act. Ilort. Petrop. xvii. (1809) 24. 
Souliei, Franch. in Journ. de Bot. viii. (3894) 283. 
stenantha, Franch, PI, Delay. (1889) 49. 
taliensis, Franch. 1. c. 48. 

temulifolia, Franch. in Journ. de Bot, viii, (3894) 293. 
thalictrifolia, Franch. L c. 293. 

TiiiBETiCA, var., Franch. in Bull. Soc. Bot. Fr. xxxiii. (1880) 
390. 

tomkntella, Franch. in Journ. de Bot, viii. (1894) 292. 
tomentosa, N. 33. Br. in Gard. Ghron. (1903) ii. 123. 
tongolensis, Franch. in Journ. de Bot. viii. (1894) 285. 
trifoliata, Fianch. in Bull. Soc. Bot. Fr. xxxiii, (1886) 392. 
trisecta, Franch. in Journ. de Bot. viii. (1891) 284, 
triternata, Franch. 1. c. 290. 

Wilsoni, N. E. Br. in Gard. Chron. (190*3) ii. 123. 
yunnanensis, Franch. ill Bull. Soc. Bot. Fr. xxxiii. (1880) 394. 
Corylopsis, n. sp., Diels, in Engl. Jahrh. xxix. (1900) 380, 381. 

Cotone aster acuminata, Lindl. ,* Engl. Jahrh. xxix. (1900) 385. 
angusti folia, Franch. PI. Delay. (1890) 221. 
bacillabis, Wall.; Franch. 1. c, 222. 
bttxifolia, Wall.; Franch. 1. c. 224. 
coiuacea, Franch. I c. 222. 

Dielstana, E. Fritz, in Engl. Jalirh. xxix. (1900) 385. 

Fbancheti, Bois, in Rev. Ilort. (1902) 379. 
frigipa, Wall.; Engl. Jalirh. xxix, (1900) 585. 
glaucophylla, Franch. PI. Delay. (1890) 222. 
moupinensis, Franch. PI. Day. in Nouv. Arch. Mus, Hist. Nat, 
Par. sdr. 2, viii. (1885) 224. 
mucronata, Franch. PL Delay. (1899) 223. 
nummularia, Fiscli. & Mey.; Franch. inNouv.t&rck Mus. Hist. Nat. 

Par. s5r. 2, viii- (1885) 225. 
pannosa, Franch. Pl. Delay. (1890) 223. 
botundifolia, Wall.; Engl. Jalirb, xxix. (1900) 385. 
rugosa, E. Fritz, in Engl. I c. 385, 
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Cotone aster salicjifolia, Franch. PI. Dav, in Nouv. Arch. Mus. Hist 
Nat. Par. s5r. 2, viii. (1885) 225. 

Cotyledon japonica, Maxim.; Palibin, in Act. Hort. Petrop. xvii. 
(1899) 93. 

MINOT a, Komarov, l. c. xviii. (1900) 436. 

Crassula yunnanensis, Franch. in Journ. de Bot. x. (1896) 284. 
Crat^igijs usung-arica, Zabel; Lange, Revis. Cratseg. 43. 

Henryi, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 494. 
tenuifolia, Koruarov, in Act. Hort. Petrop. xviii. (1901) 435. 
Crawfurdia Delavayi, Franch. in Bull. Soc. Bot. Fr. xlvi. (1899) 
306. 

thibetica, Franch. 1. c . 307. 

Cremantiiodium Potanini, Winld. in Act. Hort. Petrop. xiv. (1895) 
150. 

Crepis Bockiana, Diels, in Engl. Jalirb. xxix. (1900) 633. 

Gillii, S. Moore, in Journ. Bot. xxxvii (1899) 170. 

Henryi, Diels, in Engl. Jahrb. xxix. (1900) 633. 

Hookeriana, C. B. Clarke; Franch. in Journ. de Bot. ix. (1895) 
256. 

Phoenix, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 511. 
rapunculoides, Dunn, L c. 512. 

Bosthornii, Diels, in Engl. Jahrb. xxix. (1900) 632. 
trichocarpa, Franch. in Journ. de Bot. ix. (1895) 257. 
umbrella, Franch. 1 . c. 255. 

Crotalaria capitata, Benth.; Franch. PI. Delay. (1889) 151. 

formosana, Matsum.; Ito & Matsum., Journ. Coll. Sci. Tokyo, xii. 
395. 

iutfescens, Franch. in Nouv. Arch. Mus. Hist. Nat. Par. sgr. 2, 
x. (1887-88) 133. 

similis, Herasl, in Ann. Bot. ix. (1895) 152. 
yunnanensis, Franch. PI. Delav. (1889) 151. 

Cryptotjeniopsis, Dunn, in Hook. Ie. PL xxviii. (1902) 2737. 

asplenioides, Boissieu, in Bull. Herb. Boiss. s6r. 2, ii. (1902) 807. 
botrychioides, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 494. 
CARDroc'ARPA, Dunn, I. c. 495. 

Delavayi, Dunn, L c. 495. 

filtcina, Boissieu, in Bull. Herb. Boiss. s£r. 2, ii. (1902) 806. 
leptopiiylla, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 495. 
mollis, Dunn, L c. 

Tanaeje, Boissieu, in Bull. Herb. Boiss. s£r. 2, ii. (1902) 806. 
vulgaris, Dunii, in Hook, Ic. PL xxviii. (1902) t. 2737. 
Cucubalus baccifer, Linn.; Komarov, in Act. Hort Petrop. xxii. 
(1903) 205. 

Cyan ante us petiolatus, Franch, in Bull. Soc. Phil. Par. s<3r, 8, iii, 
3. (1891) 147. 
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Cyolea polypetala, Bunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 
485. 

rac km os a, Oliver, in Hook. Ic. PI. xx. (1890) t. 1038. 

Cydonia catitayknsis, Hemal, in Hook. Ic. PI. xxvii. (1900) t. 2057-58. 
Cymbidium giganteum, Wall.; Finet, in Bull. Soc. Bot. Fr. xlv. (1898) 
412. 

Cynanchum IIenryi, Warb. in Engl. Jabrb. xxix. (1900) 542. 
nipponicum, Matsum. in Bot. Mag. Tokyo, xii. (1898) 30. 
yillosum, j^Iatsum. 1. c. 

Cynosorchis gracilis, Blume; KranzJ, Gen. & Sp. i, 488. 
Gyperorchis elegans, Blume; Finely in Bull. Soc. Bot. Fr. xlv. (1808) 
412. 

Cypripedium arietinitm, Franck, in Bull. Soc. Bot. Fr. xxxiii, (1880) 

200 . 

elegans, Beiclib. f.; Diels, in Engl. Jakrb. xxix. (1900) 200. 

Dalbergia Delayayi, Franck. PL Delav. (1890) 186. 

Dyertana, Prain; Engl. Jakrb. xxix. (1900) 416. 
mimusoides, Francli. PL Delav. (1890) 187. 
yunnanensis, Franck. 1. c. 

Dapiine gemmata, E. Pritz. in Engl. Jakrb. xxix. (1900) 481. 
gracilis, E. Pritz. I c, 480. 

r®tusa, Hemal, in Journ. Linn. Soc., Bot. xxix. (1893) 318. 
tentjiflora, Bur. & Franck, in Journ. de Bot. y. (1891) 151. 
Daphniditjm strychnifolium, Franck, in Nouv. Arch. Mus. Hist. Nat. 

Par. s&\ 2, x. (1887-8) 76. 

Dayidia, Baill. Adansonia, x. (1871) 114. 
involucrata, Baill. 1. c. 

Decaisnea Fargesii, Franck, in Journ. de Bot. vi. (1892) 234. 

insignis, Hook. t k Thoms.; Engl. Jakrb. xxix. (1900) 34l. 
Decumaria sinensis, Oliver, in Hook. Ic. Pl, xviii. (1888) t. 1741. 
Delavaya, Francb. in Bull. Soc. Bot, Fr. xxxiii, (1886) 4G2. 
toxocarpa, Franch, l c. 
yunnanensis, Franck. PL Delav. (1889) 142. 

Delphinium Bonvaloti, Franck, in Bull. Soc. Phil. Par. sdr. 8, v. 
(1893) 3,165. 

campylocentrum, Maxim, in Act, Hort. Petrop. xi, i. (1890) 
31. 

caucasicum, var., Maxim. I c. 30. 

cayalebiense, H. LSveilliS & Vaniot, in Bull. Acad, Gdog. Bot. xi. 

(1902) 49. # 

ceratophorum, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 377. 
CEBEFOLIUM, H. L6ve ill<5 k Vaniot, in Bull. Acad. G6og. Bot, xi. 
(1902) 49. 

chepoense, Franch. in Bull, Soc. Phil. Par. s4r. 8, y. B. (1893) 170. 
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Delphinium: ccelestinum, Franch. in Journ. de Bot. viii. (1894) 276. 
Davidi, Franch. in Bull. Soc. Phil. Par. sgr. 8, v. (1893) 179. 
Delavayi, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 379. 
densiflorum, Duthie; Hath, in En#l. Jahrb. xx. (1895) 393. 
denudatum, Wall.; vai\, Franch. in Bull. Soc. Bot. Fr. xxxiii, 
(1886) 378. 

elatum, Linn., vai\, H. Leveille & Vaniot, in Ball. Acad. GMog. 
Bot. x. (1902) 300. 

exiguum, E. Pritz. in Engl. JaUrb. xxix. (1900) 327". 

Faroes n, Franch. in Ball; Sdc. P-liil. Par. ser. S, v. (1893) 164. 
fatsienense, E. Pritz. in Engl. Jahrb. xxix. (1900) 328. 
Gilgianum, Pilg. 1. c. xxxiv. (1904), Beibl. 75. 33. 
hamatum, Franch. Pl. Delav. (1889) 28. 

Henryi, Franch. in Bull. Soc. Phil. Par. ser. S, v. (18931 177. 
hirticaule, Franch. in Jo urn. cle Bot. viii. (1894) 275. 
iliense, Ruth ; Engl. Jahrb. xx. (1895) 402. * 

lankongense, Franch. PL Delav. (1889) 26. 
likiangense, Franch. in Bull. Soc. Phil. Par. sdr. 8, v. (1893) 
180 . 

longipes, Franch. PI. Dav. in Nouv. Arch. Mus. Hist. Nat. Par. 
ser. 2, viii. (1885) 191. 

Maackianum, Kegel; Komarov, in Act. Horfc. Petrop. xxii. (1903) 
248. 

Maximo wiczii, Franch. in Bull. Soc. Phil. Par. ser. 8, v. (1893) 
164. 

mosoynense, Franch. I c. 168. 
oliganthtjm, Franch. PI. Delav. (1889) 29. 
orthocentrum, Franch. in Bull. Soc. Phil. Par, ser. 8, v, (1893) 
178. . 

pachycentrum, Elemsl. in Journ. Linn. Soc., Bot. xxix. (1892) 
301. 

Pot an ini, Ruth, in Bull. Herb. Boiss. i. (1893) 332. 
fycnocentrum, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 379. 
Eobertianum, H. L*Sveill6 k Vaniot, in Bull. Acad. Gdog. Bot. xi. 
(1902) 49. 

sertiferum, Franch, in Bull. Soc. Phil. Par. s<$r. 8, v. (1893) 
171. 

siwanense, Franch. I c. 162. 

Souliei, Franch. 1. c. 172. 
sutchuenense, Franch. he. 178. 
taliense, Franch* l c. 174. 

tanguticum, Maxim, ex Bull. Herb. Boiss. 3. (1893) 332. 
tatsienense, Franch. in Bull, Soc. Phil. Par. ser. 8, v. (1808) 
169. 
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Delphinium tongolknkk, Frauch. in Bull. Soc, Pliil. Par. sdr. 8, v. 
(1803) 100. 

TiuciiorrioiuiM, Franch, 1. c. 100. 
ytinnanense, Franch. l.c. 173. 

Dkndrobium CAPiLTJHES, Iteichb. f. ; Finet, in Bull, Soc, Bot. Fr. xlv. 
(1808) 411. 

chrysostoxitm, Limll.; Fillet, A c. 411. 

Faboesii, Finet, /. c. 1. (1903) 374. 

PiMBRTATUM, Hook.; Finet, I. c. xlv. (1898) 412. 
longicornb, Lind!; Finet, Lc. 412. 
odiosum, Finet, l. c. ! (1003) 373. 

Pierardi, Koxh.; Finet, 1. c. xlv. (1898) 412. 
tcjnnanmnrk, Finet., L c xliv. (1807) 410. 

Derrib Fordti, Oliver, in Hook. Ic. PI. xviii. (1888) 1.1771. 

marginata, Bentli.; Branch. P! Delav. (1890) 188. 

Dkkmodium amethystinum, Dunn, in Garc! Chron. (1902) i. 210. 
callianthum, Franch. Id. Delav. (1890) 173. 
oinkrascens, Franch. L <\ 174. 
oracillimum, Hems! in Ann. Bot. ix. (1895) 152. 

Griffithianum, Bentli.; Franch. PL Delav. (1899) 17G. 

hamulatum, Franch. 2. c. 17*5. 

hispidum, Francli. L c. 174. 

rhabdocladem, Franch. I c. 173. 

sinuatum, Blume; Engl. Jahrb. xxix. (1900) 414. 

Tashiroi, Matsum. in Journ. Col! Sci. Tokyo, xii. (1900) 415. 
yunnanense, Franch. Pl. Delav. (1890) 172. 

Deutzia albida, Batalin, in Act. Ilort. Petrop. xiii. vit. (1893) 97. 
Baroniana, Diels, in Engl. Jahrb. xxix, (1900) 372. 
corymbiflora, Bev, Ilort. (1898) 401. 

Fakgkrrxi, Franch, in Journ. do Bot. x, (1896) 281. 
ulabkrrima, Koelme; Engl. Jahrb, xxxiv. (1904) Beibl. 75. 38. 
glabbata, Komarov, in Act. Ilort. Petrop. xxii. (1903) 433. 
gbomeruufolia, Franch, Pl. Day, in Nouv. Arch. Mas. Hist. Nat. 
Par. s&\ 2, viii. (1880) 230. 

hamata, Koelme; Engl. Jahrb. xxxiv. (1904) Beibl, 75. 37. 
longifolia, Franch, in Nouv, Arch. Mus, llist. Nat. Par, ser. 2, 
viii. (1880) 235, 

setchuenensis, Franch. in Journ. cle Bot. x. (1896) 282. 

Dianella straminea, Yatabe, in Bot. Mag. Tokyo, vii. (1893) 435. 
Dianthus szechubnsis, Williams, in Journ. Linn. Soc., Bot. xxxiv. 
(1899) 428, 

Dicentra macrantha, Oliver, in Hook. Ic. PL xx. (1891) 1.1937. 
Dichrocephala Bodinieri, Vaniot, in Bull. Acad. G&>g. Bot. xii. 
(1903) 242. 
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Dichrocephala Le veil lei, Yaniot, in Bull. Acad. Geog. Bot. xii. 
(1903) 241. 

minutifolia, Yaniot, /. c. 243. 

Dickinsia, Franch. PI. Dav. in Nouv. Arch. Mus. Hist. Nat. Par. 
ser. 2, viii. (1885) 244. 
hydrocotyloides, Franch. I. c. 244. 

Bidissandra Delavayi, Franch. in Bull. Mus. Hist. Nat. Par. v. 
(1899) 249. 

Fargesii, Franch. in Bull. Soc. Linn. Paris, n. s. i. (1899) 123. 
glandulosa, Batalin, in Act. Hort. Petrop. xii. (1892) 175. 
lancifolia, Franch. in Nouv. Arch. Mus. Hist. Nat. Par. ser. 2, x. 
(1887-88) 63. 

LONGIFOLIA, l. 0. 

longipes, Hemsl. in Kew Bull. (1895) 115. 

Morgant, Franch. in Bull. Soc. Linn. Par. n. s. i. (1899) 124. 
plicata, Franch. 1. c. 

Bosthornii, Biels, in Engl. Jalirh. xxix. (1900) 574. 

Dioscorea acerifolia, Uline, in Engl. Jahrb. xxix. (1900) 261. 
Buergeri, Uline, var.; Engl. Jahrb. xxix. (1900) 260, 

Fargesii, Franch. Bev. Hort. (1896) 540. 

IIenryt, Uline, in Engl. Jahrb. xxix. (1900) 261. 
pentaphylla, Linn.; Uline, L c. 260. 

Bosthornii, Biels ; Uline, l. c. 261. 

tenuipes, Franch. & Sav.; Act. Hort. Petrop. xix. (1901) 108. 
Biospyros utilis, Hemsl. in Ann, Bot. ix. (1895) 154. 

Bipelta ELEGANS, Batalin, in Act. Hort. Petrop. xiv.8. (1895) 174. 

yxjnnanensis, Franch.; Bev. Hort. (1891) 247. 

Biphylleia cymosa, Michx.; Engl. Jahrb. xxix. (1900) 337. 
Biplolepis ovata, Lindl. ex Trans. Hort. Soc. vi. (1826) 268. 

Bipoma, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 404. 
iberideum, Franch. /. c, 405. 

Bipsacus chinensis, Batalin, in Act. Hort. Petrop. xiii. 18. (1894) 
37 7. 

3 kermis, Wall.; Engl. Jahrb. xxix. (1900) 601. 

Diptkronia, Oliver, in Hook. Ic. PL xix. (1889) t. 1898. 
sinensis, Oliver, /. c. 

Disporopsis aspersa, Htia; Engl. Jahrb. xxix. (1900) 249. 

Pernyi, Hua ; Engl. I, c. 249. 

Biitranthera, Hemsl. in Hook. Ic. PL xxviii. (1902) t. 2734. 
major, Hemsl. 1. c. t. 2734. 
minor, C. H. Wright, I. c. sub t. 2734, 

Bobinka Belavayi, Baill. in Bull. Soc. Linn. Par. ii. (1890) 835, 
Bolichos Lagopus, Dunn, in Journ. Linn, Soc,, Bot. xxxv, (1903) 
490. 

o x o 
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Dontostemon iNTEGRiFOLiirs, C. A. Mey.; Komarov, in Act. licit. 
Petrop. xxii, (1903) 383. 

Draba ALPrNA, Linn., vur.; Francb. in Bull. Soc. Bot. Fr. xxxiii. 
(1880)401. 

AMPLEXiCAULis, Franch. 1 . c . 403. 

rracteata, Batalin, in Act. Hort. Petrop. xi. 10. (1891) 482. 
dentata, Ledeb.; Maxim. Enum. PI. Mongol. (1880) 58. 
moitpinensis, Francb. PI. Delav. in Nouv. Arch. Mas. Hist. Nat. 
Par. s$r. r 2, viii, (1885) 200. 

surctjlosa, Franch. in Bull. Soc. Bot.Fr. xxxiii. (1889) 401. 
yunnanensis, Franch. I . c. 402. 

Dracontomelum sinense, Stapf, in Ilooli. In. PI. xxvii. (1900) 
t. 2641. 

Dumasia cordifolia, HcmsL in Ilook. I c . t. 2027. 

Dunbaria pulchra, Bentli.; Franch. PI. Delav. (1889) 184* 

Dupinia japonica, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1880) 439. 

Echinocarptjs sinensis, Hemsl. in Ann. Bot. ix. (1895) 147. 

Ehretia corylifolia, 0. H, Wright, inKow Bull. (1800) 25. 
El/EAGNUS Bockii, Diels, in Engl. Jahrb. xxix. (1900) 483. 

Davidii, Franch. Pl. Dav. in Nouv. Arch. Mus. Ilist. Nat Par. 
r s6r. 2, x. (1887-88) 77. 

IIenryi, Warb. in Engl. Jabrb. xxix. (1900) 483. 

LAN ceolata, Warb. 1. c . 483, 

Eljeocarpus hainanensis, Oliver, in Hook. Ic. Pl. xxv. (1890) 
t. 2402. 

Eijeodenbron japonicum, Franch. & Sav. ; Engl, Jabrb. xxx. (1902) 
473. 

Elsholtzta calycocarpa, Diels, in Engl. Jabrb. xxix. (1900) 5(50. 

Em belt a Fordii, Mez, in Engl. Pflanzenr., Myrsin. 320. 

myrtifolia, Mez, in Notizbl. Bot Gard. Berlin, iii. (1901) 107. 
paucjifloba, Diels, in Engl. Jabrb. xxix. (1900) 517. 
polypodioides, Hemsl. & Mez, in Notizbl. Bot Gard. Berlin, iii, 
(1901) 108. 

rROctJMBENS, Hemsl. in Hook. Ic. PL xxviii. (1901) t. 2724. 
PRUNiFoiii a , Mez, in Engl. POanzenr., Myrsin. 310, 
saxatilis, Hemsl. in Hook. Ic. Pl. xxviii. (1901) t. 2724, 
Emmenopterys Henryi, Oliver, in Hook, Ic. PL xix, (1889) t. 1823. 
Enkianthus brachyphyllits, Francb. in Journ, tie Bot ix. (1895) 
371. 

CHiNENSis, Francb. 1. c. 

himalaicus, Ilook. f. & Thoms,, var., Francb. j Engl. Jabrb. xxix. 
(1900) 509. 

Kosthorni, Diels, in Engl. I c . 

Epilobthm ang if datum, Komarov, in Act. ITort. Petrop. xviii. (1901) 
—^ 432. 
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Epilobium calycinum, Hausskn.; H. L^veille, in Bull. Acad. Gdog. 
Bot. xii. (1903) 17. 

cephalostigma, Hausskn.; H. Ldveille, l . c . 
himalayense, Hausskn.; Bodin, l. c. ii. (1893) 341, 
ljetxjm, Wall.; Bodin, l. c . xii. (1903) 17. 

I.IVIDUM, Hausskn.; H. LSveillS, /. c . viii. (1898) 5. 
minutielorum, Hausskn.; H. Leveille, l . c . xii. (1903) 17. 
molle, Lam.; H. Ldveilld, l c . viii. (1898) 4. 
nepalense, Haussk.; H. Leveillg, L c . ii. (1893) 341. 
nervosum, Boiss. & Bulise; II. Leveille, l. c . xii. (1903) 17. 
nudicarpum. Komarov, in Act. Iiort. Petrop. xviii. (1901) 432. 
Rouyantjm, H. L6veille, in Bull. Acad. Gdog. Bot. xii. (1903) 17. 
Wall i Chianum, Ilausskn.; Ii. Leveille, L c . 

Epimepium acuminatum, Franck, in Bull. Soc. Bot. Fr. xxxiii. (1886) 
109. 

brevicornu, Maxim, in Act. Iiort, Petrop. xi. 1. (1889) 42. 
Davidi, Franeh. PI. Dav. in Nouv. Arck. Mus. Hist, Nat. Par. ser, 2, 
viii. (1885) 195. 

Fargesii, Franck. Journ. de Bot. viii. (1894) 281. 
sutchuenense, Franck. 1 . c . 282. 

Epipactis Helleborine, var., Crantz; Engl. Jahrb. xxix. (1900) 268. 
latipolia, Swartz ; Bull. Soc. Bot. Fr. xlv. (1898) 413. 
macrostacilya, Kranzl.; Engl. Jahrb. xxix. (1900) 268. 

Eranthis albielora, Franeh. PI. Dav. in Nouv. Arch, Mus. Hist. Nat. 
Par. s<§r. 2, viii. (1885) 191. 

Vaniotiana, H. LdveilhS, in Bull. Acad. Ge'og. Bot. xi. (1902) 299. 
Erigeron moupinensis, Franck. PI. Dav. in Nouv. Arck. Mns. Hist. 

Nat. Par. s<5r. 2, x. (1887-88) 36. 

Eriobotrya pubia, Decue.; Franck. PI. Delay. (1890) 224. 
Griffithu, Franck. L c , 
lasiogyna, Franck. I c . 225. 

PRioNQPiiYLLA, Franck. L c . 

Eriocaulon pecemeloritm, Maxim. Diagn. PI. Nov. As. fasc. viii. 
(1893) 7. 

picline, Maxim. L c, 
kiusianum, Maxim. 1 . c . 22. 

Eritbichium radicans, A. DC. in Act. Hort. Petrop. xviii, (1900) 
162. 

Eryngitjm ecetiduh, Linn.; Hemsl. in Journ, Linn. Soc., Bot. xxxiv. 
(1900) 475. 

Erysxmum auranti^cum, Maxim. Enum. PL Mong. (1889) 65. 

yunnanense, Franck, in Bull. Soc. Bot, Fr, xxxiii. (1886) 404. 
Erythrospermum hypoleucum, Oliver, in Hook. Ic. PL xix. (1889) 
1.1899. 

Eucbrbsta tubulgsa, Dunn, in Journ, Linn, Soc., Bot. xxxv. (1903) 
492, 
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Eucommia ulmoides, Oliver, in Hook. Ic. PL xx. (1890) t. 1960 j 
xxiv. (1895) t. 2361. 

Euonymus acanthocarpa, Franck. PL Delav. (1889) 129, 
actinocarpa, Loes. in Engl. Jakrb. xxx, (1901) 459. 
aculeata, Iiemsl. in Kew Bull. (1893) 209. 
amygdalifolia, Franck, in Bull. Soc. Bot. Fr. xxxiii. (1886) 453. 
Bockii, Loes. in Engl. Jakrb. xxix. (1900) 439. 
chinensis, Lindl. vars,, Loes, in Engl. Jakrb. xxix. (1900) 430. 
cornutus, Hemsl, in Kew Bull. (1893) 209. 

Dielsiana, Loes. in Engl, Jalirb. xxix. (1900) 440. 
fimbriata, Wall, ex Engl. Jahrb. xxx. (1902) 405. 
flavescens, Loes. 1. c . xxix. (1900) 437. 

Forbesiana, Loes. 1. c. xxx. (1902) 457, 

Giraldii, Loes. L c. xxix. (1900) 442. 
grandiexora, Wall, ex Loes. L c. 439. 

Hemsi.eyana, Loes. I c. xxx. (1902) 400, 
hupbhensis, Loes, l c . 454. 

ilicifolia, Franch. in Bull. Soc. Bot, Fr. xxxiii. (1880) 452. 
kiautschovica, Loes. in Engl. Jalirb. xxx. (1902) 453, 
lanceifolia, Loes. I, c. 462. 

lineari folia, Franck. in Bull. Soc. Bot. Fr. xxxiii. (1880) 455. 
lutchuensis, T. Ito & Matsum. Engl. Jahrb, xxx. (1902) 450. 
macroptera, Rupr. ex Engl. L c. 405. 
myriantha, Hemsl. in Kew Bull. (1893) 210. 

PATENS, Rekder; Sarg. Trees & Shrubs (1903) 127. 
phellomana, Loes. in Engl. Jakrb. xxix. (1900) 444. 

Rosthornii, Loes. I. c. 437. 
salicifolia, Loes. L c. xxx. (1902) 458. 
sanguine A, Loes. L c. xxix. (1901) 441. 

Tashiroi, Maxim, in Bull. Acad. Pelt?rsb. xxxi. (1887) 23. 
theifolia, Wall, var.; Loes. in Engl. Jahrb. xxx. (1902) 455. 
TONKINENSIS, LO0S. I C . 453. 

VENOSA, Hemsl. in Kew Bull. (1893) 210. 
verrucosoides, Loes. in Engl. Jakrb, xxx, (1902) 462. 
YITNNANENSIS, Franck, in Bull. Soc. Bot. Fr. xxxiii. (1886) 454, 
Eupatorium cannabinum, Linn,; Franck, in Nouv. Arch. Mus. 1IL1, 
Nat. Par. s4r. 2, x. (1888) 34. 

Euptelea Bavidiana, Baillon, Adansonia, xi. (1878-76) 805, 
Dblavani, van Tiegh. in Joura. de Bot. xiv. (1900) 273. 
Francheth, van Tiegh. L <?. 272. 

pleiospbrma, Hook. f. & Thoms.; Engl. Jahrb. xxix. (1900) 846. 
foi/yandra, Sieb. & Zucc,; Engl. I c. 

Eitrya gynandra, Vesque> in Bull. Soc. Bot. Fr. xlii. (1897) 160. 
Henryi, Iiemsl, in Hook, Ic. PL xxviii. (1903) sub t. 2761. 
obliquifolia, Hemsl, lie, t, 2761. 
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Eutrema thibeticum, Franch. PL Day. in Nouv. Arch. Mus. Hist. 
Nat. Par. s5r. 2, viii. (1885) 201. 
yunnanense, Franck Pl. Delay. (1889) 61. 

FAG ABA = Z ANTHOXYLON. 

Avicennl®, DC.; Engl. Jalirh. xxix. (1900) 423. 

DIMORPHOPHYLLA, Engl.; L c. 422. 
rissita, Engl.; l. c. 

ECHINOCARPUS, Engl. J 1. C. 

KHASIANA, Engl.; l. c. 
micrantha, Engl.; l. c, 

STENOPHYLLA, Engl.; l. C. 

volubilis, E. Pritzel; l, c . 

Fagus Engleriana, Seemen, in Engl. Jalirb. xxix. (1900) 285. 
Sieboldii, Endl.; l. c. 284. 

Ficus PIenryi, Warh. in Engl. Jahrb. xxix. (1900) 299. 

Tashiroi, Maxim, in Bull. Acad. Petersb. xxxii. (1888) 621. 
Flemingia vestita, Benth.; Francli. Pl. Delav. (1890) 186. 

YUNNANENSis, Franch. 1 . c. 185. 

Flueggea capillipes, Pax, in Engl. Jahrb. xxix. (1900) 427. 
Fordiophyton, Stapf, in Ann. Bot. vi. (1892) 314. 

CANTONENSE, Stapf, l, C. 

Faberi, Stapf, L c. 

Form i, Krasser, in Engl. & Prantl, Natiirl. Pfianzenf. III. 7.* (1893) 
175. 

Fraxinus longicuspis, Sieb. & Zucc. $ Palibin, in Act. Hort. Petrop. 
xviii. 11. (1900) 156. 

malacopbylla, Hemsl. & Hook. Ic. PL xxvi. (1899) t. 2598. 
platypoda, Oliver, l. c. xx. (1890) 1.1929, 
retusa, var. Henryana, Oliver, l. c. 1.1930. 

Freycinetia formosana, Hemsl. in Kew Bull. (1896) 160. 

sp., Makino, in Bot. Mag. Toledo, x. (1896) no. 113, 222. 
Fritillaria Davidi, Franch. Pl. Dav. in Nouv. Arch. Mus. Hist. Nat. 
Par. s6r. 2, x. (1887-8) 93. 

lophophora, Bur. & Franch. in Journ, de Bot. y. (1891) 153. 
Koylei, Hook.; Franch. I c . xii. (1898) 222. 

Galactia formosana, Matsum. in Journ. Coll. Sci. Tokyo, xii. (1898) 
424. 

Galium paradoxum, Maxim.; Engl. Jahrb. xxix. (1900) 583. 

trifloriforme^ Komarov, in Act, Hort. Petrop. xviii. (1901) 428. 
triflorum, Michx.; Engl. Jahrb. xxix. (1900) 583. 

Gaultheria fragrantissima, Wall.; Engl. Jahrb. xxix. (1900) 515, 
laxiflora, Diels; l c. 

NUMMULARIQIBKS, D. Don ; L C. 



4S0 0 EX ERA AXD SPECIES NOTED SINCE 

Gentian a algid a, Pall, ex Engl, .lahrb. xxix. (1900) 53G. 

bellidifolia, Branch. in Bull. Soc. Bot. Fr. xliii. (189G) 48G. 
biflora, Begel $ Kusnezov, in Act. Ilort. Petrop. xiii. i. (1893) 
62. 

chinensis, Kusnezov, in Bull. Acad. Petrop. xiii. (1892) 338. 
crassuloides, Bui*. & Franch. in Journ. de Bot. v. (1891) 104. 
crassuloides, Franch. in Bull. Soc. Phil. Par. s<§i\ 8, iii. 3. (1891) 
148. 

pahurica, Fisch.; Act. Ilort. Petrop. xv. n. (1898) 318. 
Duclouxii, Franch. in Bull. Soc. Bot. Fr. xlvi. (1899) 305. 
frigid a, Ilaenhe; var., Franch. in Nouv. Arch, Mus, Hist. Nat. 
Par. ser. 2, x. (1888) 62. 

gentilis, Franch. in Bull. Soc. Bot. Fr. xliii. (1896) 491. 

Grtjmii, Kusnezov, in Act. Ilort. Petrop. xiii. i. (1893) G3. 
JJaynaldi, Kanitz, cf. Bull. Acad. Petorsb. xxxv. (1894) 352, et PI. 
Exped. Szech., As. Centr. 39. 

ii rx aph ylla, Maxim, in Bull. Acad. P<$tersb. xxxv. (1894) 350. 
Jankjb, Kanitz, cf. op. cit. 352; et PL Exped. Szechenyi, Asia 
Centr. 41. 

Kurroo, Boyle, var. \ Kusnezov, in Bull. Acad. P6tersb. xxxiv. 
(1892) 508.” 

Kusnezowii, Franch. Bull. Soc. Bot. Fr. xliii. (1896) 492. 
le u comeljena , Maxim.; Kusnezov, in Bull. Acad. PStersb. xxxiv. 
(1892) 506. 

maetjlchanensis, Franch. in Bull. Soc. Bot. Fr. xliii. (1896) 488. 
Maximowiczi, Kusnezov, in Bull. Acad. PStersb. xxxiv. (1892) 
505 (et xxxv. (1894) 352). 

Maximowiczii, Kanitz, PL Exped. Szechenyi, Asia Centr. 39. 
myrioclada, Franch. Bull. Soc*. Bot. Fr. xliii. (1896) 487. 
napulifera, Franch. I c. 488. 
ornata, Wall.; 1. c. 493. 

Phob, Franch. 1. c. 
pratioola, Franch, l 480. 

Prattii, Kusnezov, in Act. Hort, Petrop. xiii. i, (1893) 03. 
pseudo-aquatica, Kusnezov, L c. 

puRPtTRATA, Maxim.; Kusnezov, in Bull. Acad, P4ter&b. xxxix. 
(1892) 506. 

ROSULARis, Franch. Bull. Soc. Phil. Par. ser. 8, iii. 3. (1891) 148, 
samolifolia, Franch. in Bull, Soc. Bot. Fr. xliii, (1896) 485. 
siphonantha , Maxim.; Kusnezov, in Bull. Acad. P4lersb. xxxiv. 
(1892) 506. 

Souliei, Franch. in Bull. Soc. Bot. Fr. xliii. (1896) 491. 
spathuljsfoua, Kusnezov, in Bull. Acad. P6tersb. xxxv. (1894) 
351. 

Szechenyii, Kanitz, PL Exped. Szechenyi, Asia Centr. (1891) 40. 
tatsxenensis, Franch. in Bull. Soc, Bot. Fr. xliii, (1896) 489. 
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Gentiana tetraphylla, Eusnezov, in Bull. Acad. Petersh, xxxv. 
(1894) 360. 

tizuensis, Francli. in Bull. Soc. Bot. Fr. xliii. (1896) 494. 
tongolensis, Franch. I e. 490. 
tricholoba, Franch. 1. c. 

trichotoma, Kusnezov, in Act. Ilort. Petrop. xiii. I. (1893) 60. 
Geranium; Delavayi, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 
442. 

Koreanum, Komarov, in Act. Ilort. Petrop. xviii. (1901) 433. 

melanandrum, Franch. PL Delav. (1889) 112. 

moupinense, Franch. PI. Dav. in Nouv. Arch. Mus. Hist, Nat. 

Par. s6r. 2, viii. (1885) 208. 
napuligertjm, Franch. PL llelav. (1889) 115. 
ocellatum, Jacquem.; 1-ranch, in Bull. Soc. Bot. Fr. xxxiii. 
(1886) 444. 

palustre, Linn., var., Franch. Pl. Delav. (1SS9) 109. 
platypetalum, Franch. 1. c. 111. 
pogonanthum, Franch. 1. c. 

Kobertianum, Linn.; Engl. Jahrb. xxix. (1900) 419. 
soboliferum, Komarov, in Act. Ilort. Petrop. xviii. (1901) 433. 
strigosum, Francli. in Bull. Soc. Bot. Fr. xxxiii. (1886) 442. 
umbel liforme, Franch. 1. c. 443. 
yunnanense, Franch. PL Delav. (1889) 114. 

Gerbera Henryi, Dunn, in Journ. Liun. Soc., Bot. xxxv. (1903) 511. 

Tananti, Franch, in Journ. de Bot. vii. (1893) 155. 

Geum elatum, Wall., var. humile, Boyle; Engl. Jahrb. xxix. (1900) 
404. 

Gilibertia bentigera, Harms, in Engl, Jahrb. xxix. (1900) 487. 
protea, Harms, in Engl. & Prantl, Natiirl. Pdanzenf. III. 8. (3894) 
41. 

Giraldia, Baroni, in Nuov. Giorn. Bot. Ital. a. s. iv. (3897) 431. 
Stapfii, Baroni, l. c. 

Giralbinia conbensata, Wedd.; Engl. Jahrb. xxix. (1900) 302. 

vitifolia, Franch. PI. Dav. in Nouv. Arch. Mus. Hist. Nat. Par. 
s<$r. 2, x. (2887-88) 80. 

G leditschia Delavayi, Franch. Pl. Delav. (1890) 189. 

officinalis, Hemsl. in Kew Bull. (1892) 82. 

Glochidjon formosanum, Hayata, in Bot. Mag. Tokyo, xvii. (1903) 

200 . 

lanceolatum, Hayata, l. c. 199. 

Glycyrrhiza inflata, Batalin, in Act. Hort. Petrop. xi. 16 (1891) 
484. 

Gnaphalium bicolor, Franch. in Journ. de Bot. x. (1896) 411. 
chrysocephalum, Francli. 1. c. 412. 
corymbosum, Bur. & Franch. I c, v. (1891) 71. 

Dedekensii, Bur. & Franch. 1. c. 70. 



4S2 GENERA AND SPECIES NOTED SINCE 

Gnaphalium Dklavayi, Branch. in Journ. de Bot. x. (1890) 409. 
likiangknsio, Branch. 1. c. 410. 

Nobile, Bur. & Branch. I c. v. (J891) 71. 
pel lucid um, Branch. 1. c. x. (1890; 411. 

sericeo-albidum, Vaniot, in Bull. Aca:l. Gdog. But. xii. (1900) 
501. 

sinensis, Branch, in Bull. Soe. But. hr. xxxix. (1892) loo. 
Stracheyi, Branch. 1. o. 
sumjlatum, Branch. 1. e. 130. 

r 

sylvaticum, Linn.; Engl. Jalirh. xxix. (1000) 015. 
yunnanensis, Branch. Journ. de Bot. x. (1S90) 410. 

Goldbaoiha lancifolia, Branch, in Bull. Soc. But. Br. xxxiii. (1880) 
408. 

Gordon:a axillaris, var. acuminata, E. Pritzel, in Engl, Jalirh. xxix. 
(1900) 473. 

Guldenstaedtia Giraldii, Harms, in Engl. Jnhrh. xxix. (1900) 415. 
pauciflora, Bisch. ex Branch, in Journ, de Bot. iv. (1890) 504. 
yunnanensis, Branch. PL Delav. (1890) 104. 

Gymnadenia crasstnervis, Finet, in Key. G6n. Bot. xiii, (1901) 514. 

hemipiliodes, Finet, l . c . 515. 

Gymnagati-iis, Stapf, in Ann. Bot. vi. (1892) 315. 

PEPEROMI 1 FOL 1 A, Stapf, L C, 

Gymnosporia = Celastrus. 

r 

acuminata, Hook. f. & Thoms. ; Engl. Jalirh. xxx, (1902) 472. 
emarginata, M. Laws. ; Engl. I c. 471. 
yariabilis, Loes. ; Engl. 1 . c. xxix. (1900) 440, 

Gynostemma cardiosperma, Cogn. in Ilook. Ic. PI. xxiii. (1892) 
t. 2225. 

Gynura auiuta, Winkl. in Act. Hort. Petrop. xiv. i. (1895) 151. 
pinnatifida, Vaniot, in Bull. Acad. G$og. Bot. xii. (1905) 489. 
sinioa, Diels, in Engl. Jalirh. xxix. (1900) 018, 

Gypsophila perfoliata, Linn.; Komarov, in Act. Hort. Petrop. xxii. 
(1903) 200. 

IIabenaria Dayidi, Branch. PL Dav. in Nouv. Arch. Mus, Hist Nad. 
Par. ser. 2, x. (1887-88) 86. 

Delavayi, Finet, Rev. Gen. Bot. xiii. (1901) 527. 

Bargesii, Finet, l . c . 528. 

IIartia, Dunn, in Hook. Ic. PL xxviii. (1902) t. 2727. 
sinensis, Dunn, l , c. 

Hedona Davidi, Williams, in Journ, Linn. Soc., But. xxxiv, (1899) 
433. 

IIedychium spicatum, Buck-Ham.; Gagnep. in Bull. Acad. G£og. Bot. 
xii. (1903) 40. 

IIedysarum sikkimbnsb, Bentli,; Branch. Pl. Delav. (1890^ 171. 
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Hedysarum tanguticum, B. Fedtsch. in Bot. Centralbl. lxxxiv. <1900) 
274. 

tuberosum, B. Fedtscli. 2. c. 

IIelicia formosana, Hemsl. in Ann. Bot. ix. (1895) 156. 

grandis, Hemsl. in Hook. Ic. PI. xxvii. (1000) t. 2631. 
Helleborus chinensis, Maxim, in Act. Hort. Petrop. xi. i. (1890) 27. 
thibetanus, Franch. PI. Delav. in Nouv. Arch. Mus. Hist. Nat. 
Par. ser. 2, viii. (1885) 190. 

IIelwingha chinensis, Batalin, in Act. Hort. Petrop. xiii. 7. (1893) 97. 

himalaica, Hook. f. & Tlioms.; Engl. Jahrb xxix.*(1900) 505. 
ITemiboea gracilis, Franch. in Bull. Soc. Linn. Par. (1899) 124. 
IIemigraphis szechuanica, Batalin, in Act. Ilort. Petrop. xiii. 18. 
(1894) 384. 

IIemilophia, Franch. PI. Delav. (1889) G5. 
pulchella, Franch. 1. o. 

IIemsleya, Cogn.; Hook. 1c. PI. xix. (1889) 1.1822. 
chinensis, Cogn. 1. c . 

IIeptapleurum Delayayi, Franch. in Journ. de Bot, x. (1890) 307. 
Fargesii, Franch. L c. 300. 

Hoi, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 498. 
MACROPHYLLUM, DlUUI, l. C. 499. 
productum, Dunn, I. c. 

IIeracleum acuminatum, Franch. in Bull. Soc. Phil. Par. ser. 8, vi. 
(1894) 144. 

biyittatum, Boissieu, in Bull. Ilerb. Boiss. ser. 2, iii. (1903) 855. 
oandicans, Wall.; Franch. in Bull. Soc. Phil. Par. ser. 8, vi. (1894) 
144, 

cgreanum, Boissieu, in Bull. Herb. Boiss. s 6v. 2, iii. (1903) 854. 
Fargesii, Boissieu, l. c. 853. 

ITemsleyanum, Diels, Eftgl. Jahrb. xxix. (1900) 503. 

Rapula, Franch, in Bull. Soc. Phil. Par. ser. 8, vi, (1894) 145. 
scabridum, Franch. I c. 

Souliei, Boissieu, in Bull, Herb. Boiss. sdr. 2, iii. (1903) 852. 
vicinum, Boissieu, l. c> 853. 

yitnnanense, Franch. in Bull. Soc. Phil. Par. ser. 8, vi, (1894) 143. 
IIerminium alaschanioum, Maxim, in Bull. Acad. Pdtersb. xxxi. 
(1887) 105. 

fallax, Finet, in Bull. Soc. Bot. Fr. xlv. (1898) 413. 

Hibiscus cancellatus, Roxb.; Franch. in Bull. Soc, Bot. Fr, xxxiii. 
(1886) 440. 

tiLiaceus, Linn.^var,; Ilochr. in Ann. Conserv. Jard, Bot. Geneve, 
iv. (1900) 64. 

vbnustus, Biunie, ex Hochr, 1. c, 93. 

Hieracium sinense, Yaniot, in Bull. Acad, Geog. Bot. xii. (1903) 502. 
Hiptage minor, Dunn, in Journ. Linn. Soc., But. xxxv. (1903) 487. 
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IIoeckia, Engl. & Graobn.; Engl. Jahrb. xxix. (1900) 598. 

Asohersoniana, Engl. & Graebn.; L c. 

Holboellia angustieolia, Wall., % ar.; Diels, in Engl. Jahrb. xxix. 
(1900) 040. 

o-iinensih, Fran oh.; /. c. 

uoriacea, Diels, in Engl. /. c. 042. 

cun eat a, Oliver, in Hook. Ic. PI. xix. (1880) t, 1817. 

latifolia, Wall.; Engl. Jahrb. xxix. (1900) 340. 

IIolosteum sin-ense, Cat. ms. Kow Collect. Henry; ex Diels, in Engb 
Jahrb. xxix. (1900) 321. 

IIyorangea altlssjma, Wall.; Engl. Jahrb. xxix. (1900) 376. 

An posit an a, 11. Ldveille, in Ball. Acad. Geog*. Bot. xii. (1903) 
114, 

Giraldii, Diels, in Engl. Jahrb. xxix. (1900) 373. 

IIemsleyana, Diels, l. c. 37(5. 

K amienskii, II. Ldveille, in Bull. Acacl. Geog. Bot. xii. (1903) 115. 
longipes, Francli. PI. Day. in Nouv. Arch. Mils. Hist. Nat. Par. 
ser. 2, viii. (1883) 227. 

Mandarinorum, Diels, in Engl. Jahrb. xxix. (1900) 372. 
Maximwiczii, II. Ldveilld, in Bull. Acad. Geog. Bot. xii. (1903) 
114. 

Kostiiojinii, Diels, in Engl, Jahrb. xxix. (1900) 374. 
XANTHONEURA, Diels, l C. 373. 

IIyprocotyle rubkscens, Francli. in Bull. vSoe. Phil. Par. sdr. 8, yi. 
(1894) 108. 

IIyi.omecon japonicum, Prantl; Engl. Jahrb. xxix. (1900) 353. 
sutciiuense, Francli.; L 0 . 

tern ale, Maxim.; Komarov, in Act. Hurt. Petrop. xxii. (1903) 
337. 

Hypericum ELonKomss, (JlioKy; Francli. in Bull. Soc. Bot. Fr. xxxiii. 
(1880)430. 

oeminiflorum, Ilemsl. in Ami. Bot. ix. (1895) 144. 

Lalandki, Clioisy; Branch. in Bull, Soc. Bot. hr. xxxiii. (1880) 
436. 

longistylum, Oliver, in Hook. Ic. PI. xvi. (1886) t. 1534. 
monantuemum, Hook. f. & Thoms.; Fmiicb. in Bull. Soc, Bot. Fr. 
xxxiii. (1886) 436. 

nepaulenke, Ghoisy ; Engl. Jahrb. xxix. (1900) 470, 
petiolulatum, Hook, f, & Thoms.; Francli. in Bull. Soc. Bot. Fr, 
xxxiii. (1886) 43C, 

Prattit, Hemsl. in Journ. Linn. Soc., Bot. xxix. (1893) 303. 
trinervium, Hemal, in Ann. Bot. ix. (1895) 144. 
yunnanense, Branch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 437. 


Idesia polycarta, Maxim, var., Diels ; Engl, Jahrb, xxix. (1900) 478. 
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Ilex Aquifolium, Linn.; varr., Loes. in Engl. Bot. Jabrb. xxix. (1900) 
435. 

ardisioides, Loes.; Nov. Act. Nat. Cur. lxxviii. i. (1901) 359, 
Championii, Loes.; l.c, 349. 

corallina, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 452. 
Delavayi, Franch. in Journ. de Bot. xii. (1898) 255. 
dipyrena, Wall., var. leptacantha, Loes.; Engl. Jabrb. xxix. 
(1900) 436. 

dubiaj xar. hupehensis, Loes.; l. c. 

Fargesii, Franch. in Journ. de Bot. xii. (1898) 255. 

Henryi, Loes. in Nov. Act. Nat. Cur. lxxviii. i. (1901) 491. 
intermedia, Loes. 1. c. 273. 

KELUNGENSIS, Loes. I C. 335. 
liukiuensis, Loes. L c. 330. 

macrocarpa, Oliver, in Hook. Ic. PI. xviii. (1888) t. 1787. 
Maximowicziana, Loes. in Nov. Act. Nat. Cur. lxxviii. i. (L9Q1) 339. 
metabaptista, Loes. 7. c. 238. 

pedunculosa, Miip var.; Loes, in Engl. Jabrb. xxix. (1900) 436, 
Pseudo-Godajam, Franch. in Journ. de Bot. xii. (1898) 256. 
purpurea, ITassk. var., ex Engl. Jalirb. xxix. (1900) 435. 
ramosa, Oliver, in Hook. Ic. PI. xix. (1889) t. 1863. 
szechxvanensis, Loes. in Nov. Act. Nat. Cur. lxxviii. i. (1901) 347. 
Warburgii, Loes. 7. c. 326. 
yunnanense, Francb. PL Delav. (1889) 128. 

Illicium Griffitiiii, Hook. f. & Thoms.; Francb. in Bull. Soc. Bot. 
Fr. xxxiii. (1886) 383. 

Henryi, Diels, in Engl. Jabrb. xxix. (1900) 323. 
micranthum, Dunn, in Hook. Ic. PL xxviii. (1901) t. 2714. 
Tashiroi, Maxim, in B*dl. Acad. Pgtersb. xxxii. (1888) 479. 
verum, Hook, f, Bot. Mag. (1888) t. 7005. 

Impatiens angustiflora, Hook. f. ; Francb. in Bull. Soc. Bot. Fr. 
xxxiii. (1886) 449. 

blepharosepala, E. Pritz,; Engl. Jabib. xxix (1900) 455. 
CHJSTODONTA, Francb. PL Delav. (1889) 155. 
corchorifolia, Francb. in Bull. Soc. Bot. Fr. xxxiii. (1880) 448. 
cornucopia, Francb. PL Delav. (1889) 121. 

Delavayi, Francb. in Bull. Soc. Bot. Fr. xxxiii. (1886) 445. 
dimorphophylla, Franch. L c. 446. 
divaricata, Franch. 7. a. 447. 

dolichoceras, E. Pritz, in Engl. Jabrb. xxix. (1900) 450. 
fissicornis, Mftxini. in Act. Hort. Petrop. xi. i. (1890) 87, 
Hancockii, C. H. Wright, in Kew Bull. (1896) 21. 

Henryi, E. Pritz. in Engl. Jabrb. xxix. (1900) 455. 
lon gi at. at A, E, Pritz. L c . 454, 
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Impatiens notolopha, Maxim, in Act. Ilort. Petrop. xi. r, (1890) 91. 
ODQNTOPETALA, Maxim. 1. C. 90. 
platyceras, Maxim. 1. c. 89, 

Potanini, Maxim. 1. c. 90. 

rROcuMBENS, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1880) 447. 
padiata, Hook, f.; Franch. /. c, 419. 

recurvicornis, Maxim, in Act. Ilort. Petrop, xi. i. (1890) 88. 
posted lata, Franch. PI. Bay. in Nouv. Arch. Mus. Hist. Nat. 
Par. s6v.% viii. (1885) 209, 

stenantha, Hook. f.; Franch. in Bull. Soc. Bot. Fr. xxxiii. (1880) 
449. 

rtenosepala, E. Pritz.; Engl. Jahrb. xxix. (1900) 450. 
uliginosa, Franch, in Bull. Soc. Bot.Fr. xxxiii. (1880) 448. 
yittata, Franch. PL Dav. in Nouv, Arch. Mus. Hist. Nat. Par. 
s4r, 2, Yiii. (1885) 209. 

yunnanensis, Franch. in Bull. Soc. Bot. Fr. xxxiii. (188G) 445. 
Incapvillea Bkresovskii, Batalin, in Act. Ilort. Petrop. xiv. 8. 
(1895) 181. 

Delavayi, Bur. & Franch. in Journ. tie Bnt. v. (1891) 138. 
gpandiflora, Bur. & Franch. 1. c. 
littea, Bur. & Franch. 1. c. 137. 

vapiabtlis, Batalin, in Act. Ilort. Petrop. xii. 0. (1892) 177. 
Indigofera caudata, Bunn, in G-ard. Ohron. (3902) ii. 210. 
ciijetodonta, Franch. Pl. Delav. (1889) 155. 

CINERASCENS, Fi’ftlich. I, C. 153. 

Belavayi, Franch. /. c, 154. 
n e t era NT ha, Wall.; Franch* L c. (1889) 154. 

KrRTLOwi, Maxim, ex Pali bin, in Act. Hort. Petrop. xiv, i. (1895) 
115. 

unifolia, Betz.; Franch. Pl. Belay. (1889) 153. 

LitTiauENsis, Makino, in Bot, Mag. Tokyo, x. 115 (1896) 65. 
mollih, Franch. PL l)elav. (1889) 156, 
pendula, Franch. 1. c. 
reticulata, Franch. 1. c. 153. 

scabrida, Dunn, in Journ. Linn. Soc,, Bot. xxxv, (1903) 487. 
sknsitiya, Franch. PL Delav. (1889) 157. 
sericophylla, Franch. L c. 155. 
subulata, Vahlj Engl. Jahrb. xxix. (1900) 411. 

Inula chrysantha, Diels, in Engl. Bot. Jahrb. xxix. (1900) 614. 
CUSPIDATA, 0. B. Clarke; Engl. Jahrb. xxix. (1900) 614. 

Giraldii, Diels; L c. 613. # 

pterocaula, Franch. in Journ. de Bot. x. (1896) 383. 
sericophylla, Franch. /. c, 
serrata, Bur. & Franch. I. c. v. (1891) 50. 
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Ipomcea Tashiroi, Matsum. in Bot. Mag. Tokyo (1898) 75. 

Iris Rosthornii, Diels, in Engl. Jahrb. xxix. (1900) 261. 

Isopyrum auriculatum, Franch. in Bull. Soc. Bot. Fi\ xxxiii. (1886) 
376. 

Delavayi, Franch, in Journ. de Bot. xi. (1897) 222. 

Fargesii, Franch. 1. c. 220. 

Henryi, Oliver, in Hook. Ic. PL xviii. (1888) t. 1745. 
peltatum, Franch. PL Dav. in Nouv. Arch. Mus. Hist. Nat. Par. 
s&\ 2, viii. (1885) 190. 

sutchuenense, Franch. in Journ. de Bot. viii. (1894) 274, 
vaginatum, Maxim. FI. Tangut. (1889) 18. 

Itea parviflora, Hemsl.; Ann. Bot. ix. (1895) 153. 

yunnanensis, Francli. in Journ. de Bot. x. (1896) 268. 

Itoa, Hemsl, in Hook. Ic. PI. xxui. (1900) t. 2688. 
orientalis, Hemsl. L c. 

Jasminum discolor, Franch. PL Dav. in Nouv. Arch. Mus. Hist. Nat. 
Par. sdr. 2, x. (1887-88) 59. 

floribundttm, Bunge, vai\, Diels, in Engl, Jahrb. xxix. (1900) 534. 
Giraldii, Diels, 1. c. 

POLYANTHUM, Franch. in Rev.Ilort. (1891) 207. 
primulinum, Hemsl. in Kew Bull. (1895) 109, 

Jitglans Siebolbiana, Maxim.; Engl. Jahrb. xxix. (1900) 274. • 

J urine a EDULIS, Franch. in Journ. de Bot. viii. (1894) 337. 

Souliei, Franch. 1. c. 

Jussi jeA Fauriei, II. Ldveill<5, in Bull. Acad. G<5og. Bot. xii, 
(1903) 18. 

japonica, H. LSveillg, l c. 

Parmentieri, II. L£veil]S, l c. 

Philtppiana, II. L6veill£, l v . 

Kadsura Ghampioni, G. B. Clarke, in Journ. Linn. Soc., Bot. xxv. 
(1889) 4. 

Ivellogia chinensjs, Franch. in Journ.de Bot. vi. (1892) 11. 
Keteleeria Evelyniana, Masters, Gard. Chron. (1903) i. 194, 
Ivoelreuteuia bipinnata, Franch. in Bull. Soc. Bot. xxxiii. (1886) 
463. 

minor, Hemsl. in Hook. Ic. PL xxvii. t. 2642. 

Ivolkwitzia, Graeb. in Engl. Jahrb. xxix. (1900) 593. 
amabilis, Graeh. 1. c. 593. 

Krasciieninikowia raphanorhiza, Palib. in Act. Ilort. Petrop. xvii. 
i. (1899) 42. 

. silvatica, Maxim.; Ivomarov, in Act. Ilort. Petrop. xxii. (1903) 
176. 
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Lactijoa atuopurpcjkka, Franch. in Jo urn. do Bot. is. (1805) 204. 
CRKPiDioiDEM, Yaniot, in Bull. Acad. G£og. Bot. xii. (1905) 244. 
n iv kjrsifolia , Vaniot, /. c. 245. 
klkgans, Franch. in Journ. de Bot. ix. (1805) 202. 
kuythuocarpa, Vaniot, in Bull. Acad. Gong. Bot. xii. (1008) 81. 

Fa be hi a, Francli. in Journ. deBot. ix. (1805) 29b 
grand i flora, Franch. /. c, 200, 
h vst \t Francli. /. c, 2dl. 

Hems rum,eFranch. /. c, 208. 

TIenryi, Dunn, in Journ. Linn. Hoc., Bot. xxxv. (1008) 512, 
htrsuta, Francli. in Journ. de Bot.. ix. (1895) 258. 
humifijsa, Dunn, in Journ. Linn. Soc,, Bot. xxxv. (1908) 512 
ltonea, Vaniot, in Bull. Acad. Geog. Bot. xii, (1908) 88. 
L1KXANG1SNSIS, Francli. in Journ. de Bot. ix. (1895) 259, 

M elan a nth A, Francli. I, c. 291. 
napifkra, Francli. 1. c, 292. 
ochroledo \, Francli. 1. c. 293. 
polyfodjjfolia, Franch. I. c. 2(35. 

Prattii, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 513. 
PsEtiDosKNEcro, Yaniot, in Bull. Acad. G6og. Bot. xii. (1908) 
320, 

Eaddeana, Maxim.; Engl. Jalirb.xxix. (1900) 631. 
rfubroltttisa, Yaniot, in Bull. Acad. Clcog. Bot. xii. (1903) 317. 
Soitltet, Francli. in Journ. de Bot. ix. (1895) 257. 
taliensis, Franch. I. c. 203. 

Tatarinoxvix, Francli. 1. c. 293. 
thibetioa, Francli. 1. c. 

itmbrosa, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1908) 513. 
YUNNANENSTS, Franch. in Journ. de l^ot. ix. (1895) 204, 
Lagkrstrosmja FoiiDTr, Koelme, in Engl. Pflanzenr., Lythr, 202. 
intermedia, Xoehne, l. e. 200. 

Laportea bitlbifera, Wedd.; Engl. Jahrb, xxix. (1900) 302. 

f.vittata, Franch, in Nouv. Arch. Mum. [list. Nat. Par. adr. 2, x 
(1887) 80. 

Giraldiana, E. Pritzel; Engl. Jahrb. xxix. (1000) 301, 
terminals, Wight; Franch. in Nouv. Arch, Miw. Hist. Nat. Par. 
s$r. 2, x. (1888) 80. 

Lasianthus formosensis, Matsum, in Bot Mag. Tokyo, xv. (1901) 17. 

Hartii, Finet & Franch. in Bull. Soc. Bot. Fr. xlvi. (1899) 209, 
Lathyrus Dielsianus, Harms, in Engl. Jahrb. xxix. (1900) 417. 
HUMTXiis, Fisch.; Franch. in Journ. de Bot. iv. (1890) 305. 
pratensis, Linn.; Franch. PI. Delav. (1890) 178. 

Latouchea, Finet & Franch. in Bull Soc. Bot. Fr. xlvi. (1899) 212. * 
fokienensis, Finet & Franch. lc. 

LAFN2EA GLABRA, Franch.; Engl. Jahrb. xxix. (1900) 630, 
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Launaba lampsanoides, Franch. PL Dav. in Nouv. Arch. Mus. Hist. 
Nat. Par. sdr. 2, x. (1887-88) 42. 

Leptodermis diffusa, Batalin, in Act. Hurt. Petrop. xiii. 18. (1894) 
373. 

Potanini, Batalin, l. c. xiv. ii. (1898) 319. 
umbellata, Batalin, l. c. xiii. 18. (1894) 374. 

Leptopyrum fumarioides, Reichb.; Komarov, L e. xxii. (1903) 234. 
Lepyrodiclis quadridentata, Maxim. FI. Tangut. (1889) 84. 
Lespedeza capillipes, Franch. Pl. Delav. (1890) 165. 

Delavayi, Franch. 1. c. 

diversifolia, Hemsl. in Hook. Ic. PL xxvii. (1899) t. 2625. 
eriocarpa, Benth.; Engl. Jahrb. xxix. (1900) 414. 
fasciculiflora, Franch. Pl. Delav. (1890) 169. 

Gerardiana, R. Grah.; Franch. 1. c. 
hirtella, Franch. l.c. (1890) 167. 

lanceolata, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 488. 
latifolia, Dunn, 1. c. 

trigonoclada, Franch. PL Delav. (1890) 167, 
variegata, Oamb. var.; Franch. k c. (1889) 170. 
velutina, Dunn, in Hook. Ic. Pl. xxvii. (1900) t. 2700. 
yunnanensis, Franch. Pl. Delav. (1890) 166. 

Leveillea, Vaniot, in Bull. Acad. G6og. Bot, xii. (1903) 29. 
chinensis, Vaniot, l. c. xiii. (1904) 16. 

Martini, Vaniot, l. c . xii. (1903) 30. 

Leycesteria sinensis, Hemsl. in Hook, Ic. PL xxvii. (1900) t. 2633. 
Ligularia s= Senecio. 

Fargesii, Franch.; Engl. Jahrb. xxix. (1900) 621. 
jaluense, Komarov, in Act. Hori Petrop, xviii. (1901) 420. 
Przewalskii, Maxim.; Engl. Jahrb. xxix. (1900) 621. 
tenuipes, Franch. k c. * 
villifbra, Franch. 1. c . 622. 
yesoensis, var., Franch. L c . 

Ligusticum acuminatum, Franch. in Bull Soc. Phil. Par. s£r. 8, vi. 
(1894) 131. 

ANGELiCiEFOLiUM, Franch. I o, 133. 
brachilobum, Franch. 1. c. 134. 
daucoides, Franch, L c. 135. 

Delavayi, Franch. I c. 331. 
ferulaceum, Franch. k c. 135. 
glaucescens, Franch. 1. c. 134. 
involucratum, F/anch. /. c. 136. 
multivittatum, Franch. k c. 133. 

Pseudo-angelica, Boissieu, in Bull. Herb; Boiss. s4r. 2, iii. (1903) 
845. 

pteridophyllum, Franch.; Hook. Ic. Pl. xx. (1891) sub 1.1958. 
LINN. JOURN.—BOTANY, YOL. XXXYI, 2 K 
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Ligxj&ticum fliNKNHM, Oliver, in Hook. Je. PI. xx. (1891) t. 1958. 

ten uifoltum, Francli. in Bull. Soc, Phil. Par. s<5r. 8, vi. (1894) 130. 
tenuiskctum, Boissieu, in Bull, Herb. Boiss. sdr. 2, iii. (1903) 
843. 

Thomsonx, 0. B. Clarke ; Bretsch. Ilist. Bot. Disc. China, ii. 970. 
WALLicmr, Franch. in Bull. Soc. Phil. Par. s6r, 8, vi. (1894) 180. 
Ligustrum Delavayanum, Hanot, in Journ, de Bot. xiv. (1900) 172. 
mellosum, Decne.; Eng*!. Jalirb. xxix. (1900) 532. 
myrianthtjm, Diels, l. c. 533. 

pattjlxjm, Palib. in Act. Ilort. Potrop. xviii. n. (1900) 150. 
thibeticum, Beene.; Engl. Jalirb. xxix. (1900) 532. 
yunnanense, L, Henry, in Rev. Hortie. (1002) 497. 

Lilium cernutjm, Komarov, in Act. Hort. Petrop. xx. (1901) 401. 
Christi, Baroni, in Bull. Soc. Bot. Ital. v. (1890) 213, 

Bavidi, Bucliartre, Franch. PI. Bav. (1889) 129. 

Palibinianum, Yabe, in Bot. Mag. Tokyo, xvii. (1903) 134. 
Rosthornii, Biels, Engl. Jalirb. xxix. (1900) 243. 

SHKNSIENSE, Baroni, Bull. Soc. Bot. Ital. v. (1896) 213. 
tsingtanense, Gilg, in Engl, Jahrb. xxxiv. (1904) Beibl. 75. 21. 
Limacia sagittata, Oliver, in Ilook, Ic. PI. xviii. (1888) t. 1749. 
JLinaria thibetica, Franch. in Bull. Soc. Bot. Fr. xlvii. (1900) 11. 
Lindera caitdata, Diels, in Engl. Jalirb. xxix. (1900) 352. 
glauca, Blume, ex Biels, l. c. 351. 

obovata, Franch. PI. Bav. in Nouv. Arch. Mils. Ilist. Nat. Par. 
stir. 2, x. (1887-8) 7G. 

pedunculata, Diels, in Engl. Jahrb. xxix. (3900) 350. 
puberitla, Franch. PI. I)av. in Nouv. Arch. Mus, Ilist. Nat. Par. 
s6r. 2, x. (1887-8) 77. 

Rosthornii, Biels, in Engl. Jahrb. xxix. (1900) 350. 
stryciinifolia, Villar, var. j Diels,?, a, 352. 

LlNNiEA sas AbELIA. 

adenotricha, Graebn. in Engl. Jahrb. xxix. (1900) 144. 

Ang( 1 STifolta, Bur. & Franch. L c. 135. 

Aschersoniana, Graebn. L e, 139 (sphalm. Achersoniana), 
biplora, Turcss. L c. 141. 

Dieesu, Graebu. I c. 140. 

Engleriana, Graebn. 1. c. 132. 

Koehneana, Graebn. I c, 132. 
macrotera, Graebn. & Buchw. 1. c . 131. 
onkocarpa, Graebn. I c . 140. 
parvieolia, Graebn. 1. c. 129. 
rupestris, A. Br. & Vatke ; l <?. 138. 

'.Schttmanni, Graebn. I e. 130; 
serrata, Sieb. & Zucc. $ Graebn. I, c. 133. 
tereticalyx, Graebn. & Buchw, l. c, 130. - . 
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Linxjea umbellata, Graebn. in Engl. Jalirh. xxix. (1900) 143, 
Zanderj, Graebn. I, c , 145. 

Ljparis bootanensis, Griff.; Finet, in Bull. Soc. Bot. Fr. xiv. (1898) 
411. 

cornicaulis, Makino, in Bot. Mag. Tokyo, x. (1896) no. 114, ii. 56. 
Liquidambar Rosthornii, Diels, in Engl. Jalirb. xxix. (1900) 380. 
Liriodendron chinense, Sargent, Trees & Shrubs (1903) 103, t. 52. 
Lithospermum Hancockianum, Oliver, in Hook. Ic. PE xxv. (1896) 
t. 2457. 

Lloydia yunnanensis, Franch. in Journ. de Bot. xii. (1898) 192. 
Lobelia bolichothyrsa, Diels, in Engl. Jahrb. xxix. (1900) 607. 
Lonicera acuminata, Wall.: Engl. Jahrb. xxix (1900) 594. 
abenophora, Franck. in Journ. de Bot. x. (1896) 311. 
iEMULANS, Rehder, Rep. Miss. Bot. Gard. (1903) 47. 
alseuosmoides, Graebn. in Engl. Jahrb. xxix. (1900) 594. 
barb i nervis, Komarov, in Act. Hort. Petrop. xviii. (1900) 426. 
calcarata, Hemsl. in Hook. Ic. PL xxvii. (1900) t. 2632. 
crassifolia, Batalin, in Act. Ilort. Petrop. xii. (1892) 172. 
cyanocarpa, Franch. in Journ. de Bot. x, (1896) 314. 
deflexicalyx, Batalin, in Act. Hort. Petrop. xii. (1892) 173. 
Delay a yi, Franch. in Journ. de Bot. x. (1896) 310 
Fargesii, Franch. 1. c. 312. 

ferruginea, Rehder; Sargent, Trees & Shrubs (1902) t, 22* 
Giralbii, Rehder, Rep. Miss. Bot. Gard. (1903) 154. 
gracilipes, Miq.; Engl. Jahrb. xxix. (1900) 596. 

Hemsleyana, Rehder, Rep. Miss. Bot. Gard. (1903) 150. 
heteroloba, Batalin, in Act. Hort. Petrop. xii. (1892) 174. 
TIildebranbiana, Rehder, Rep. Miss. Bot. Gard. (1903) 112. 
inconspicua, Batalin, in Act. Hort. Petrop. xiv. (1894) 172. 
Infundibulum, Franch. in Journ. de Bot. x. (1896) 315. 
Koehneana, Rehder; Sargent, Trees & Shrubs (1902) t. 21. 
ligustrtna, Wall, vars., Franch. in Journ. de Bot. x. (1896) 317. 
longa, Rehder, Rep. Miss. Bot. Gard. (1903) 01. 
minuta, Batalin, in Act. Hort. Petrop. xii. (1893) 170. 
mucronata, Rehder, Rep, Miss. Bot. Gard. (1903) 83. 
orientalis, Lam. var.; Franch. in Journ. de Bot. x. (1896) 311. 
ovalis, Batalin, in Act. ITort. Petrop. xiv. (1894) 1701 
peeinensis,' Rehder, Rep. Miss. Bot. Gard. (1903) 95. • 
prjeflorens, Batalin; Rehder, Rep. Miss. Bot. Gard. (1903) 90, 
retusa, Franch. in Journ. de Bot. x. (1896) 313. 
rhobobendroidBs, Graebn. in Engl. Jahrb. xxix. (1900) 595, 
saccata, Rehder; Sargent, Trees & Shrubs (1902) t. 20. 
scabrida, Franch. PL Dav. in Nouv. Arch. Mus. Hist. Nat. Par. 
s$r. 2, viii, (1885) 252. 

serpyllifolia, Rehder, Rep. Miss. Bot. Gard. (1903) 58. 

2 k 2 
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Lonxcera sktchti enensis, Rehder, llep. Miss. Bot. Gard. (1903) 307. 
set i feu a , Frau cla. in Journ. de Bot. x, (1890) 314. 
stenosiphon , Franch. L e. 318, 
stephanocabpa, Franch. I c, 310. 
stTBiEQUALis, Relider, Bop. Miss, Bot. Gard. (1903) 172. 
szechttanica, Batalin, in Act. Hort. Petrop, xiv, (1893) 172, 
tatsienensis, Franch. in Oourn. de Bot. x. (1896) 313. 
thibetica, Bur. & Franch. L c. v, (1891) 48. 
tbichopodti, Erancb. I c. x. (1896) 317. 
tbichosantha, Bur. & Franch. L c. v. (1891) 48. 
vegeta, Rehder, Rep. Miss. Bot, Gard. (1903) 111. 
vesicabia, Komarov, in Act. Hort. Petrop. xviii. (1900) 427. 
Webbiana, Sargent, Trees Sc Shrubs, 137, t. 69. 
yunnanensis, Franch. in Journ. de Bot. x. (1890) 310. 

Loranthtjs Delavayi, Engl, in Engl. & Prantl, Natlirl. Pflanzenf. 
Nacbtr. (1897) 131. 

Delavayi, Van Tiegb. in Bull. Soc. Bot. Er. xli. (1894) 335. 
Loxostemon Delavayi, Eranch. in Bull. Soc. Bot. Er. xxxiii, (1886) 
400. 

Lychnis Davidi, Erancb. PI. Dav. in Nouv. Arcb. Mus. Hist. Nat. Par. 
s<5r. 2, viii. (1885) 204. 

glandulosa, Maxim. FI. Tangut. (1889) p. 83. 
iaciniata, Maxim, ex Komarov, in Act. Hort. Petrop. xxii, (1903) 
203. 

YTJNNANENSIS, Baker, in Gard. Chron. i, (1908) 161. 

LysImachia albescens, Francb. in Journ. de Bot. ix. (1895) 460. 
Delavayi, Franch, L c. 457, 
drltoidea, Franch, l. o. 461. 
dbynabibolia, Erancb, l c. 462. 

Eargesii, Erancb, l, c. 463. 

Fobdiana, Oliver, in Hook. Ic, PI. xx. (1891) 1.1983. 

GLAtrciNA, Francb. in Journ. de Bot. ix. (1895) 457. 

IIemsleyana, Oliver, in Hook. Ic. PI. xx. (1891) 1.1980. 
Hemslkyi, Franch, in Journ. de Bot. ix. (1895) 461. 
hypkricoides, Hemsl. in Journ. Linn. Soc., Bot. xxix. (1893) 

314. 

insignis, Hemsl. in Hook. Ic. PL xxvii. (1900) t, 2634. 
involbcbata, Hemsl. in Journ, Linn. Soc., Bot, xxix. (1893) 

315. 

longipes, Hemsl. 1. c. 316. 

mitltandba, Franch. in Journ. de Bot, ix. (1895) 468* 

Nebklxana, Gilg, in Engl. Jabrb. xxxiv, (1904) BeiW. 75. 
57. 

nemobttm, Linn., var.; Erancb. in Nouv. Arcb. Mus, Hist, Nat, 
Par. $6r, 2, x. (1888) 59. 
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Lysimachia nigrolineata, Hemsl. in Journ, Linn. Soc., Bot. xxix. 
(1893) 315. 

omeiensis, Hemsl. l c. 314. 

platypetala, Franch. in Nouv. Arch. Mus. Hist. Nat. Par. sdr. 2, 
x. (1887-8) 59. 

pumila, Franch. in Journ. de Bot. ix. (1895) 460. 
ramosa, Wall. var.; Franch. I c. 463. 
trichopoda, Franch. I c. 464. 

trientalioibes, Hemsl. in Hook. Ic. PL xxviii. (1901) t. 2707. 
unguiculata, Diels, in Engl. Jahrb. xxix. (1900) 524. 
violascens, Franch. in Journ. de Bot. ix. (1895) 459. 
yunnanen sis, Franch. I c. 462. 

Lysionotus carnosa, Hemsl. in Gard. Chron. (1900) ii. 849. 

heterophylla, Franch. in Bull. Mus. Hist. Nat. Paris (1899) 
249. 

involucrata, Franch. 1 . c. 

Machilus platyphylla, Diels, in Engl. Jahrb. xxix. (1900) 348. 

Thunbergii, Sieb. & Zucc.$ Hook. Ic. PL xxvi. (1897) t. 2538. 
Maddenia himalaica, Hook. f. & Thoms.; Engl. Jahrb. xxix, (1900) 
406. 

Maesa castaneifolia, Mez, in Engl. Pflanzenr., Myrsin. 44. 
depauperata, Diels, in Engl. Jahrb. xxix. (1900) 519. 
eormosanA, Mez, in Engl. Pflanzenr., Myrsin. 29. 
tbnera, Mez, L c. 28. 

Magnolia Delavayi, Franch. Pl. Delav. (1889) 33. 

Henryi, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 484. 
hypoleuca, Sieb. & Zucc.; Engl. Jahrb. xxix. (1900) 322. 
parviflora, Sieb. & Zuoo.; Act. Hort. Petrop. xvii. 1. (1899) 19. 
MAHONIA as BeRBERIS. 

eurybracteata, Fedde; Engl. Jahrb. xxix. (1900) 338. 
Fortunei, Fedde; Engl. Jahrb. xxix. (1900) 340. 
gracilipes, Fedde, in Engl. L c. 338. 
japonica, Thunb, var. Fort.; Fedde, l a 
polyodonta, Fedde, l. e . 339. 

subtriplinervis, Franch. in Bull. Mus. Hist. Nat. Paris, i. (1895) 
63. 

trifurca, Loudon ; Engl. Jahrb. xxxi, (1902) 125. 

Mallotus albus, Muell. Arg.; Engl. Jahrb. xxix. (1900) 429. 

tenuifolius, Pax, in Engl. Jahrb. xxix. (1900) 429. 

Manglietia Fordian*a, Oliver, in Hook. Ic. PI. xx. (1891) 1. 1953. 
Mappia pittosporoides, Oliver, in Hook. Ic. Pl. xviii. (1888) t, 1762. 
Martinia, Vaniot, in Bull. Acad. Gdog. Bot. xii. (1903) 31. 
polymorph a, V aniot, l. c. 32. 

Mazus macranthus, Diels, in Engl. Jahrb. xxix. (1900) 566. 
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Meconopsis b eton j c i vo Li a , Francli. PL Delav, (1880) 42, 

c BEL] pon i folia, Piu*. & Francli. iu Joill'U. de Pot. v. (1891) 19. 

IT enrich, Pur. & Francli. 1. c . 

BomuPULA, Hook. 4*. & Thoms., ox Engl. Jalirb. xxix. (1900) 358. 
integrifolia, Francli. in Bull. Soc. Bot. hr. xxxiii. (1880) 389. 
punjcea, Maxim. El. Taugut. (1889) 31. 
quintuplinkkvia, llegel, Gartenfi. (1870) 291, t. 880. 
racemosa, Maxim. FI. Tangut. (1889) 36. 

Medic ago minima, Batalin, ex Engl. Jahrb. xxix. (1900) 411. 

Mega car ilea Delavayi, Francli. in Bull. Soc. Bot. Fr. xxxiii. (1886) 
406. 

Mkgadenia, Maxim. FI. Tangut. (1889) 76. 
pygm2ea, Maxim. L r*. 77. 

Melandryiim CiESPiTosuM, Williams, in Journ. Linn. Soc., Bot. xxxiv. 
(1899)431. 

glandulosum, Williams, L e. 430. 
kialense, Williams, /. e. 432. 
platypetalum, Williams, l. c, 431. 

Souliei, Williams, l. c. 429. 

Melanosciadum, Boissieu, in Bull. Herb. Boiss. s&l*. 2, ii. (1902) 803, 
pimpinelloideum, Boissieu, l. c. 804. 

Melia Toosenpan, Sieb. & Zucc., ex Engl. Jahrb. xxix. (1900) 426. 
Meliosma cunkifolia, Franch. in Nouv. Arch. Mus, Hist. Nat. Par. 
s<5r. 2, viii. (1885) 211. 

IIeniiyi, Diels, in Engl. Jahrb. xxix. (1900) 452. 
yunnanensis, Fraud), in Bull. Soc. Bot. Fr. xxxiii. (1886) 465. 
Melodinus IIemsleyantjs, Diels, in Engl. Jahrb. xxix. (1900) 539. 
Mesona procijmbkns, Hemsl. in Ann. Bot. ix. (1895) 155. 

Metaplexis IIemslryana, Oliver, in Ilo^k. Ic. PL xx. (I89J) t. 1970. 
Microglossa salicjfolia, Diels, in Engl. Jahrb. xxix. (1900) 612, 
Micromklks alnifolia, Koelme, ex Palib. in Act. Hurt. Fetrop. xvii. X. 
(1899) 75. 

Microtjenia Delavayi, Praia, in Bull. Soc, Bot, Fr. xlii. (1895) 424. 
moupinenrib, Frnnoh. iu l <\ 420. 

Pbainiana, Diels, in Engl. Jahrb. xxix, (1900) 556, 

Millkttia Bockix, Harms, in Engl. Jahrb, xxix. (1900) 412. 
Diklsiana, Harms, l. c, 

pachycarpa, Benth. PI. Jungh. 250; Hook. Ic, PL xxviii. (1902) 
t. 2738. 

purpurea, Yatabe, in Bot, Mag. Tokyo, vi. (1892) 379. 

,BCABRiCAULiSt Franch, PL Delav. (1889) 158.* 

MryiLLANUDA, Linn.; Komarov, in Act, Hort, Petrop. xxii. (1903) 
419. 

Mo: hringla linearifolia, Williams, in Journ, Linn, SoC,, Bot. xxxiv. 
(1809) 437. 
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Molinia Fauriei, Hack. in Bull. Herb. Boiss. s<5r. 2, iii. (1903) 504. 
Moseleya, HemsL in Hook. Ic. Pl. xxvi. (1809) t. 2592. 
pinnata, Hemsl. 1. c. 

Mosla Fordii, Maxim, in Bull. Acad. P^tersb. xxxi. (1887) 87. 

grosseserrata, Maxim.; Bot. Mag. Tokyo, ix. (1895) 259. 
Munronia Delavayi, Franck. in Bull. Soc. Bot. Fr. xxxiii. (1886) 451. 
sinica, Diels, in Engl. Jahrb. xxix. (1900) 425. 
unifoliata, Oliver, in Hook. Ic. PI. xviii. (1887) 1.1705. 
yunnanensis, Francb. in Bull. Soc. Bot. Fr. xxxiii (1886) 463. 
Myosotis intermedia, Link j Palibin,in Act. Hort. Petrop. xviii. (1900) 
162. 

sylvatica, lloffm.; Francb, in Journ. de Bot. iv. (1890) 307. 
Myriactis nepalensis, Less.; Engl. Jabrb. xxix, (1900) 609. 

Myrlca nana, Oheval., in Mem. Soc. Nat. Ckerb. xxxii. (1901-02) 202. 
Myricabia pulcherbima, Batalin, in Act. Hort. Petrop, xi. (1891) 483. 
Myripnois Maximo wiczii, Winkl. 1. c. xiii. (1893) 12. 

Myroxylon contbovebsum, Kuntze ; Engl. Jabrb. xxix. (1900) 478. 
Myrsine marginata, Mez, in Engl. Pflanzenr., Myrsin. 339. 

Nardostachys chinensjs, Batalin, in Act. Hort. Petrop. xiii. (1894) 376. 
Nasturtium barbaiuefolium, Francb. in Bull. Soc. Bot. Fr, xxxiii. 
(1886) 396. 

Henryi, Oliver, in Hook. Ic. PI. xviii. (1887) t. 1719. * 

Natsiatum sinense, Oliver, l. c. xix. (1889) t. 1900. 

Nauclea sinensis, Oliver, l c. xx. (1891) 1.1956. 

Neillia affinis, Hemsl. in Journ. Linn. Soc., Bot. xxix. (1892) 304. 
gracilis, Francb. PI. Delav. (1890) 202. 

longiracemosa, Hemsl. in Journ. Linn. Soc., Bot. xxix. (1892) 
304. 

bubielora, D. Don; Nouv. Arcb. Mus, Hist. Nat. Par. s&\ 2, viii. 
(1885) 217. 

thibetica, Bur. & Francb. Journ. de Bot. v. (1891) 45. 
thyrsiflora, D. Don; Nouv. Arcb. Mus. Hist. Nat. Par. s5r. 2, 
viii. (1885) 217. 

Nothopanax Bock ii, Harms, in Engl. Jabrb. xxix. (1900) 488. 

Davidi, Francb. L c. 

Bosthornii, Harms, l c . 487. 

Notopterygium, Boissieu, in Bull. Herb. Boiss. s£r. 2, iii. (1903) 838. 
Forbesii, Boissieu, 1. c. 840. 

Francheti, BoLsieu, l. c . 839. 

Nyssa sinensis, Oliver, in Hook. Ic. PI. xx. (1891) t. 1964. 

(Enanthe Hookeri, C. B. Clarke; Franch. in Bull. Soc. Phil. Par. s&\8, 

vi. (1894) 130. .^ 

LINEARIS,’ Wall. ; Francb. /. e. 
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(Enanthe rivularis, Dunn, in Journ. Linn, Soc., Bot. xxxv. (1903) 496* 
Eosthornit, Diels, in Engl. Jabrb. xxix. (1900) 498, 
sinensis, Dunn, in Journ. Linn. Soc,, Bot. xxxv. (1903) 496. 
Ompiialodes moupinensts, Francb. PI. Dav. in Nouv. Arch. Mus. Hist, 
Nat. Par. s6r. 2, x. (1887—8) 65. 

Ompbalogramma, Francb. in Bull. Soc. Bot, Fr. xlv, (1898) 178. 
Delavayi, Franch. 1. c. 179. 

Souliei, Francb. L c . 180. 
vinc.zeflor^, Francb. 1 . c . 

Onosma exsertum, Hemsl. in Hook. Ic. PI. xxvii. (1900) t. 2639. 
paniculata , Bur. & Francb. Journ. de Bot. v. (1891) 104. 
sinica, Diels, in Engl. Jahrb. xxix. (1900) 547. 

Ophiopogon Bockianus, Diels, l . c . 254. 
japonicus, Ker-Gawl., var.; Diels, L c . 

spicatus, Ker-Gawl., var.; Palib. in Act. Hort. Petrop. xix. (1901) 
106. 

Ophiorriiiza inflata, Maxim, in Bull. Acad. P6tersb. xxxii, (1888) 
488. 

Kitroiwai, Makino, in Bot. Mag. Tokyo, x. (1896) 68. 

Tashiroi, Maxim, in Bull. Acad. P^tersb. xxxii. (1888) 489, 
Orchis geniculata, Finet, in Rev. G6n. Bot. xiii. (1901) 505. 
Oreocharis fockienensis, Francb. in Bull. Mus, Hist. Nat Par. v. 
,(1899) 249. 

Fokienen sis , Franch. in Bull. Soc. Bot. Fr. xlvi. (1899) 212. 
Hbnryana, Oliver, in Hook. Ic. PL xx. (1890) t. 1944. 
tubxcella, Francb. in Bull. Mus. Hist. Nat. Par. v. (1899) 249. 
Orbopanax chinensis, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 
496. 

Orborchis Fargesii, Finet, in Bull. SocJBot. Fr. xliii. (1896) 698. 
Orixa japonica, Tbunb, $ Engl. Jahrb. xxix. (1900) 423. 

Oemosia Fordiana, Oliver, in Hook. Ic. PL xxv. (1895) t. 2422. 
Henryx, Prain, in Journ. As, Soc. Beng. Ixix. (1900) 180. 
striata, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 492. 
YUNNAnensis, Prain, in Journ. As. Soc. Beng. Ixix. (1900) 183. 
Ornithochilhs Delavayi, Finet, in Bull, Soc. Bot. Fr. xliii. (1896) 
496. 

Osmanthus armatus, Diels, in Engl. Jabrb. xxix. (1900) 532, 
bracteates, Matsum. in Bot, Mag. Tokyo, xii. (1898) 14. 

' Oooperi, HemsL in Kew Bull, (1896) 18, 

Oerouparia=Nauclea. 

sinensis, Diels, in Engl, Jahrb. xxix, (1900) 580. 

Oxalis JAPONICA, Francb. & Sav. ex Engl. Jabrb. xxix. (1900) 419. 
Oxygraphis Cymbal ARIA, Pursh; Komarov, in Act Hort. Petrop. 
xxii., (1903) 291. 

Delavayi, Francb. in Bull. Soc. Bot. Fr. xxxiii, (1886) S74. 
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Oxygraphis glacialis, Bunge, ex Engl. Jahrb. xxix. (1900) 384, 
Oxyria sinensis, Hemsl. in Journ. Linn. Soc., Bot. xxix. (1892) 317. 
Oxytropis Beketowii, Krassn. in Script. Hort. Petrop. ii. i. (1887-8) 
15. 

Delavayi, Franch, in Bull. Soc. Bot. Fr. xxxiii. (1886) 374. 

falcata, Bunge, in M6m. Acad. PStersb. s3r. 7, xxii. (1874) 38. 

kansuensis, Bunge, l. c. 38. 

melanocalyx, Bunge, l c . 8. 

ochrocephala, Bunge, L c . 57. 

strobilacea, Bunge, Ic. 103. 

sylinchanensis, Franch. in Journ. de Bot. iv. (1890) 304. 
trichophora, Franch. I c. 303. 
yunnanensis, Franch. PL Delav. (1890) 163. 

Pachysandra axillaris, Franch. PL Delay, (1889) 135. 

PiEONiA anomala, Linn., var. Pall.; Engl. Jahrb. xxix. (1900) 324. 
Delavayi, Franch. in Bull. Soc. Bot, Fr. xxxiii. (1886) 382. 

LUTEA, Franch. 1. c, 

Paliurus hirsutus, Hemsl. in Kew Bull. (1894) 388. 
orientalis, Hemsl. 1. c. 387. 

Panax Davidi, Franch. Pl. Dav. in Nouv. Arch. Mus. Hist. Nat. Par. 
s<$r. 2, viii. (1885) 248. 

Delavayi, Franch. in Journ. de Bot. x. (1896) 305, 

Pancovia Delavayi, Franch, in Bull. Soc. Bot. Fr. xxxiii (1886) 461. 
Pandanus, sp., Matsum. in Bot. Mag. Tokyo, xi. (1897) 69. 

Parabisia minor, C. H. Wright, in Kew Bull. (1895) 118. 
Parabombeya, Stapf, in Hook. Ic. Pl. xxviii. (1902) t. 2743. 

sinensis, Stapf, l . e . t. 2743 B. 

Paris Bockiana, Diels, in Engl. Jahrb. xxix. (1900) 253. 

Ohristxi, H. L5veilld, in Bull. Acad. G5og. Bot, xii. (1903) 255. 
Franchetiana, H. L<5veill6, l . c. 256. 

Henryi, Diels, in Engl. Jahrb. xxix. (1900) 252. 

Mercibri, H. L6veill<5, in Bull. Acad. G6og. Bot. xii. (1903) 2 55. 
thibetica, Franch. Pl. Dav. in Nouv. Arch. Mus. Hist. Nat. Par. 
s<$r. 2, x. (1887-8) 184. 

Parnassia amcena, Diels, in Eng]. Jahrb. xxix. (1900) 370. 

appendiculata, Batalin, in Bretschn. Hist Bot. Disc. China, ii, 
1028. 

chinensis, Franch. in Bull, Soc. Bot. Fr. xliv. (1897) 252. 
crassjfolia, Franch. I o . 253. 

Davidii, Franc]}. Pl. Dav. in Nouv. Arch. Mus, Hist. Nat Par. 
s&. 2, viii. (1885) 237. 

Delavayi, Franch. in Journ. de Bot x. (1896) 267, 

Faberi, Oliver, in Hook. Ic. PL xviii. (1888) 1.1778, 

Laxmanni. Pall.; Franch. Bull. Soc. Bot. Fr. xliv, (1897) 256, 
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Parnassia lutea, Batalin, in Act. llort. Petrop. xiv. 11. (1898) 320. 
monochokifolia, Franch. in Bull. Soc. Bot. Fi\ xliv. (1897) 800. 
NoxcMiiE, Franch. in Journ. do Bot. x. (1800) 231. 
peiiciliata, Diels, in Engl. Jalirb. xxix. (1900) 3(50, 
pus ill A, Hook. f. & Thoms.; Nouv. Arch. Mus. Hist. Nat. Par, 
ser. 2, viii. (1885) 237. 

setciiuenensis, Franch. in Bull. Soc. Bot. Fr. xliv. (1897) 254. 
viridifloba, Batalin, in Act. Iiort. Petrop. xii. 6. (1892) 1G8. 

Wi uhti an A, r Wall., var.; Franch, in Engl. Jahrb. xxix. (1900) 
3(58. 

yunnanensis, Franch. in Journ. de Bot. x. (1890) 266. 

P argCH 2Erus communis, Ilaroilt.; Franch. PI. Delav. (1889) 153. 
Parjiya Bekrtoavi, Ivrassn. in Script. Hort. Petrop. ii. i. (1887-8) 12. 
ritouFKRA, Maxim. FI. Tangut. (1889) 56. 
siLiQuosA, Krassn. in Script. Hort. Petrop. ii. i, (1887-8) 12. 
villosa, Maxim. FI. Tangut. (1889) 55. 

PAimiENocissus Hknryana, Hemsl., var,; Diels, in Engl. Jalirb. 
xxix. (1900) 464. 

HIM AL AY ANA, Gilg, 1 . C . 463. 
sinensis, Diels & Gilg, l. o. 
tuicuspidata, Planch.; 1. c. 4(54. 

Parvatta chinensis, Franch. in Journ. cle Bot. viii. (1894) 281. 

decora, Dunn, in Ilook. Ic. PI. xxviii. (1901) t. 2712. 

Passiflora cxipiformis, Mast, in Hook. Ic. PL xviii. (1888) t. 1768. 
Franchktiana, Hemsl. L c. xxvii. (1899) t. 2623. 

Henryx, lie in si. 1. c. 

Srguini, II. Ldveilld & Yaniot, in Bull. Acad. Geog. Bot. xi, 
(1902) 174. 

Paxrinia Dielsii, Graebn. in Engl. Jalirb.^xix. (1900) 597. 

monandra, var.; Batalin, in Act. Hort. Petrop. xiii. 18. (1894) 
377. 

Paulo'svnia Fargksu, Franch. in Bull. Mus, Hist. Nat. Par. ii. (1896) 
280. 

Pedicularis batangensjs, Bur. & Franch, in Journ. de Bot v. (1891) 
106. 

bicoIjOR, Diels, in Engl. Jahrb. xxix. (1900) 570. 

Bietxi, Franch. in Bull. Soc. Bot. Fr. xlvii. (1900) 34. 

Biondiana, Diels, in Engl. Jahrb. xxix. (1900) 571. 
birostris, Bur. & Franch, in Journ. de Bot. v. (1891) 107. 
brevilabris, Franch. in Bull. Soc. Bot. Fr. xlvii. (1900) 33. 
cinerascens, Franch. I & 30. « 

cyathophylla, Franch. L e. 25. 

Davidi, Franch. PL Dav.-'in Nouv. Arch. Mus. Hist. Nat. Par. 
$Sr. 2, x. (1887-8) '67. ' 

decora, Franch. in Bull. Soc. Bot, Fr. xlvii. (1900) 28-. 
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Pedicularis elegans, Franck, in Bull, Soc. Bot. Fr. xlvii, (1900) 82. 

Fargesii, Branch. 1. e. 26. 

fastigiata, Franch. 1. c. 25. 

flaccid a, Pram, in Few Bull. (1893) 157. 

floribunda, Franch. in Bull. Soc. Bot. Fr. xlvii. (1900) 81. 

goniantha, Bur. & Franck, in Journ. de Bot. v. (1891) 128. 

Bemsleyana, Prain, in Hook. 1c. PI. xxiii. (1892) t. 2210. 

imperialis, Franck, in Bull. Soc. Bot. Fr. xlvii. (1900) 34. 

kialensis. Franch. 1. c. 22. 

7 § 
laxtflora, Franch. 1. c. 27. 

longiflora, Kudolph; Franck, in Journ. de Bot. iv. (1890) 317. 
lyrata, Prain, var.; Franch. in Bull. Soc. Bot. Fr. xlvii. (1900) 88. 
macrosiphon, Franch. Pl. Dav. in Nouv. Arch. Mus. Hist. IS at. 
Par. ser. 2, x. (1887-8) 60. 

Maximo 1 wiczii, Krassn. in Script. Hort. Petrop. ii. i. (1887-8) 18. 
microfhyton, Bur. & Franch. in Journ. de Bot. v. (1891) 107. 
moupjnensis, Franch. Pl. Dav. in Nouv. Arch. Mus. Hist. Nat. 
Par. ser. 2, x. (1887-8) 67. 

Mussoti, Franch. in Bull. Soc. Bot. Fr. xlvii. (1900) 24. 
nasturtiifolia, Franch. 1. c. 28. 
phaceujefolia, Franch. 1. c. 27. 

Princeps, Franch. in Journ. de Bot. v. (1891) 129. 

Provott, Francli. 1 . c . iv. (1890) 818. 

ramalana, Britt, ex Gill, Fiver of Golden Sand, ii. 426. 

rhynchodonta, Franch. 1. c. v. (1891) 108. 

Souliei, Franch. in Bull. Soc. Bot. Fr. xlvii. (3900) 23. 
stenantha, Franch. in Bull. Soc. Phil. Par. s£r. 8, iii. 3. (1891) 149. 
stenocorys, Franch, in Bull. Soc. Bot. Fr. xlvii. (1900) 32. 
tatsienensis, Franck, in Journ. de Bot. t. (1891) 108. 
tibetica, Franch. in Bull. Soc. Bot. Fr. xlvii. (1900) 24. 
tongolensis, Franch. 1. c. 29. 
veronicifolia, Franch. 1. c. 30. 

Pentapanax Henryi, Harms, in Engl. Jahrb. xxiii. (1896) 21. 

verticillatum, Dunn, in Journ. Linn, Soc., Bot. xxxv, (1903) 
498. 

yunnanense, Franch. in Journ. de Bot. x. (1896) 305. 

Peristylis cceloceras, Finet, in Bev. Gen. Bot. xiii. (1901) 519. 
Forceps, Finet, L c. 521. 
monanthus, Finet, l. c ,. 523, 
tetralobus, Finet, /. o. 524. 

Perrottetia racemosa, Oliver, in Engl. Jahrb. xxiv. (1897) 200* 
Pertya Bodinieri, Vaniot, in Bull. Acad. Gdog. Bot. xii. (1903) 116. 

sinensis, Oliver, in Hook. Ic. Pl. xxiii. (1892) t. 2214. 
Pesrocosmi<a grandiflora, Hemsl. in Hook. Ic. PL xxv, (1895) 
t. 2410; et in Kew Bull. (1895) 115. 
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Petrocosmea iodioides, Iiemsl. in HooE le. PL xxvi. (1899) t. 2599. 
minor, Hernsl. L c. t. 2600. 

Peucedanum cartilagtneo-marginatum, Makino, in Bull. Herb. 
Boiss. agr. 2, iii, (1903) 958. 

Delavayi, Franch. in Bull. Soc. Phil. l^ar. sdr. 8, vi. (1894) 148. 
elegans, Komarov, in Act. Iiort. Petrop. xviii. (1901) 430. 
Giraldii, Diels, in Engl. Jahrb, xxix. (1900) 503. 
graveolens, Benth.; Franch. in Bull. Soc. Phil. Par, s3r. 2, vi. 
(1894) 14D 

heteroph YLLUAi, Franch. 1. c* 
macilentum, Franch. I c. 142. 

medicum, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 496. 
Podagraria, Boissieu, in Bull. Herb. Boiss. s&\ 2, iii. (1903) 957. 
praeruptorum, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 497. 
repians, Diels, in Engl. Jahrb. xxix. (1900) 502. 
torilifolium, Boissieu, in Bull. Herb. Boiss. s<5r. 2, iii. (1903) 852. 
Phaseolus aconitifoli us, Jacq. ; Franch. Pl. Delay. (1890) 183. 
grandis, Dalz. & Gibs.; Franch. 1. c. 

Mungo, Linn.; Franch. I. c, 182. 
radiatus, Linn.; Franch. 1. c. 

Kicciardianus, Ten.; Engl. Jahrb. xxix. (1900) 418. 
Phellodendron japonicum, Maxim.; Engl. Jahrb. xxix, (1900) 424. 
Philadelphia incanus, Koehne, in Gartenil. xlv. (1896) 562. 

Schrenkii, Bupr.; Komarov, in Act. Iiort. Petrop. xxii. (1903) 
429. 

SERiCANTHus, Koehne, varr.; Koehne, in Gartenfl. xlv. (1896) 561. 
Phlomis medicinalis, Diels, in Engl. Jahrb. xxix. (1900) 554. 
setiekra, Bur. & Franch. in Journ. de Bot. v. (1891) 149. 
stenocalyx, Diels, in Engl. Jahrb. xxkr. (1900) 555. 
tatsienensis, Bur. & Franch. in Journ. de Bot. v. (1891) 149. 
Photinia deflexa, Hemal, in Ann. Bot. ix. (1895) 153. 

Wrightiana, Maxim, in Bull. Acad. P^terab. xxxii. (1888) 486. 
Phtheirospermum tenuisectum, Bur. Sc Franch. in Journ. de Bot, v. 
(1891) 129. 

Phyllodesmis, Van Tiegh. in Bull. Soc. Bot. Fr. xlii. (1895) 235. 
coriacea, Van Tiegh. I o , 256. 

Delavayi, Van Tiegh. 1. c. 255. 
paucifolia, Van Tiegh. I c. 256. 

Physalis Francheti, Mast, in Gard. Ohron. (1894) ii. 434, 441. 
Physocarfus anomala, Batalin; Engl. Jahrb. xxix, (1900) 382. 
Phytolacca polyandra, Batalin, in Act. Hort. Pefrop. xiii. 7. (1893) 99. 
Picea Neoveitchii, Mast, in Gard. Chron, i, (1903) 116, 

Wilsoni, Mast, h c. 133. 

Picris divaricata, Vaniot, in Bull. Acad. G^og, Bot. xii. (1903) 28. 
hieracioides, Linn., var., Thuub.; Engl Jahrb. xxix. (1900) 630. 
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Pieeis Bodinieri, H. L6veill<§, in Bull. Acad. G6og. Bot. xii. (1903) 
253. 

divaricata, H. L4veill4, l c. 252. 

Duclouxii, H. L<§veill<§, l. c. 253. 

Gagnepainiana, H. L4veill6, l. c. 251. 
konyangensis, H. L6veill<L l. c. 253. 

Martini, H. L6veill<5, L c, 252. 
repens, H. L€veill6, L c, 

Pilea fasciata, Franch. PL Dav. in Nouv. Arch. M]§s. Hist. Nat. Par. 
s6v. 2, x. (1887-8) 81. 

trineeyia, Wight; Engl. Jahrh. xxix. (1900) 302. 

Pimpinella, Diels =Carum. 

arguta, Diels, Engl. Jahrb. xxix. (1900) 496. 

Dunnii, Boissieu, in Bull. Herb. Boiss. s£r. 2, Hi. (1903) 841. 
Fargesii, Boissieu, l. c. ii. (1902) 808. 

Fauriei, Boissieu, 1 c. in. (1903) 955. 
filicina, Franch.; Engl. Jahrb. xxix. (1900) 494. 
helosciadoidea, Boissieu, in Bull. Herb. Boiss. s6r, 2, ii. (1902) 
809. 

Henryi, Diels, in Engl. Jahrb. xxix. (1900) 495. 
nikoensis, Yabe, in Bot. Mag. Tokyo, xvii. (1903) 106. 
bhomboidea, Diels, in Engl. Jahrb. xxix. (1900) 496. 

Rosthornii, Diels, l. c. 495. • 

silaifolia, Boissieu, in Bull. Herb. Boiss. s4r. 2, ii. (1902) 809. 
Souliei, Boissieu, L c . 810. 
sutchuensis, Boissieu, l. c. 808. 

Tanakjs, Franch. & Sav.; Engl. Jahrb. xxix. (1900) 494. 
triternata, Diels ; l . c . 496. 
trichomanifolia, Franch.; l. c . 494. 

. Pinguicula vulgaris, Linn.; Engl. Jahrb. xxLx. (1900) 573. 

Pinus funebris, Komarov, in Act, Hort. Petrop. xx. (1901) 177. 

Piper chanbocanumc, C, DC. in Ann. Conserv. Jard. Bot. Geneve, ii. 
(1898) 269. 

Ferriei, C. DC. 1. c. 268. 

Harmandi, C. DC. 1. c. 

Henryi, C. DO. l.c. 271. 
laosanum, C. DC. 1 . c . 269. 

Piptanthus nepalensis, D. Don ; Franch. PI. Delay. (1889) 150, 
tomentosus, Franch. PL Delav. (1889) 150. 

Pirus, vide Pyrus. 

Pistacia 'WEiNMANNirFOLiA, J. Poisson, ex Franch. in Bull, Soc. Bot. Fr. 
xxxiii. (1886) 467. 

Pittosporum glabratum, LindL var., E. Pritz.; Engl. Jahrb. xxix. 
(1900) 378. 

heterophyllum, Franch. in Bull. Soc. Bot. Fx. xxxiii. (1886) 415. 
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Pittorporum nilguirknse, Wight & Am.; Engl. Jahrb. xxix. (19C0) 
378. 

truncatum, E. Fritz.; Engl. Jalirb. xxix. (1900) 378. 
yunnanensis, Franch. in Bull. Soc. Hot. Fr. xxxiii. (1880) 415. 
Flag ro sperm tnvr sinknse, Oliver, in Hook. Xe, PI. xvi. (1886^ t. 1520. 
Platanthera manitbriata, Kranzl. in Engl. Jalirb. xxix. (1900) 205. 
setciittenioa, Kranzl. I, c . 

Plectranthtts calcaratus, Ilemsl. in Hook. Ic. PL xxvii. (1900) 
t. 2071. r 

DiCHROMoriTYLLus, Diels, in Engl. Jalirb. xxix. (1900) 502. 
leptobotrys, Diels, l. c. 5(51. 

Bostkornii, Diels, l. c. 5(32. 

Pleione bulbocodioides, Itolfe, in Orch. Dev. xi. (1903) 291. 
Delavayi, Rolfe, I. e. 
orandiflora, Bolfe, l c. 

POGONLOIDES, Bolfe, l C. 

yunnanbnsis, Itolfe, I. c. 292. 

Pleurogyne cartnthiaoa, G. Don, var.; Franch. in Bull. Soc. Bot. 
Fr. xlvi. (1899) 309. 

Pleitrospermum Davidi, Franch. PI. Dav. in Nouv. Arch. Mus. Hist. 
Nat. Par. ser. 2, viii. (1885) 247. 

decurrens, Franch. in Bull. Soc. Phil. Par. ser. 8, vi. (1894) 138. 
fcetens, Franch. L c. 140. 

Franchetianxtm, Hemsl. in Hook. Ic. PI. xxiii. (1892) t. 2244; & 
Journ. Linn. Soc., Bot. xxix. (1893) 307. 

Giraldii, Diels, in Engl. Jahrb. xxix. (1900) 493. 

Govanianum, Benth., var.; Franch. in Bull. Soc. Phil. Par. ser. 8, 
vi. (1894) 138. 

meoides, Diels, in Engl. Jahrb. xxix. flOOO) 493. 
nanum, Franch. in Bull. Soc. Phil. Par. ser. 8, vi. (1894) 140. 
Pulszkyi, Kanitz, PL Exped. Szech., Asia Contr. 25. 

Szbchenyi, Kanitz, l. c. 

Wrightianxjm, Boissieu, in Bull. Herb. Boiss. s<$r, 2, iii. (1903) 
847. 

yunnannense, Franch. in Bull. Soc. Phil. Par. sdr. 8, vi, (1894) 
137. 

Podochilus cornutus, Schlechter, in M6m. Herb. Boiss. i. (1900) 34. 
Podoon Delavayi, Baill. in Bull. Soc. Linn. Par. (1887) 681. 
(=Dobinea Delavayi.) 

Podoonaceje, H. Baill. ex Franch. PL Delav. (1889) 145. 
Podophyllum Delavayi, Franch. in Bull. Mus. Hist. Nat. Par. (1895) 
63. 

JPogonia lanceolata, Kranzl. in Engl. Jahrb. xxix. (1900) 267. 
pleionoides, Kranzl. 1. c . 

Pogostemon formqsanum, Oliver, in Hook, Ic. Pl. xxiii. (1896) t. 2440. 
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Pogostemon ianthina, Kaniiz, PL Exped, Szech., Asia Centr. 46. 
Poliothyrsis, Oliver, in Hook. Ic. PL xix. (1889) 1.1885. 

sinensis, Oliver, l. c. 

Polygala crotalarioides, Buck,-Ham.; Franch. in Bull. Soc. Bot. 
Fr, xxxiii. (188G) 416. 

floribunda, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 485. 
Forbesii, Chod. in Bull. Herb. Boiss. iv. (1898) 234. 
globulifera, Bunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 488. 
Latouchei, Franeli. & Finet, in Bull. Soc. Bo#. Fr. xlvi, (1899) 
206. 

persicarioides, DO.; Franeli. l.c. xxxiii. (1886) 416. 
saxicola, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 486. 
sibtrica, DC.; Franeli. in Bull. Soc. Bot. Fr. xxxiii. (1886) 417, 
Polygonatum Bodinieri, H. Luveill6, in Ball. Soc. G<$og. Boc. xii. 
(1903) 262. 

ensifolitjm, II. Leveille, 1. c. 261. 

falcatum, A. Gray; Engl. Jalirb. xxix. (1900) 248. 

Henryi, Diels, l. c. 247. 

hixmile, Fiscb. in Act. Ilort. Petrop. xix. (1901) 110. 
inflatum, Komarov, 1. c. xviii. (1900) 442. 

Martini, H. Leveille, in Bull. Acad. G<5og. Bot. xii. (1903) 262. 
Polygonum acaule, Franck. Bull. Mas. Hist. Nat. Par. (1895) 213. 
alpinitm, All. var., Dammer; Diels, in Engl. Jalirb. xxix. (1900) 314. 
AMPHiBiuM, Linn., varr.; H. L3veill6, Bull. Acad. G^og. Bot. xi. 
(1902) 340. 

Bodinieri, H. L^veilld & Yaniot, l. <?. 343. 

Labordei, H. Leveille & Vaniot, l c, 344. 

Martini, II. L3veiM & Yaniot, l c . 340. 

Myosurijs, Franch. Pl.^Dav. in Nouv. Arcli. Mus. IILt. Nat. Par. 
s(5r. 2, x. (1887-88), 73. 

nepalense, Meissn.; Bretscli. Hist. Bot. Disc. China, ii. 1034. 
fanduriforme, H. L3veill£ & Yaniot, in Bull. Acad. Geog. Bot, xi. 
(1902) 343. 

pauciflorfm, Maxim, in Act. Hort. Petrop. xviii. (1900) 181. 
SAGiTTiFOLiiTM, H. L<§veill<S & Yaniot, in Bull. Acad. G£og. Bot. xi. 
(1902) 342. 

sinuatum, var., Franch. in Nouv. Arch. Mus. Hist. Nat. Par. s£r. 2, 
x. (1887-88) 74. 

Spaethii, Dammar, in Notizbl. Bot. Gard. Berl. ii. (1899) 378. 
suffultum, Maxim.; Franch. in Journ. de Bot. iv. (1890) 318. 
urophyllum, Bur. & Franch. 1. c. v. (1891) 150. 

Populus pekinensis, L. Henry, in Rev. Hort. (1903) 355, 

Portulaca villosa, var. ; Matsum. in Bot. Mag. Tokyo, xii, (1898) 
no. 136, 53. 

Potentilla albiflora, Wall.; Franch. PL Delav. (1890) 210. 
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Potentilla ambigua, Oambess.; Franch. PL Pelav. (1890) 210. 
articulata, Franch. 1. <?. 
corianprxfoi^iAj D. Don, var. ; Franch. L c. 214. 

Davidi, Franch. in Nouv. Arch. Mus. Hist, Nat. Par. sdr. 2, viii. 
(1885) 222. 

Belavayi, Franch. PL Delav. (1890) 215. 
eriocarpa, Wall.; Engl. Jahrb, xxix. (1900) 402. 
fulgens, Wall,; Franch. Pl. Delav. (1890) 211. 

Griffithi i,^var., Franch. I, c. 213. 
hololetjca, Boiss.; Franch. /. c. 214. 

Leschenaultiana, Ser. varr.; Franch. L c. 212. 
leuconota, D, Don; Engl. Jahrb. xxix. (1900) 403, 
moufinensis, Franch. Nouv. Arch. Mus. Hist. Nat. Par. s6r, 2, viii. 
(1885) 222. 

mtjltifida, Linn., var.; Franch. PL Delav. (1890) 215. 
peduncttlaris, D. Don, var.; Franch. L e. 213. 
poterioides, Franch. 1. c. 212. 
purpurea, Eoyle; Franch. 1. c. 209. 

Sib bald i, Hall, f.; Franch. 1. c. 210. 

Pothos Warburgh, Engl. Jahrb. xxv. (1898) 2. 

Poupartia Fordii, Hemsl. in Hook. Ic. Pl. xxvi. (1898) t. 2557. 
Pourthijea arguta, Decne., var., Hook. f. & Thoms.; Engl. Jahrb. xxix. 
(1900) 388. 

parvifoIiIA, E. Fritz, 1. c. 

vartabilis, Hemal. ex Palibin, in Act, Hort. Petrop. xvii. i. (1899) 
76. 

Prenanthes Brunoniana, Wall.; Engl. Jahrb, xxix. (1900) 633. 
GiiANDULOSA, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 514. 
Henryi, Dunn, l c. # 

MACROPHYLLA, Franch. in Journ. de Bot. iv. (1890) 306. 
vitifolia, Diels, in Engl. Jabrb. xxix. (1900) 634. 

Primula argueidbns, Franch. in Journ, de Bot. ix. (1895) 451. 
BARBICALYX, O, H. Wright, in Kew Bull. (1896) 241, 
breviscapa, Franch, in Bull Mus. Hist. Nat. Par. (1895) 65. 
chartacea, Franch. I c. 64. 

cinerascens, Franch. in Journ. cte Bot. ix. (1895) 488. 
Cockburniana, Hemsl. in Journ. Linn. Soc., Bot. xxix. (1898) 
313. 

Davidi, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 66, 
diantha, Franch. in Journ. de Bot. v, (1891) 97, 

Fargesii, Franch. I e. ix. (1895) 452, * 

gemmifera, Batalin, in Act. Hort. Petrop. xi. 16. (1891) 491. 
Gillii, Britt, ex Gill, Kiver of Golden Sand, ii. 426. 
bceucherifolia, Franch. in Bull. Soc, Bot. Fr. xxxiii. (1886) 65. 
kialensis, Franch. in Journ. de Bot, ix. (1895) 450. 
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Primula lineariloba, WinkL ex Bretsch. Hist. Bot. Disc. Cliifia, ii. 
1033. 

Loczii, Kanitz, PI. Exped. Szechenyi, Asia Oentr. 36. 
moupinensis, Francli. in Bull. Soc. Bot. Fr. xxxiii. (1886) 67. 
neurocalyx, Franck, in Joura. de Bot. ix. (1895) 449. 
nivalis, Pall., var.; Francli. 1. c. 

nutantiflora, Hemsl. in Joura. Linn. Soc., Bot. xxix. (1893) 313. 
oreodoxa, Francli. in Bull. Soc. Bot. Fr. xxxiii. (1886) 66. 
Paxiana, Gilg, in Engl. Jahrb. xxxiv. (1904) BeibJ. 75. p. 56. 
petiolaris, var., Francli. in Joura. de Bot. ix. (1895) 449. 
polyneura, Francli. 1. c. 448. 

Prattii, Hemsl. in Joura. Linn. Soc., Bot. xxix. (1893) 314. 
pycnoloba, Bur. & Franch. in Journ. de Bot. v. (1891) 99. 
ramalana, Bretsch. Hist. Bot. Disc. China, ii. 735. 

Bosthornii, Diels, in Engl. Jahrb. xxix. (1900) 520. 
saxatilis, Komarov, in Act. Hort. Petrop. xviii. (1901) 429. 
sertulum, Franch. in Joura. de Bot. ix. (1895) 451. 
sinuata, Franch. in Bull. Mus. Hist. Nat. Par. (1895) no. 2, 65. 
Souliei, Franch. in Journ. de Bot. ix. (1895) 450. 
tongolensis, Francli. 1. c. 453. 

Viali, Delav. ex Franch. in Bull. Soc. Phil. Par. s5r. 8, viii. (1891) 
3.147. 

vittata, Bur. & Franch. in Journ. de Bot. v. (1891) 96. 

Wilsoni, Dunn, in Gard. Chron. i. (1932) 418. 

Prinsepia utilis, Boyle; Franch. PI. Delav. (1890) 198. 

Prunus Avium, Linn.; Franch. 1. c. 197. 

brachypoda, Batalin, in Act. Hort. Petrop. xii. (1892) 6.166. 
caudata, Franch. PL Delav. (1890) 196. 

CINErascens, Franch. Dav. in Nouv. Arch. Mus. Hist. Nat. Par. 
s<§r. 2, viii. (1885) 216. 

Maximowiczii, Rupr., var. j Franch. Pl. Delav. (1890) 195. 

Mume, Sieb. & Zucc., var.; Franch. 1. a. 197. 

nepalensis, var., Batalin, in Act. Hort. Petrop. xiv. (1895) 169. 

Padits, Linn.; Franch. PI. Delav. (1890) 198. 

Puddum, Boxb., var.; Franch. L c . 168. 
serrula, Franch. 1. c. 196. 

setulosa, Batalin, in Act. Hort. Petrop. xii. (1892) 165. 
spinulosa, Sieb. & Zucc.; Engl. Jahrb. xxix. (1900) 408. 
szechuanica, Batalin, in Act. Hort. Petrop. xiv. (1895) 167. 
tatsienensis, Batalin, l. c. 322. 

thibetica, Frantji. Pl. Dav. in Nouv. Arch. Mus. Hist. Nat. Par. 
s£r. 2, viii. (1885) 215. 

undulata, Wall.; Engl. Jahrb. xxix, (1900) 408. 
velutina, Batalin, in Act. Hort. Petrop, xiv. (1895) 168. 
xerocarpa, Hemsl. in Ann. Bot. ix. (1895) 152. 
yunnanbnsis, Franch. Pl. Delav. (1890) 195. 

LINN. JOURN.—BOTANY, VOL. XXXVI. 2 L # 
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Psora lea corylifolia, Franck Pl. Delav. (1890) 157. 
Pternopetalum, Franck. PL Dav. in Nouv. Arch. Mus. Hist. Nat. Par, 
s<3r, 2, viii. (1885) 246. 

Davidi, Franck. 1. c. 

Ptekocarya rhojfolia, Sieb. & Zucc.; Engl. Jahrb. xxix. (1900) 274. 
Pterocephalus Bretsciineideiu, Batalin, in Act. Ilort. Petrop. xiv. 
(1895) 184. 

Pterolobium Rosthornii, Harms, in Engl. Jalxrb. xxix. (1900) 410. 
Pterospermum formosanum, Mat sum. in Bot. Mag. Tokyo, xv. (1901) 53. 

Proteus, Burkill, in Kew Bull. (1901) 138. 

Pterygiella Ducjlouxii, Franck, in Bull. Soc. Bot. Fr. xlvii. (1900) 

22 . 

nigrescens, Oliver, in Hook. Ic. Pl. xxv. (1896) t. 2463. 

Pueraria calycina, Franck. Pl. Delav. (1890) 181. 
peduncularis, R. Grak., var.; Franck. 1. c . 182. 
tuberosa, DO.; Engl. Jahrb. xxix. (1900) 417. 
yunnanensis, Franck. PL Delav. (1890) 181. 

Pulicaria kouyangensis, Vaniot, in Bull, Acad. G£og. Bot, s£r. 3, xii, 
(1903) 490. 

Pulsatilla cernua, Spreng.; Komarov, in Act. Ilort. Petrop. xxii. 
(1903) 272. 

chinensis, Bunge; l . c. 271. 

D^URICA, Spreng.; l c. 273. 

Pygeum Henryi, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 493. 
Pyrola atropurpurea, Franck, in Journ. de Bot. ix. (1895) 372. 

Corbieri, H. L<5veill6, in Bull. Acad. Geog. Bot. xii. (1903) 254. 
Pyrus alnifolia, Decne.; Engl. Jahrb. xxix. (1900) 387. 

Delavayi, Franck. PL Delav. (1890) 227. 
foliolosa, Wall.; Franck. 1. c. 230 y 
Kansuensis, Batalin, in Act. Ilort. Petrop. xxii. 7. (1893) 94. 
microphylla, Wall.; Engl. Jahrb. xxix. (1900) 387. 

Pashia, Buck-Ham.; Franck. Pl. Delav. (1890) 227. 

Prattii, Hemal, in Kew Bull. (1895) 16. 
scabrifolia, Franck. Pl. Delav. (1890) 229, 
transitoma, Batalin, in Act. Hort. Petrop. xiii. 7. (1893) 95. 
vestita, Wall. ; Franck. PL Delav. (1890) 227. 

Waixichix, Hook. f.; Franck. I c . 230. 
yunnanensis, Franck. I c. 

Quercus Blakei, Skan, in Hook. Ic. Pl. xxvii. (1900) t. 2662. 
Carolinje, Skan, in Journ. Linn. Soc., Bot.^jxxxv. (1903) 518. 
Dielsiana, Seemen, in Engl. Jahrb. xxix. (1900) 291. 

Edithjb, Skan, in Hook. Ic. Pl. xxvii. (1900) t. 2062. 

Fordiana, Henasl. in Journ. Linn. Soc., Bot. xxxv, (1903) 478. 
Glauca, Tkunb., var.; Seemen, in Engl. Jalirb. xxix. (1900) 293. 
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Qcjercus grosseserrata, Blmne; Komarov, in Act. Hort. Petrop. xxii. 
(1903) 74. 

lamellosa, Sm.; Engl, Jahrb. xxix. (1900) 294. 
lineata, Blume, var.; Engl, l. c. 

Bex, Hemsl. in Journ. Linn. Soc., Bot. xxxv. (1903) 477. 

Quinaria tricuspidata, Koelme, ex Act. Hort. Petrop. xvii. (1899) 58, 

Badermachera pentandra, Hemsl. in Hook. le. PL xxviii. (1902) 
t. 2728. # 

Bandia Henryi, E. Pritz. in Engl. Jahrb. xxix. (1900) 5S1. 
Banbnculus affinis, B. Br. var., Maxim.; Engl. Jahrb. xxix. (1900) 
334. 

placcidus, Hook. f. & Thoms.; Eranch. in Bull. Soc. Bot. Er. 
xxxiii. (1886) 374. 

hyperboreus, Bottb.; Franch. PL Delay. (1889) 21. 

Labordei, H. L6veill6 & Vaniot, in Bull. Acad. Gr£og. Bot. xi. 
(1902) 50. 

reptans, Linn.; Komarov, in Act. Hort. Petrop. xxii. (1903) 294. 
stenorhynchus, Franch. Pl. Dav. in Nouv. Arch. Mas. HL>t. Nat. 

Par. s&\ 2, viii. (1885) 189. 
tricuspis, Maxim. FI. Tangnt. (1889) 12. 

Bapanea buxifolia, Mez, in Engl. Pflanzenr., Myrsin. 362. 

Faberi, Mez, l. c. 358. 

Playfairii, Mez, l . c. 361. 

YUNNANENSIS, Mez, L c. 359. 

Behmannia Oldhami, Hemsl. in Ann. Bot. ix. (1895) 154. 
Beinwardtia sinensis, Hemsl. in Hook. Ic. PL xxvi. (1899) t. 2594. 
Bhabdothamnopsis, Hemsl. in Journ. Linn. Soc., Bot. xxxv. (1903) 
517. „ 

sinensis, Hemsl. 1. e. 

Bhamnella japonic a, Miq. ; R. franguloides , Weberb. in Engl. & 
Prantl, Natiirl. Pflanzenf. III. 5. (1895) 406. 

Bhamnus formosana, Matsum. in Bot, Mag. Tokyo, xii. (1898) 
No. 133. 22. 

heteropiiylla, Oliver, in Hook. Ic. Pl, xviii. (1888) t. 1759. 
persica, Boiss.; Franch. in Bull. Soc. Bot. Fr. xxxiii. (1880) 457. 
Bosthornii, E. Pritz.; Engl. Jahrb. xxix. (1900) 459. 
virgata, Boxb. ex Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 457. 
Bhaphidqphora formosana, Engl. Jahrb. xxv. (1898) 10. 

Bijeum Alexandra, Batalin, in Act. Hort. Petrop. xiii. 18. (1894) 384. 
Delavayi, Franch,Jn Bui 1. Mus. Hist. Nat, Par. (1895) no. 5, 2. 
kialense, Franch. I, c. 
strictum, Franch. 1. c. 

Bhododendron adenopodum, Franch, in Journ. de Bot. x. (1895)391. 
Annje, Franch. 1. c, xii. (1898) 25S. 

- o l 2 

i 



508 


GENERA AND SPECIES NOTED SINCE 


Rhododendron argyrophyllum, Franch. iu Bull. Soc. Bot. Fr. xxxiii. 
(1886) 231. 

Augustinix, Hemsl. (forma), in Journ. de Bot. xii. (1898) 261. 
auretjm, Francli. in Journ. de Bot. ix. (1895) 394. 
blepharocalyx, Franch. I c. 396. 

Bodinieri, Franch. 1. c. xii. (1898) 257. 

Bonyaloti, Franch. 1. c. v. (1891) 94. 

brevtstyltjm, Franch. 1. c. xii. (1898) 261. 

calophyt^n, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 230. 

chartophyllttm, Franch. in Journ. de Bot. ix. (1895) 398. 

chionophyllw, Diels, in Engl. Jahrb. xxix. (1900) 512. 

c cblonetjrttm, Diels, L c. 513. 

coriaoeum, Franch. in Journ. de Bot. xii. (1898) 258. 

costulatum, Franch. 1. c. ix. (1895) 399. 

crinigerum, Franch. 1. c. xii. (1898) 260. 

cyan oc arptim, Franch. L c. ix. (1895) 389. 

Davidi, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 230. 
dendrocharis, Franch. 1. c. 233. 
detersile, Franch. in Journ. de Bot. xii. (1898) 260. 
discolor, Franch. I c. ix. (1895) 391. 

Fargesix, Franch. 1. c. 390. 

flavidum, Franch. 1. c. 395. 

iTloccigertjm, Franch. I c. xii. (1898) 259. 

floribtjndum, Franch. in Bull. Soc, Bot. Fr. xxxiii. (1886) 233. 

FOKI3SNSE, Franch. & Finet, l. c. xlvi, (1900) 210. 

Fordii, Hemsl. in Kew Bull. (1894) 5. 
formoqanitm, Hemsl. I c. (1895) 183. 

glanduliferttm, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 231, 
gracjlipes, Franch. in Journ. de B<rt. ix. (1895) 391. 

Hancockii, Hemsl. in Hook. Ic. PL xxiv. (1895) t. 2381, & Ivew 
Bull. (1895) 107. 

intrtcatum, Franch, in Journ. de Bot. ix. (1895) 395. 
ktalense, Franch. 1. c. 392. 

Latottchkas, Franch. & Finet, in Bull, Soc. Bot. Fr* xlvi. (1900) 

210 . 

LTrciDUM, Franch. in Journ. de Bot. ix. (1895) 390. 
litkiangense, Franch. 1. c. xii. (1898) 257. 
ltjtescens, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 235. 
maculifertjm, Franch. in Journ. de Bot. ix. (1895) 393. 
Mandarinorum, Diels, in Engl. Jahrb. xxix. (1900) 510. 
mekongense, Franch. in Journ. de Bot, xii."'(1898) 263. 
MOTJPINENSE, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 233. 
oreodoxa, Franch. 1. c. 230, 

oxyphyllttm, Franch. in Journ. de Bot. xii, (1898) 264. 
pachytrichum, Franch. in Bull. Soc. Bot. Fr, xxxiii. (1886) 234. 
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Rhododendron platypodum, Diels, in Engl. Jahrb. xxix, (1900) §11. 
polifolium, Franck in Journ. de Bot. ix. (1895) 397. 
polylepis, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 232. 
Potanini, Batalin, in Act. Hort. Petrop. xi. (1892) 489. 

Prattii, Franch. in Journ. de Bot. ix. (1895) 389. 

Pritzelianum, Diels, in Engl. Jahrb. xxix (1900) 510. 
ramosissimum, Bur. & Franch. in Journ. de Bot. xii. (1898) 264. 
Rosthornii, Diels, in Engl. Jahrb. xxix. (1900) 509. 
rotundifolium, David: Franch. in Nouv. Arch, Jlus. Hist. Nat. 

Par. sdr. 2, x. (1887-88) 47. 
rupescens, Franch. in Journ. de Bot. ix. (1895) 397. 
rufum, Batalin, in Act. Hort. Petrop. xi. 16. (1891) 490. 
saluenense, Franch. in Journ. de Bot. xii. (1898) 262. 
sanguineum, Franch. I c. 259. 
selense, Franch. 1. c. 257. 
siderophyllum, Franch. L c. 262. 

Souliei, Franch. 1. c. ix. (1895) 393, 
spicifertjm, Franch. 1. c. 400. 
spinuliferum, Franch. I c. 399. 

strigillosum, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 232. 
sutchuense, Franch. in Journ. de Bot. ix. (1895) 392. 
tatsiense, Franch. 1. c . 394. 

Thompsoni, Franch. 1. c. 389. * 

trichostomum, Franch. L c. 396. 
vernicosum, Franch. L c. xii. (1898) 258. 

Viali, Franch. 1. c. ix. (1895) 398. 
yanthinum, Bur. & Franch. L c. v. (1891) 94. 

Rhus Delavayi, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 466. 
Henryi, Diels, in Engl, foihrb. xxix. (1900) 432. 

Potanini, Maxim, in Act. Hort. Petrop. xi. (1890) 110, 
sinica, Diels, in Engl. Jahrb. xxix. (1900) 432. 

Toxicodendron, Linn., var.; Diels, l. c. 433. 

Rhynchosia Dielsii, Harms, in Engl. Jahrb. xxix. (1900) 418. 
himalensis, Benth.; Franch. PI. Delay. (1890) 185. 
lutea, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 491. 
yunnanensis, Franch. PI. Delav. (1890) 185. 

Rhynchospermum verticillatum, Reinw.; Engl. Jahrb. xxix. (1900) 
60, 

Ribes burejense, F. Schmidt j Komarov, in Act. Hort. Petrop. xxii. 
(1903) 435. 

Davidi, Franch, *PI. Dav, in Nouv. Arch. Mus. Hist. Nat. Par. 
sdr. 2, viii, (1885) 287, 

Diacantha, Pall.; Komarov, in Act. Hort. Petrop. xxii. (1903) 
445. 

Fargesii, Franch, in Bull. Soc. Linn. Par. n. s, (1898) no. 10, 86. 
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Rjbes glacialk, Wall.; Franch. iii Nouv. Arch. Mus. Hist. Nat. Par. 
sfir. 2, viii. (1885) 239. 

IIenryj, Franch, in Bull. Soc. Linn. Par. n. s. (1898) no. 10, 87. 
longeraciomosxtm, Franch. PI. Dav.in Nouv. Arch. Mua. Hist. Nat. 
Par. s6i\ 2, viii. (1885) 238. 

manshtjricum, Maxim. ; Komarov, in Act. Hort. Petrop. xxii. 
(1903) 439. 

Maximowiczit, Batalin, in l c. xi. (1891) 16.487, 
moupinensr, Franch. PL Dav. in Nouv. Arch. Mus. Hist, Nat. Par. 
s<$r. % viii. (1885) 238. 

pachysandroides, Hook. f.; Ic. PI. xviii. (1888) 1.1767. 
procijmbens, Pall.; Komarov, in Act. Hort. Petrop, xxii. (1903' 
436. 

Rosthornii, Diels, in Engl. Jalirb. xxix. (1900) 378. 

TRiPAimTUM, Batalin, in Act. Hort. Petrop. xi. 16. (1891) 488. 
Rodgersia .zesculifolia, Batalin, in l. o. xiii. 7, (1893) 96, 

Henrici, Franch. in Rev. Hort, (1897) 176. 
pinnata, Franch. 1. c. 

tabtjlaris, Ilemsl, j Komarov, in Act. Hort. Petrop. xxii. (1903) 
410. 

Bcettlera aurea, Franch. in Bull. Mus. Hist, Nat, Par, v. (1899) 250. 
Fargesii, Franch. 1. c. 251. 

MEXONGENSis, Franch. 1. c. 252. 
thibetica, Franch. I c. 251. 

UNiFtiORA, Franch. 1. e. 251. 
yunnanensis, Franch. L c. 250. 

Rosa Beggeriana, Schrenk; Engl. Jalirb. xxix. (1900) 405. 

Biondii, Cr<$p. in Bull. Soc. Bot. Ital. (1897) no. 4,232. 

Davidii, Cr6p., var. Focke; Engl. Jahrb. xxix. (1900) 405. 
Giraddii, Cr6p. in Bull. Soc. Bot. Ital. (1897) no. 4, 233. 
koreana, Komarov, in Act, Ilort. Petrop, xviii. 0 (1901) 434. 
moschata, Mill., var. Cr<5p.; Franch. Pl. Delay. (1890) 238. 
Prattu, Ilemsl. in Journ. Linn. Soc., Bot. xxix. (1893) 307, 
SoRiiiANA, Crop, in Compt. Rend. Bull. Soc, Bot, Belg. xxxv. ir. 
(1896) 21. 

Webbiana, Wall. var.; Cr$p. in Bull. Soc. Bot. Beige, xiii. (1874) 
276. 

Rtjbia Schumanniana, E. Pritz.; Engl. Jahrb. xxix. (1900) 583, 
Rubus adenani hus, Finet & Franch. in Bull, Soc. Bot. Fr. xlvi. (1900) 
208. 

aixophyelus, HemsL in Journ. Linn. Soc., Bet. xxix. (1893) 305. 
ampelinus, Focke, in Engl. Jahrb. xxix. (1900) 396. 

AMPHiDASYS, Focke, l c. 

bambusarum, Focke, in Hook. Ic. Pl. xx. (1891) sub 1.1952, 
biflorus, Buck, ex Focke; Engl. Jahrb. xxix. (1900) 397, 
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Kubus Bodinieri, H. L6veillg*& Yaniot, in Bull. Acad. Gbog. Bot. xi. 
(1902) 92. 

Buergeri, Miq. ex Focke$ Engl. Jahrb. xxix. (1900) 394. 

Chapeanjoni, H. L6veill6 <& Vaniot, in Bull. Acad. G6og. Bot. xi. 
(1902) 98. 

chiliad enus, Focke, in Hook. Ic. PL xx. (1891) sub 1.1952. 
chinensis, Franch. PI. Delay. (1890) 207. 
chroosepalus, Focke, in Hook. Ic. PI. xx. (1891) t. 1952. 
cochinchinensis, Tratt.; Franch. in Nouy. Arch.^Ius. Hist. Nat. 
Par. stSr. 2, yiii. (1885) 220. 

Cockburnianus, Hemsl. in Journ. Linn. Soc., Bot. xxix. (1893) 
305. 

corchorifolius, Linn. f. var., Focke ; Engl. Jahrb. xxix. (1900) 
391. 

Delavayi, Franch. PL Delay. (1890) 205. 
ellipticus, Sm.; Franch. PL Delay. 206. 
eugenius, Focke, in Engl. Jahrb. xxix. (1900) 393. 
euleucus, Focke; Engl. 1. c. 397. 

Fargesii, Franch. in Journ. de Bot. viii. (1894) 294. 
flagelliflorus, Focke, in Engl. Jahrb. xxix. (1900) 393. 
FLOSCULOSTJS, Focke, in Hook. Ic. Pl. xx. (1891) snb t. 1952. 

Foe keanus, Kurz; Engl. Jahrb. xxix. (1900) 397. 
foliolosus, D. Don ; Franch. PI. Delay. 208. * 

fragarioides, Bertol., varr.; Franch. 1. e. 202. 

Gentilianus, II. L6veille & Yaniot, in Bull. Acad. Geog. Bot. xi. 
(1902) 99. 

Giraldianus, Focke, in Engl. Jahrb. xxix. (1900) 401. 
hupehensis, Oliver, in Hook. Ic. PL xix. (1889) 1.1816. 

IDJEUS, Linn, var., Fockte; Palibin in Act. Hort. Petrop. xvii. I. 
(1899) 78. 

innoxius, Focke, in Engl. Jahrb. xxix. (1900) 395. 
iRENisus, Focke, 1. e. 394. 

Jamini, H. L6veill6 & Vaniot, in Bull. Acad. G6og. Bot. x. (1902) 

102 . 

kerriifolius, H. LbveilkS & Vaniot, /, c. 100. 
lasiooarpus, Sm.; Franch. PI. Delay. (1890) 207. 
lasiostylus, Focke, in Hook. Ic. Pl. xx. (1891) 1.1951. 
loropetalus, Franch. PL Delay. (1890) 203. 
lutescens, Franch. 1. c. 206. 

macilentus, Oamh.; Franch. in Nouv. Arch. Mus. Hist. Nat. Par. 
s6r. 2, viii. (1885) 221. 

malifolius, Focke, in Hook. Ic. PL xx. (1891) 1.1947. 
mesog-eus, Focke, in Engl. Jahrb. xxix. (1900) 399. 

Yar. oxycomus, Focke, L c, 
modicus, Focke, l. c. 
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Bub us Monguillgnj, II. LeveilltS & Yaniot, in Bull. Acad. Geog. Bot. 
xi, (1902) 101. 

multibracteatus, H. L5veill<5 Sc Vaniot, l c. 99. 
niveus, Thunb. Biss. Bub. 9. 
otoi j horus, Francli. PI. Belav. (1890) 204. 
pacatus, Focke, in Engl. Jahrb. xxix. (1900) 395. 
peltatus, Maxim.; Focke, l c, 391. 
pileatus, Focke, in Hook. 1c. PL xx. (1891) sub t. 1952. 
pinnatisep^lus, Hemsl. in Journ. Linn. Soc., Bot. xxix. (1893) 
305. 

polytkichus, Franck, PI. Belav. (1890) 204, 

pyrifolius, Sm.; Franch. in Nouv. Arch. Mus. Hist. Nat. Par. 

st$r. 2, viii. (1885) 219 ( pirifoUm ). 
sepalanthus, Focke, in Engl. Jahrb. xxix. (1900) 391. 
setchuenensis, Franch. in Journ. de Bot. y. (1891) 46. 
simplex, Focke, in Ilook. Ic. PI. xx. (1891) t, 1948, 
sorbifolius, Maxim.; Focke, in Engl. Jahrb. xxix. (1900) 391, 
sozostylus, Focke, in Hook. Ic. PI. xx. (1891) sub t, 1952. 
spinipes, Hemsl. in Journ. Linn. Soc., Bot. xxix. (1893) 306, 
teledapos, Focke, in Engl. Jahrb. xxix. (1900) 398. 
thibetanus, Franch. PL Bay. in Nouv. Arch. Mus. Hist. Nat. 
Par. sdr. 2, viii. (1885) 221. 

viburnifolius, Franch. in Bull. Mus. Hist. Nat. Par. i. (1895) 63, 
xanthocarpus, Bur. & Franch. in Journ. de Bot. v. (1891) 46. 
xanthoneurus, Focke, in Engl. Jahrb. xxix. (1900) 392. 

Bumkx domestic us, Hartui. ; Komarov, in Act. Hort Petrop. xxii. 
(1903) 116, 

stenophyllus, Ledeb. 5 Komarov, L c . 115. 

c 

Sabia leptandba, Hook. f. & Thoms.; Engl. Jahrb. xxix. (1900) 451. 
purpurea, Hook, f. Sc Thoms.; Engl. I c. 

Sohumanniana, Diels. ; L c, 

yuNNANENsis, Franch.in Bull, Soc. Bot. Fr. xxxiii. (1886) 465. 
Saccolabium Faboesii, KranzL; Journ. de Bot. xvii. (3903) 423. 
Sagerbtia ferruginea, Oliver, in Hook. Ic. PL xviii. (1887) 1.1710, 
oppositifolia, Brongn., var.; Franch. PI. Belav. (1890) 134. 
paucicostata, Maxim, in Act. Hort, Petrop, xi. i. (1890) 101. 
Salicornxa herbacea, Linn.; Act. Hort. Petrop. xviii. (1899) 179. 
Salix Bockix, Seemen, in Engl. Jahrb. xxix. (1900) 278. 

cinerka, Linn.; Komarov, in Act. Hort. Petrop. xxii. (1903) 22. 
densifoliata, Seemen, in Engl. Jahrb. xxi. (1896) Beibl. 53. 57. 
dictyoneura, Seemen, l. c. xxix. (1900) 275. 
reterochroma, Seemen, l. c. xxi. (1896) Beibl. 53. 56, 
Maximoviczii, Komarov, in Act. Hort. Petrop. xxii. (1903) 25. 
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Salix multinervis, Komarov, in Act. Hort. Petrop. xxii. (1903) 25. 
myrtilloibes, Komarov, l. c. 26. 

Bosthornii, Seemen, in Engl. Jahrb. xxix. (1900) 276. 
vagans, Komarov, in Act. Hort. Petrop. xxii. (1903) 31. 
viminalis, Linn.; Komarov, l. c , 32. 

Salvia brevilabra, Franch. in Bull. Soc. Phil. Par. s&. 8, iii. 3. (1891) 
149. 

Mandarinortth, Diels, in Engl. Jahrb. xxix. (1900) 557. 

Prattii, Hemsl. in Journ. Linn. Soc., Bot, xxix. £1903) 316. 
pygmjea, Matsum. in Bot. Mag*. Tokyo, xi. (1897) 70. 
tatsienensis, Franch. in Bull. Soc. Phil. Par. ser. 8, iii. (1891) 150. 
TRicusPis, Franch. 1. c. 150. 

yunnanensis, C. H. Wright, in Kew Bull. (1896) 164, 

Sanicula cjerulescens, Franch. in Bull. Soc. Phil. Par. ser. 8, vi. 
(1894) 110. 

hacquetioides, Franch. 1. c. 
rugulosa, Diels, in Engl. Jahrb. xxix. (1900) 491. 
yunnanensis, Franch. in Bull. Soc. Phil. Par. s6r. 8, ri. (1894) 108. 
Saruma Henryi, Oliver, in Hook. Ic. PI. xix. (1889) 1.1895. 

Satyrium setchuenicum, Kranzl. in Engl. Jahrb. xxix. (1900) 266. 
Sauracja napauleNsis, DC.; Franch. in Bull. Soc. Bot. Fr. xxxiii. 
(1886) 438. 

Saussurea alatipes, Hemsl. in Journ. Linn. Soc,, Bot. xxix? (1893) 
308. 

auriculata, Hemsl. I e, non Franch. = S. otophylla, Hemsl. 
infra. 

auriculata, Franch. PI. Dav. in Nouv. Arch. Mus. Hist. Nat. Par. 
sdr. 2, x. (1887-8) 40. 

Baroniana, Diels, in Engl. Jahrb. xxix. (1900) 625. 

Bullockii, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 509. 
carduxformis, Franch. in Journ. de Bot. viii. (1894) 343. 
caudata, Franch, in Bull. Soc, Phil, Par, s<5r, 8, iii. 3. (1891) 147. 
chetchotze, Franch. in Journ. de Bot. ii, (1888) 359. 
ciliaris, Franch. 1. c. 337. 

cirsioides, Hemsl. in Journ. Linn. Soc., Bot. xxix. (1893) 309. 
compta, Franch. in Journ. de Bot. x. (1896) 423. 
conyzoides, Hemal, in Journ. Linn. Soc., Bot. xxix, (1893) 309, 
corbieolia, Hemsl. I c. 310. 

crispa, Vaniot, in Bull. Acad. G€og. Bot. xii. (1903) 21. 
becurrens, Hemsl. in Journ. Linn. Soc., Bot. xxix. (1893) 310. 
Delavayt, Fransh. in Journ. de Bot. viii. (1894) 340. 
bim-Orphjea, Franch. I . e. 

bolichopoba, Diels, in Engl, Jahrb. xxix. (1900) 623. 
Dutaillyana, Franch. in Journ. de Bot. x. (1896) 421. 
bzeurensis, Franch. I c . viii. (1894) 339, 
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Saussurea EDULrs, Franck. in Journ. cle Bot. ii. (1888) 337. 
ERiocEPHALA, Franch. L c. viii. (1894) 339. 

Fargesii, Franch. L c. 344. 
flexuosa, Franch. I c. 341, 

gossypiphora, D. Don; Franch. in Journ. de Dot. ii. (1888) 359. 
graminea, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 509. 
grosseserrata, Franch. in Journ. de Bot. ii. (1888) 354. 
Grumgrjimailo, Winkl.; Bretschn. Hist. Bot. Disc. China, ii. 1039. 
IIenryi, Henisl. in Journ. Linn. Soc., Bot. xxix. (1893) 311. 
Kunthiana, C. B. Clarke; Franch. in Journ. de Bot. ii. (1888) 340. 
lampsan[folia, Franch. in Journ. de Bot. ii. (1888) 357. 
lanuginosa, Vaniot, in Bull. Acad. G£og. Bot. xii. (1903) 20. 
Leontodon, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 509. 
likiangensis, Franch. in Journ. de Bot, ii. (1888) 356. 
lingulata, Franch. I c. x. (1896) 423. 
longifolia, Franch. 1. c. ii. 354. 
macbota, Franch. 1. c. viii. (1894) 343. 

manshubica, Komarov, in Act. Hort. Petrop. xviii. 2. (1900) 424. 
micbocephala, Diels, in Engl. Jahrb. xxix. (1900) 624. 
minuta, Winkl. in Act. Hort. Petrop. xiii. (1894) 13. 243. 
mollis, Franch. in Journ. de Bot. ii. (1888) 353. 
nobilis, Franch. 1. c. 355. 

obvJillata, Wall. var.; Diels, in Engl. Jahrh. xxix. (1900) 623. 
oligantha, Franch. in Journ. de Bot. x. (1896) 421. 
otophylla, Heinsl. b. nov. Syn. auriculata, Hemsl. non Franch . 
pachyneura, Franch. in Journ. de Bot. viii. (1894) 354. 
peduncularis, Franch. /. e. ii. (1888) 357. 
populifolia, Hemsl. in Journ. Linn. Soc., Bot. xxix. (1893) 311. 
radiata, Franch. in Journ. de Bot. ii. (3r3S8) 356. 
bomuleifolia, Franch. I c. 339. 

Bosthornii, Diels, in Engl. Jahrh. xxix. (1900) 625. 
saligna, Franch. in Journ. de Bot. yiii. (1894) 315, 
scabrida, Franch. in Bull. Soc. Phil. Par. s<5r. 8, iii. 3. (1891) 146. 
semilyrata, Bur. & Franch. in Journ. do Bot. v. (1891) 76. 
Souliei, Franch. in Bull. Soc, Phil, Par. sor. 8, iii. 3. (1891) 147. 
spatulifolia, Franch. in Journ. de Bot. ii. (1888) 338. 
strict a, Franch. I c. viii. (1894) 342. 

Sughoo, C. B. Clarke; Franch. I, c . ii. (1888) 339. 
sutchuenensis, Franch. L c. yiii. (1894) 353. 
taraxacifolia, Wall.; Franch. L c , ii. (1888) 339. 
tatsienensis, Franch. in Bull. Soc, Phil, Par?s6r. 8, iii. 3. (1891) 
146. 

thibetica, Franch. in Journ. de Bot. viii. (1894) 338, 
umbrosa, Komarov, Act. Hort. Petrop, xviii. 2. (1900) 423. 
vaginata, Dunn, in Journ, Linn. Soc,, Bot. xxxv. (1903) 510. 
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Saussurea vestita, Franck in Jonrn. de Bot. ii. (1888) 358. 
villosa, Francli. 1. c. 353. 
virgata, Franck L c. viii. (1894) 340. 

Woodiana, Hemsl. in Journ. Linn. Soe., Bot. xxix. (1893) 312. 
yunnanensis, Franck in Journ. de Bot. ii. (1888) 340. 

Saxifraga aplophylloides, Franch. PI. Delay. (1890) 238. 
aurantiaca, Franck l. c. 236. 
brachyphylla, Francli. 1. e. 237. 

Candelabrum, Franch. 1. c. 232. ^ 

cardiophylla, Franch. PI. Day. in Nouv. Arch. Mus. Hist. Nat. 
Par. s<Sr. 2, yiii. (1885) 230. 

chionophila, Franch. in Journ. de Bot. x. (1896) 265. 
chrysantha, Franch. PL Delay. (1890) 236. 
crinalis, Franch. I c. 233. 

Davidii, Franch. PI. Day. in Nouv. Arch. Mus. Hist. Nat. Par. 
s$r. 2, yiii. (1885) 229. 

drabjeformis, Franch. PL Delay. (1890) 235. 
flabellifolia, Franch. in Journ de Bot. viii. (1894) 295. 
gemmigera, Engl. Jahrb. xxix. (1900) 366. 
gemmipara, Franch. in Journ. de Bot. x. (1896) 262. 

Gillii, Trimen, ex Gill, Biver & Golden Sand, ii. 426. 
Gibaldiana, Engl. Jahrb. xxix. (1900) 365. 
glaucophylla, Franch. Pl. Delay. (1890) 239. 
hispidula, D. Don; Engl. Jahrb. xxix. (1900) 366. 
hypericoides, Franch. in Journ. de Bot. x. (1896) 261. 

Josephi, Engl. Jahrb. xxix. (1900) 366. 
likiangensis, Franch. in Journ. de Bot. x. (1896) 266. 

LONGISTYLA, Franch. in Bull. Soc. Phil. Par. s6r. 8, iii. 3. (1891) 144. 
MACROSTIGMA, Franch.rPl. Delay. (1890) 240. 
manshuriensis, Komarov, in Act. Hort. Petrop. xxii. (1903) 415. 
melanocentra, Franch. in Journ. de Bot. x. (1896) 263. 
micrantha, Franch. in Nouv. Arch. Mus. Hist. Nat. Par. s«5r. 2, viii. 
(1885) 229. 

nutans, Franch. L c. 233. 

OREOPHILA, Franch, in Journ. de Bot. x. (1896) 260. 
peplidifolia, Franch. Pl. Delay. (1890) 234. 
petrophila, Franch. I c. 237. 

PHiEN ophyllA, Franck in Journ. de Bot. x. (1896) 261. 

PUNCTATA, Linn.; Komarov, in Act. Hort. Petrop. xxii. (1903) 414. 
purpurascens, Franck in Nouv. Arch. Mus. Hist. Nat. Par. s5r 2 
viii. (1885) 288, ' ' 

rupicola, Franch. in Journ. de Bot. x. (1896) 264. 
sanguine a, Franch. I, C. yiii. (1894) 294. 
sibirica, Linn., var. j Engl. Jahrb. xxix. (1900) 364. 
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Saxifraga steldariaspolia, Franch, PI. Dav. in Nouv. Arch. Mus. 
Hist. Nat. Par. s<5r. 2, viii. (1885) 281. 
trinervia, Franch. 1 . c . 232. 
tsangchanensis, Franch. PL Delay. (1890) 283. 

Scabiosa Bretsohneideri, Batalin, in Act. Hort. Petrop. xiv. 8. (1895) 
184. 

Scbptrocnide macrostachya, Maxim.; Engl. Jahrb. xxix. (1900) 802. 
Schefflera Fargesh, Harms, in Engl. Jahrb. xxix. (1900) 486. 
megalobotrya, Harms, l.e. 

Sohima argentea, E. Prftz. in Engl. Jahrb. xxix. (1900) 473. 
Schistocaryum, Franch. in Bull. Soc. Linn. Par. ii. (1891) 930. 
ciliare, Bur. & Franch. in Journ. de Bot. v. (1891) 104. 
MYOSOT 1 DEUM, Franch. in Bull. Soc. Linn. Par. ii. (1891) 930. 
ovalifolium, Bur. & Franch. in Joum. de Bot. v. (1891) 104. 
Schizandra axillariSj Hook. f. & Thoms.; Engl. Jahrb. xxix. (1900) 
322. 

elongata, Hook. f. & Thoms.; Engl. I, c. 322. 
glattcescens, Diels, /. C. 323. 

grandiflora, Iloolc. f. & Thoms.; Franch. in Bull. Soc. Bot. Fr, 
xxxiii. (1886) 385. 

propinqtja, Hook. f. & Thoms. var., Oliver, in Hook. Ic. PI. xviii. 
(1889) t. 1715. 

ScHizopfePON BIOICUS, Cogn. in Hook. Ic. Pl. xxiii. (1892) t. 2224. 
Schizophragma hydraNgeoides, Sieb. & Zucc.; Diels, in Engl. Jahrb. 
xxix. (1900) 376. 

integrifolia, Oliver, in Hook. Ic. PI. xx. (1890) 1.1934. 
Scolopia chinensis, Briquet, in Ann. Conserv. Jard. Bot. Geneve, ii. 
(1898) 42. 

Scorzonera mongouca, var.; Palibin, ift Act. Hort. Petrop. xiv. 
(1895) 128. 

Scrophulabia alata, A. Gray ; Engl. Jahrb. xxix. (1900) 565. 
Delayayi, Franch, in Bull. Soc, Bot. Fr. xlvii. (1900) 15. 
dipdodonta, Franch. 1. c, 14. 

Fargesh, Franch. I, c , 12. 

kansuensis, Batalin, in Act. Hort. Petrop, xiii. (1894) 381. 
Mandarxnorhm, Franch. iu Bull. Soc. Bot. Fr. xlvii. (1900) 13. 
microdonta, Franch. I c. 11. 

Sohliei, Franch. I c. 35, 
spioata, Franch. 1. c. 14. 
yunnanensis, Franch. 1. c. 12. 

Scutellaria amcena, O. H. Wright, in Ivew Bull. f (1896) 164, 
formosana, N. E. Br. in Gard. Ohron. ii. (1894) 212. 

Sedum bracteatum, Diels, in Engl. Jahrb. xxix. (1900) 362. 
crassipes, Wall.; Diels, l, c. 360. 
discolor, Franch. in Journ. de Bot. x, (1896) 285. 
glacials, Franch. /. c . 290. 
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Sedum Henryi, Diels, in Engl. Jahrb. xxix. (1900) 361. 
leucocarpum, Franch. in Joum. de Bot. x. (1896) 288. 
macrolepis, Franch. PI. Day. in Nouv. Arcli. Mus. Hist. Nat. Par. 
s&\ 2, viii. (1885) 240. 

Middendorffianum, Maxim.; Komarov, in Act. Hort. Petrop. 
xxii. (1903) 397. 

mosoynense, Franch. in Joum. deJBot. x. (1896) 291. 

nobile, Franch. I c. 285. 

obtusisepalum, Franch. 1. c. 289. ^ 

PLATYSEPALBM, Francli. I c. 
primtjloides, Franch. L c. 287. 

Rosthornianum, Diels, in Engl. Jahrb. xxix. (1900) 361. 
scabridum, Franch. in Journ. de Bot. x. (1896) 284. 
sinicum, Diels, in Engl. Jahrb. xxix. (1900) 361. 
tenuifolium, Franch. in Journ. de Bot. x. (1896) 290. 
valerianoides, Diels, in Engl. Jahrb. xxix. (1900) 360. 
viviparum, Maxim. 5 Act. Hort. Petrop. xxii. (1903) 390. 
yunnanense, Franch. in Journ. de Bot. x. (1896) 286. 

Selinum coreanum, Boissieu, in Bull. Herb. Boisa. ser. 2 , iii. (1903) 
956. 

CRYPTOTiENHIM, Boissieu, l. c. 847. 

baucoibes, Franch. in Bull. Soc. Phil. Par. s£r. 8 , vi. (1894) 135. 
Melanotilingia, Boissieu, in Bull. Herb. Boiss. s 6 r. 2, wi. (1903) 
956. 

Oliverianum, Boissieu, L c. 846. 

Senecio acerifolius, Winkl. in Act. Hort. Petrop. xiii. x. (1893) 9 . 
AiNSLiiEFLORUS, Franch. in Joum. de Bot. viii. (1894) 360. 
arachnanthus, Franch. I c. 355. 
asperifolius, Franch. Ic. x. (1896) 414. 
atroviolaceus, Franch. in Bull. Soc. Bot. Fr. xxxix. (1892) 303. 
begoniasfoliub, Franch. in Journ. de Bot. viii. (1894) 358. 
blattARU 3FOLIUs , Franch. L c. x. (189(3) 415. 

Bodinieri, Yaniot, in Bull. Acad. G 5 og\ Bot. xi. (1902) 348. 
campanulatus, Franch. in Bull. Soc. Bot. Fr. xxxix. (1892) 284. 
camptodontus, Franch. in Journ. de Bot. x. (1896) 413. 

Caroli, Winkl. in Act. Hort. Petrop. xiii. i. (1893) 7. 
chrysanthemoides, DO., var.; Hook, f., ex Engl. Jahrb. xxix. 
(1900) 620. 

concinnus, Franch. in Joum. de Bot. x. (1896) 418. 
cyclaminifolius, Franch. 1. c. viii. (1894) 362. 

CYCLOTUS, Bu* & Franch. 1. c. v. (1891) 74. 

Davit>i, Franch. PI. Dav. in Nouv. Arch. Mus. Hist. Nat. Tar. s 4 r. 2 , 
x. (1887-88) 40. 

Delayayi, Franch. in Bull. Soc. Bot. Fr. xxxix. (1892) 286. 
densiflorus, Wall.; Engl. Jahrb. xxix. (1900) 621. 
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Senecio dianthus, Franch, in Journ. de Bot. x. (1896) 419. 

dictyqneurus, Franch. in Bull. Sac. Bat. Fr. xxxix. (1892) 294, 
dididymantha, Dunn, in Journ, Linn. Soc., Bot. xxxv. (1903) 503. 
discoideus, Franch. in Bull. Soc. Bot. Fr. xxxix. (1892) 284. 
dodrans, Winkl. in Act. Hort. Petrop. xiv, (1895) 152. 

Dilyas, Dunn, in Journ. Linn, Soc., Bot. xxxv. (1903) 504. 
duciformis, Winkl. in Act. Hort. Petrop. xiv. (1895) 155. 
Duclouxii, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 504. 
BRYTHROPAPJpjs, Bur. & Franch. in Journ. de Bot. v. (1891) 73. 
eitryophyIjLUs, Winkl. in Act. Hort. Petrop. xiv. (1895) 156. 
Fargesii, Franch. in Bull. Soc. Bot. Fr. xxxix. (1892) 284. 
fibrhxosus, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 505. 
filiferits, Franch. in Journ. de Bot. x. (1896) 416. 
ganpinensis, Vaniot, in Bull. Acad. G<5og. Bot. xii. (1903) 19, 
Gentilianus, Vaniot, l c. xi. (1902) 350. 

GLumaceus, Dunn, in Journ, Linn. Soc., Bot. xxxv. (1903) 505. 
Gyntjra, Winkl. in Act. Hort. Petrop. xiv. (1895) 157. 
Helianthus, Franch. in Bull. Soc. Bot. Fr. xxxix. (1892) 286. 
Henrici, Vaniot, in Bull. Acad. G6og. Bot. xi. (1902) 351. 

Hoi, Dunn, in Journ. Linn, Soc., Bot. xxxv. (1903) 506. 
lANTHOPHYiiLUS, Franch. in Journ. de Bot. viii. (1894) 362, 
kanaitzensis, Franch. in Bull. Soc. Bot. Fr. xxxix. (1892) 298. 
kanSuensis, Franch. 1. c. 287. 

Kaschkarowi, Winkl. in Act. Hort. Petrop. xiv. I. (1895) 152. 
kematongensir, Vaniot, in Bull. Acad. G<5og. Bot. xi. (1902) 347. 
kialensis, Franch. in Journ. de Bot. x. (1896) 413. 

KOREANUS, Komarov, in Act. Hort. Petrop. xviii. xi. (1900) 421. 
koualapensjs, Franch. in Journ. de Bot. viii. (1894) 356. 
Labordei, Vaniot, in Bull. Acad. Gdog.#Bot. xi. (1902) 345. 
lankongensts, Franch. in Bull. Soc. Bot. Fr. xxxix. (1892) 301. 
Lapatbifobitjs, Franch, 1. e. 306, 
latipbs, Franch. in Journ. de Bot. viii. (1894 ) 356. 

Lbucanthemum, Dunn, in Journ. Linn, Soc,, Bot. xxxv. (1903) 507. 
LEuco ckpiialur, Franch, in Journ, de Bot. viii. (1894) 300. 
Leveillei, Vaniot, in Bull. Acad, Gdog. Bot. xi. (1902) 346, 
xjATitoiDKN, Winkl. in Act. Hort. Petrop. xiii. i. (1893) 8. 

EucoRUM, Franch. in Journ. de Bot. x. (1896) 415, 
luticola, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 507. 
Martini, Vaniot, in Bull. Acad. G£og. Bot. xi. (1902) 346. 
Maximowiozii, Franch. in Bull. Soc. Bot. Fr. xxxix. (1892) 287. 
meeanocephalus, Franch. I c, 294. 
microdontus, Bur. & Franch. in Journ. de Bot, v. (1891) 76. 
MONANTTius, Diels, in Engl. Jahrh. xxix. (1900) 621. 
mosoynbnsis, Franch. in Bull. Soc, Bot. Fr. xxxix, (1892) 298. 
neTjITmbifolius, Bur. & Franch, in Journ, de Bot. v, (1891) 74. 
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Senecio nigrocinctus, Francb. in Journ. de Bot. x. (1896) 417. 

nimborum, Franeh. PI. Bav. in Nouv. Arch. Mus. Hist. Nat. Par. 
s6r. % x. (1887-88) 89. 

NOBilis, Franeh. in Bull. Soc. Bot. Fr. xxxix. (1892) 287. 
paucinervis, Bunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 507. 
PH2BNICOCHJETUS, Franeh. in Bull. Soc. Bot. Fr. xxxix. (1892) 295. 
phyllolepis, Franeh. in Journ. de Bot. viii. (1894) 360. 
plantaginipolius, Francli. in Bull. Soc. Phil. Par. ser. 8, iii. hi. 
(1891) 145. 

platyglossus, Franeh. in Bull. Soc. Bot. Fr. xJxix. (1892) 293. 
pleurocaulis, Franeh. in Journ. de Bot. viii. (1894) 365. 
Potanini, Winkl. in Act. Hort. Petrop. xiii. i. (1893) 5. 

Prattii, Hemsl. in Hook. Ic. PI. xxv. (1896) t. 2491. 

Principis, Franeh. in Journ. de Bot. x. (1896) 412. 
prionophyllus, Franeh. L c. 420. 

profundorum, Bunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 507. 
pseudosonchus, Vaniot, in Bull. Acad. Geog. Bot. xi. (1902) 349. 
pteridophyllus , Franeh. in Journ. de Bot. viii. (1894) 304. 
Putjatje, Winkl. in Act. Hort. Petrop. xiv. i. (1895) 125. 
quinquelobus, Iiook. f. & Thoms.; Engl. Jahrb. xxix. (1900) 620. 
renatbs, Franeh. in Bull. Soc. Bot. Fr. xxxix. (1892) 285. 
rupicomus, Franeh. I, c. 298. 

rufipilis, Franeh. in Journ. de Bot. viii. (1894) 359. , 

setchuenensis, Franeh. in Bull. Soc. Phil. Par. s6r. 8, iii. ill. (1891) 
145. 

solenoides, Bunn, in Journ. Linn. Soe., Bot. xxxv. (1903) 508. 
Souliei, Franeh. in Bull. Soc. Phil. Par. s<$r. 8, iii. m. (1891) 145. 
spathxphyllus, Franeh. in Journ. de Bot. x. (1896) 416. 
BTENOglossus, Francl^ in Bull. Soc. Bot. Fr. xxxix. (1892) 304. 
subspicatus, Bur. <& Franeh. in Journ. de Bot. v, (1891) 75. 
TALiENSis, Franeh. I c. viii. (1894) 357. 
talongensis, Franeh, L c. x, (1896) 419. 
tatsienensis, Bur. & Franeh. I c. v. (1891) 75. 
tenuipes, Franeh. in Bull. Soc. Bot. Fr. xxxix. (1892) 297. 
tongolensis, Franeh, l. c. 305. 
tricuspis, Franeh. in Journ. de Bot. viii. (1894) 357, 
tsangchanensis, Franeh, in Bull. Soc. Bot. Fr. xxxix. (1892) 
299. 

vellereus, Franeh. 1. c. 

Vespertilio, Franeh. in Journ. de Bot. viii. (1894) 359. 
villiferus, French. I, c. 362. 

yesoensis, var.; Franeh. in Bull. Soc, Bot. Fr. xxxix. (1892) 
307. 

yunnanensis, Franeh, I c. 303. 

Serratula coronata, Linn,; Engl, Jahrb. xxix. (1900) 628. 
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Serratitla Martini, Vaniot, in Bull. Acad. GSog. Bot. xii. (1903) 21. 
Skseli Delavayt, Branch. in Bull. Soc. Phil. Par. s6r. 8, vi. (1894) 
130. 

Giraldii, Diels, in Engl. Jahrb. xxix. (1900) 497. 

Provostii, Boissieu, in Bull. Herb. Boiss. s6i\ 2, iii. (1903) 842. 
yunnanense, Fraucli. in Bull. Soe. Phil. Par. s£r. 8, vi. (1894) 
129. 

Shortia rotundifolia, Makino, in Bot. Mag. Tokyo, ix, (1895) 327, 
& x. (1896) 221. 

sinensis, Hemal. in Hook. Ic. PI. xxvii. (1900) t. 2624. 
ti-iibetica, Branch. PL Dav. in Nouy. Arch, Mus. ser. 2, x. 
(1887-8) 54. 

Shttteria longipes, Branch. PI. Delay. (1896) 179. 

sinensis, Hemsl. in Hook. Ic. PI. xxvii. (1900) t. 2626. 

Sibbaldia procumbens, Linn.; Engl, Jahrb. xxix. (1900) 404. 

Silene adenantha, Branch. PI. Delay. (1889) 84. 

asclepiadea, Franeh. in Bull. Soc. Bot. Fr. xxxiii. (1886) 422. 
C^bspitosa, Bur. & Branch, in Journ. de Bot. v. (1891) 22. 
CAPITATA, Komarov, in Act. Hort. Petrop. xviii. (1901) 440. 
cardiopetala, Franeh. in Bull. Soc. Bot. Fr. xxxiii. (1886) 419. 
chinensis, Hort. in Bosse, Handl. Blumengartnerei, ed. 3, vii. (1861) 
445. 

Deeavayi, Franeh. in Bull. Soc. Bot. Fr. xxxiii. (1886) 424. 
foliosa, Maxim.; Franeh. Journ. de Bot. iv. (1890) 303. 
grandifolia, Franeh. in Bull. Soc. Bot. Fr. xxxiii. (188G) 427. 
KOREANA, Komarov, in Act. Hort. Petrop. xviii. (1901) 440. 
langeongensis, Franeh. in Bull. Soc. Bot. Fr. xxxiii. (1886) 421. 
lute a, Franeh. L c. 420. 

magrostyla, Maxim.; Komarov, in A<sfc. Ilort. Petrop. xxii. (1903) 
193. 

melanantha, Branch, in Bull. Soc. Bot. Fr. xxxiii. (1886) 423. 
NAFUuaKRA, Branch. PI. Delav, (1889) 82. 
otodonta, Branch, in Bull, Soc. Bot. Fr. xxxiii. (1886) 426, 
PACHYRRHiz; a, Branch, L c. 427. 

PHiENicoDONTA, Franeh. I c. 422, 
platypetala, Bur. & Branch. Journ. de Bot. v. (1891) 22. 
platyphylla, Branch, in Bull Soc. Bot. Fr. xxxiii. (1886) 419. 
Potanini, Maxim, in Act. Hort. Petrop. xi. i. (1890) 66, 
pterosperma, Maxim. 1. c. 67. 

repens, Patrin ; Franeh. in Journ, de Bot, iv. (1890) 302. 
rubicunda, Franck, in Bull. Soc. Bot. Fr. xxw, (1886) 417, 
scopulorum, Franeh. 1. c. 423. 

sinensis, Williams, in Journ, Linn. Soc., Bot. xxxii. (1896) 179. 
szechuensis, Williams, l. c , xxxiv. (1899) 428. 

Tanakje, Maxim, in Bull. Acad, P<$tersb. xxxii. (1888) 481. 
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Sjlene tenths, Willd.; Williams, in Journ. Linn. Soc., Bot. xxxiv. 
(1899) 429. 

trachyphylla, Franeli. in Bull. Soc. Bot. Fr. xxxiii. (1886) 418. 
viscidula, Franch. 1. c, 421. 

YTJNNANENSIS, Franch. 1. c. 425. 

Sisymbrium Maximowiczii, Palibin, in Act. Hort. Petrop. xvii. (1899) 
28. 

Thalianum, J. Gay; Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 
403. § 

Sirni MATsuMURiE, Boissieu, in Bull. Herb. Boiss. ser. 2, iii. (1903) 
954. 

Ninsi, Linn.; Boissieu, L c. 958. 

Nippon i cum, Maxim.; Boissieu, l. c. 

Skimmia Fortunei, Mast, in Gard. Ohron. (1889) i. 520. 
japonic a, Thumb.; Engl. Jahrb. xxix. (1900) 424. 

Laureola, Franch. in Nouv. Arch. Mus. ser. 2, x. (188S) 171. 
vSloanea hongkongfnsis, llemsl. in Hook. Ic. Pi. xxvii. (1900) 
t. 2628. 

Smilacina=Tovar t a . 

Fargesii, Diels, in Engl. Jahrb. xxix, (1900) 246. 
japonica, A. Gray; Diels, l c. 
stenolob Diels, /. c. 247. 

tubifera, Batalin; Diels, 1. c. 246. * 

Smilax Bockit, Warb. in Engl. Jahrb. xxix, (1900) 259. 
brevipes, Warb. £. c, 256. 
cinerea, Warb. 1. c. 238. 
cocculoides, Warb. L c. 257. 
o y clophyll Warb. 1. c. 
discotjs, Warb. I . c. 25£. 
glauco-ciiina, Warb. I c . 255. 
longipes, Warb. L c. 256. 

Nkbelii, Gilg, 1. c. xxxiv. (1904) Beibl. 75. p. 20. 
polycolea, Warb. 1. c. xxix. (1900) 257. 
trigona, Warb, l. c, 258. 

Smithia yunnanensis, Franch. Pl. Delav. (1890) 170. 

Sonertla peperomtjefolia, Oliver, in Hook. Ic, PL xix. (1889) 
1.1814. 

Sophora glauca, Lesehen.; Franch. Pl. Delav. (1890) 188. 

Sorbus pekinensis, Koehne, in Wittm. Gartenfl. (1901) 406. 

Souliea, Franch. in Journ, de Bot. xii, (1898) 69. 
vagtnata, Franeb. 1. c. 70. 

Spatholobus pulcher, Dunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 
489. 

suberect us, Dunn, l . c. 
yarians, Dunn, l. c. 490, 

linn, journ,—botany, vol. xxxvr. 2 u 
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Spiraea alptn y, Pall,; Engl. Jalirb. xxix, (1900) 382. 
anomaiay, Bnt ilin, in Act, Iloi't. Petrop. xiii. (1893) 92. 

Aruncits, Linn.; Franch. PI. Delay. (1890) 201, 
canescenk, 1). Don, vav., Batalin, in Act, Hurt. Petrop. xiv. (1898) 
321. 

JAPontca, Linn.; Franch. Pl. Delay. (1890) 201. 

Post no arm, E. Pritz. in Engl. Jalirb. xxix. (1900) 383. 

Veitcitt, llemsl. in Gard, Chron. (1903) i. 258. 
vellttina, Branch. PI. Delay. (1890) 201, 
vestita, Wall.; Fmnch. I c. 
virgata, Franch. L c . 199. 
ruNNANKNsxs, Francli. I c. 200. 

Stachyttrus chinensxs, Franch. in Jonrn. do Bot. xii. (1898) 254. 
himalai cus, Hook. f. & Thoms.; Engl. Jabrb. xxix. (1900) 475. 
salicifolius, Francli. in Jonrn. de Bot. xii. (1898) 253. 
yunnanrnsis, Franch. I c. 

Staphylea Bumalda, Sieb. Sz Zucc.; Engl. Jalirb. xxix, (1900) 447. 

ho lo car pa, Llemsl. in Ivew Dull. (1895) 15. 

Staur anther a cniRiTiEFLORA, Oliver, in Hook. Ic, PI. xxv. (1896) 
t. 2454. 

Stetxaria Dklavayi, Franch. PI. Delav. (1889) 97. 

dichasioides, Williams, in Jonrn. Linn. Soc., Bot. xxxiv. (1899) 435. 
ebracteata, Komarov, in Act. Ilorfc. Petrop. xviii. (1901) 441. 
Florida, Fiscli.; Engl. Jalirb. xxix. (1900) 320. 

IIenryi, Williams, in Jonrn. Linn. Soc., Bot. xxxiv. (1899) 434. 
infraota, Maxim, in Act. Iiort. Petrop. xi. i. (1890) 72. 
longifqlta, Muhl.; Komarov, in Act. Hort. Petrop. xxii. (1903) 
170. 

nutans, Williams, in Jonrn. Linn. Soc?., Bot, xxxiv. (1899) 434. 
pilosa, Francli. PI. Delay. (1889) 99. 

radians, Linn,; Komarov, in Act. ITort. Petrop. xxii. (1903) 168. 
Soultei, Williams, in Journ. Linn. Soc., Bot. xxxiv. (1899) 434. 
it da, Williams, /. c. 435. 

WUSHANENSLM, Williams, /. <7. 434. 

yunnanensts, Branch, in Bull. Soc. Bot. Fr. xxxiii. (1886) 433. 
Stenophragma Thalianum, Celttk.; Engl. Jalirb. xxix. (1900) 358. 
Stephanandra tncisa, Zabcd, ex Palib, in Act, llort. Petrop. xvii. 
(1899) 73. 

Stereos a nth hs, Francli. in Jonrn, de Bot. x, (1890) 384. 

Delavayi, Franch. /, c. 383. 

Souliei, Franch. 1. o. * 

yunnanensts, branch. 1. o. 

Stranvjesia Davldiana, Decne.; Franch. in Nouv. Arch. Mus. Hist. 
Nat. Par. s6i\ 2, x. (1887-8) 179. 
glaucescens, Lindl., vur.; Franch. PI. Delay. (1890) 226, 
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Streptocarpus chinensis, Franch. in Bull. Mus. Hist. Nat. Par. v. 
(1809 ) 252. 

Streptopus ajanensis, Til., var.; Komarov, in Act. Hort. Petrop. xx. 
(1901) 476. 

parviflorus, Franch. in Nouv. Arch. Mus. Hist. Nat. Par. ser. 2, 
x. (1887-8) 189. 

Styrax c alonecrum, Perk. iii Engl. Jahrb. xxxi. (1902) 484. 
dasyaxthum, Perk. 1. c. 485. 
formosanum, Matsum. in Bot. Mag. Tokyo, xv. 7J>. 

Hemslkyanum, Diels, in Engl. Jahrb. xxix, (1900) 530. 
hypoglaucum, Perk. 1. c. xxxi. (1902) 486. 
aiacranthum, Perk. 1. c. 487. 
prunifolium, Perk. 1. c. 486. 

Swertia asarifolia, Franck, in Bull. Soc. Bot. Fr. xlvi. (1900) 311. 
bifolia, Batalin, in Act. Ilort. Petrop. xiii. [18] (1894) 378. 
cal Y"c in a, Franch. in Bull. Soc. Bot. Fr. xlvi. (1900) 311. 

Dattdi, Franch. in Nouv. Arch. Mus. Hist. Nat. Par. ser. 2, x 
(1887-88) 62. 

decora, Franch. in Bull. Soc. Bot. Fr. xlvi. (1900) 317. 

Delavayi, Franch. 1. c. 323. 

dimorpha, Batalin, in Act. Hort. Petrop. xiii. [18] (1894) 379. 
gentianotdes, Franch. in Bull. Soc. Bot. Fr. xlvi. (1900) 314. 
gracilis, Franch. 7. c. 321. • 

kouitchknsis, Franch. L c. 320. 

Leduci, Franch. 7. o. 316. 
longipes, Franch. 7. c, 319. 

maCEOSPRrma, C. B. Clarke; Engl. Jahrb. xxix. (1900) 539. 
mkmbraxtfolia, Franch. in Bull. Soc. Bot. Fr. xlvi. (1900) 319. 
Mussoti, Franch. L c. 37»6. 
pubescens, Franch. L c. 313. 
stricta, Franch. I c. 322. 

Tashiroi, Makino, in Bot. Mag. Tokyo, x. (1896) 57. 

Sycopsis sinensis, Oliver, in Hook. Ic. PI. xx. (1890) t. 1931. 
Symplocos acittangula, Brand, in Engl. Pflanzenr., Symploc. 65. 
alata, Brand, in Engl. Jahrb. xxix. (1900) 529. 
anomala, Brand, 7. c. 

argentea, Brand, in Engl. Pflanzenr., Symploc. 67. 
botryantha, Franch. in Nouv. Arch. Mus. Hist. Nat. Par. s6r, 2, 
x. (1887-8) 60. 

cuspidata, Brand, in Engl. Pfianzenr., Symploc. 69. 
formosana, Braid, 7. c. 67. 
glandulifera, Brand, l c. 68. 

IIenryi, Brand, 7. c. 67. 
leucophylla, Brand, l, c. GO. 
mqdesta, Brand, 7. c. 66. 
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Symplocok sKTrnruNRis, I>iami, in Engl. Jalirb. xxix. (1900) £28. 
kpeotabilik, Brand, in Engl. Pflanzunr., Syraploc. 69. 
kteli.au m, Brand. in Engl. Jahrb, xxix. (1900) £28. 

TASHiitor, Matsimi. in Bot. Mag. Tokyo, xv. 77. 
termtnalis, Brand, in Engl. Manzenr., Symploc. 86. 
yitnnanen&ik, Brand, l. c. 

Syringa mioroprylla, Diels, in Engl. Jalirb. xxix. (1900) £81. 

pubf.scens, rar., Batalin, in Act. Hurt. Petrop. xiii. [18] (1894) 
378. ^ 

tomentella, Bur. & Francli. in Journ. de Bot. v. (1891) 103. 
velutina, Bur. & Branch, in Rev. Ilort, (1891) 308. 
vkltitina, Komarov, in Act. Ilort. Petrop. xviii. (1901) 428. 
yunnakensis, Francli. in Rev. Hort. (1891) 308. 


Tamarix Pallas li, Dear.; Engl. Jalirb, xxix. (1900 ) 476. 

Tanacettjm myrianthum, Francli. in Bull. Soc. Phil. Par, 8, iii. 8. 
(1891) 144. 

Pallasianum, Trautv. & Mey.: Engl. Jahrb. xxix. (1900) 617. 
TAnsciA sinensis, Oliver, in Hook. Ic. Pl. xx. (1891) t. 1928. 
Terminalia triptera, Franch. in Journ. de But. x. (1896) 291. 
Teteacentron sinense, Oliver, in Hook. Ic. Pl. xix, (1885)) 1.1892. 
Tetra(Stigma Hemsleyancm, Diels & Gilg, in Engl. Jahrb. xxix. (1900) 
463. 

hypoglaucum, Planch.; Franch. in Bull. Soc. Bot. Fr. xxxiii. 
(1886) 433. 

obtectum, Wall.; Engl, Jahrb. xxix. (1900) 468. 

Teucriitm bjdentatum, IlemsL, var.; Diels, in Engl. Jahrb. xxix. 
(1900) 552. • 

Ell AN CHFTTANUM, Diels, L C. 561, 

Thalxctiujm akanenre, Huth; XI. Ldveilld, in Bull. Acad. Gdog*. Bot. 
xi. (1902) 297. 

amplisbimum, H. Ldveilid & Vaniot, /, c. 51. 
angusti folium, Jacq.; Diols, in Engl. Jahrb. xxix. (1900) 385. 
aquilegifolium, Linn.; Komarov, in Act. Ilort. Petrop, xxii. 
(1903) 303. 

CLEMATimFOLiUM, Franch. in Journ. de Bot. viii. (1894) 273. 
coraiense, Matsum. in Bot. Mag. Tokyo, ix. (1895) 276. 
coreanum, H. Ldveilid & Vaniot, in Bull. Acad. Gdog, Bot. xi. 
(1902) 297. 

CULTRATUM, Wall.; Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 
369. 

Delavayi, Franch. 1. c, 367. 
dipterocarpum, Franch. 1. c. 368, 

0RANBIFLORUM, Maxim, in Act. Hort, Petrop, xi. i. (1890) 11, 



THE PUBLICATION OF THE 41 ENUMERATION.” 525 

Tiialictrum grandisepalum, H. Leveille & Vaniot, in Bull.* Acad. 
G6og. Bot. xi. (1902) 297. 

hamatum, Maxim, in Act. Ilort. Petrop. xi. i. (1890) 16. 
ichangense, Oliver, in Hook. Ic. PI. xviii. (1883) t. 1765. 
Lecoyeri, Franch. PI. Delay. (1889) 16. 
leuconotum, Franch. 1. c. 15. 

macrorhynchum, Franch. in Journ. de Bot. iv. (1890) 302. 
microgynum, Oliver, m Hook. Ic. Pl. xviii. (1888) t. 17C6. 
oligandrum, Maxim, in Act. Hort. Petrop. xi. i. (1890) 10, 
pallidum, Franch. PI. Dav. in Nouv. Areli. Mus. Hist. Nat. Par. 
ser. 2, viii, (1885) 187. 

RETicuLATTJM, Franch. in Ball. Soc. Bot. Fr. xxxiii, (1886) 371. 
robustum, Maxim, in Act. Hort. Petrop. xi. i. (1890) 18. 
scabrifolium, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1886) 369. 
thibeticum, Franch. PI. Dav. in Nouv. Arch. Mus. Hist. Nat. Par. 
ser. 2, viii. (1889) 186. 

trichopus, Franch. in Bull. Soc. Bot. Fr. xxxiii. (1880) 370. 
tripeltatum, Maxim. in Act. Hort. Petrop. xi. i. (1890) 13. 
tuberiferttm, H. Leveille & Vaniot, in Bull. Acad. Geog. Bot. xi. 
(1902) 298. 

uncatum, Maxim, in Act. Hort. Pecrop. xii. i. (1890) 34. 
uncinulatum, Franch. PI. Dav. in Nouv. Arch. Mus. Hist. Nat. 

Par. ser. 2, viii. (1885) 187. * 

virgatum, Hook. f. & Thoms.; Franch. in Bull. Soc. Bot. Fr. xxxiii. 
(1886) 368. 

The a=Camellia. 

assimilis, Seem.; Kochs, in Engl. Jahrb. xxvii. (1900) 584. 
cuspidata, Kochs, /. o. 586. 

Edithjs, Kuntze; Kodis, L c. 592. 
euryoides, Booth ; Kochs, L c. 585. 

Grijsii, Kuntze; Kochs, /, c. 591. 
hongkongensis, Pierre ; Kochs, L c. 
punctata, Kochs, l. c. 584. 
reticulata, Pierre ; Kochs, L c. 595. 
rosjejflora, Kuntze; Kochs, L c. 585. 
speciosa, Kochs, l. c. 597. 
spectabilis, Kochs, l. c, 595. 

Thelahis elongata, Blume; M<5m, Herb. Boiss. (1900) n,21, 70. 
Therm opsis alpina, Ledeb.; Franch. PL Delav. (1889) lot). 

Thesium longifolium, Turcz.; Komarov, in Act. Hort. Petrop. xxii. 
(1903) 109. * 

Thladiantha Davidi, Franch. Pl, Dav. in Nouv. Arch. Mus. Hist. Nat. 
Par. s5r. 2, viii. (1885) 243. 

glabra, Cog*n. in Hook. Ic. Pl. xxiii. (1894) sub t. 2223. 

LONG I FOLIA, Cogn. I. V. t. 2222, 
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Till v diantha m ac ulata, Cogn. in Hook. Ic. PL xxiii. (1804) sub t. 2223. 
Oliveri, Cogn. 1. c. t. 2223. 

VEititi'CosVj Cogn. l.c. 

villosula, (Jogti.; Diels, in Engl, Juhvb, xxix. (1000) (JOG. 
Thtaspi yunnan ensis, Franch. iii Bull. Sue. But. Fr. xxxiii. (1886) 
407. 

Tilia Baroniana, 13iels ? in Engl. Jabrb. xxix. (1900) 408. 
ciiinensiSj Maxim, in Act. Ilort, Petrop. xi. i. (1890) 83. 
cordata, Mi; Diels, in Engl. Jalirb. xxix. (1900) 408. 
IIknryana, Szyszyl.; Iloolc. Ic. PI. xx. (1890) t. 1927. 
Miqueliana, Maxim., var., Szyszyl. Z.c. sub t. 1927. 

Oliveiu, Szyszyl. l.c. 1.1927. 

paucicostata, Maxim, in Act. Ilort. Petrop. xi. (1890) 82. 

Tuan, Szyszyl. in Hook. Ic. PI. xx. (1890) 1.1920. 

Tofiei/dia mac[Lknta, Francli. iu Nouv. Arch. Mus. Hist. Nat. Par. 

. s&\ 2, x. (1887-8) 95. 

Torricelli a angulata, Oliver, in Hook. Ic. PL xix. (1889) 1.1893, 
intermedia, Harms, in Engl. Jalirb. xxix. (1900) 507. 
Trachklospermum axilla re, I Took, f.; Diels, in Engl. Jabrb. xxix. 
(1900) 540. 

divaricitijm, Thuub.; Diels, l.c. 

Traohydtum daucoides, Franch. Pl. Dav. in Nouv. Areb. Hist. Nat. 
Mus. Par. ser. 2, viii. (1885) 245. 

Delwayi, Franch, in Bull. Soc. Pliil. Par. s&\ 8, vi. (1894) 110, 
hispid um, Franch. 1. c. 118. 

novemjugum, 0. B. Clarke, var.; Bobsiou, in Bull. Herb. Boiss, 
ser. 2, ii. (1902) 802. 

purpura&oens, Franch. in Bull. Soc, Phil, Par. ser. 8, vi. (1894) 

112 . * 

Roylej, Lindl.; Boissieu, Bull. Uovb. Boiss. sdr. 2, ii. (1902) 803, 
rub i nerve, Franch. in Bull. Soc. Phil. Par. a<5r. 8, \i, (1894) 112. 
viridiflorum, Franch. l.c. 111. 

Tretocarya sxkktmensis, Oliver, in Hook. Ic, PI. xxiii. (1893) t. 2255. 
Tricjhosanthes Kobthornii, Harms, in Engl. Jabrb, xxix. (1900) 603, 
Trioyiitis lasiocarpa, Mataum. in Bot. Mag. Tokyo, xi. (1897) 79. 
stonolifera, Matsum. 1. c. 78. 

Tn iostelm Fargesii, Franch. in Journ, de But. x. (1896) 318. 

himalayanum, Wall., var.; Riels & Graebn. in Engl. Jabrb. xxix. 
(1900) 590. 

intermedium, Diels & Graebn. L c. 

Rosthornii, Diels & Graebn, l. c. 592. 0 

Triplostegia granbiflora, Gagnep, in Bull. Soc. Bot. Fr. xlvii. 
(1900) 333. 

Triumfetta annua, Linn.; Franch. in Bull, Soc, Bot. Fr. xxxiii. 
(1886) 441. 



T11E P CB LTCATION OF TIIE “ ENUMERATION.” 527 

Triumfetta tomentosa, Bojer; Franck. in Bull. Soc. Bot. Fr. xxxiii. 
(1880) 441. 

Trollies Ledeboerii, Beichb.; Komarov, in Act. Hort. Petrop. xxii. 
(1908) 280. 

palmate s, Hook. f. & Thoms.; Diels, in Engl. Jalirb. xxix. (1900) 
824. 

patules, Salisb.; Komarov, in Act. Hort. Petrop. xxii. (1903) 232. 
pemiles, D. Don ; Diels, in Engl. Jakrb. xxix. (1900) 324, 
RANENCELOiDES, Hemsl. in Journ. Linn, Soc., Bot. xxix. (1893) 
301. * 

Tupidantmes calyptrates, Hook. f. & Tliorus.; Hemsl. in Journ. Linn. 
Soc., Bot. xxxiv. (1900) 476. 

Tylophora liekiuensis, Matsum. in Bot. Mag. Tokyo, xii. (1898) 
40. 

Typha Martini, H. Leveille & Vaniot, in Bull. Acad. Geog. Bot. xi. 
(1902) 166. 

Ulmaria palm at a, Eoeke; Pali bin, in Act. Hort. Petrop. xxii. i. 
(1899) 82. 

LTlmes pumila, Linn.; Komarov, in Act. Hort. Petrop. xxii. (1903) 85. 
Uraria Lagopus, BO.; Francb. PL Delav. (1890) 171. 
picta, Desv. ; Franch. 1. c. 
sinensis, Franck. 1. o . 172. 

Tjrtica eissa, E. Fritz, in Engl. Jalirb. xxix. (1900) 301. 

Yaccinium Delayayi, Franck, in Journ. de Bot. ix. (1895) 367. 
Donianum, Franck. 1. c, 369. 
fragile, Franck. L c. 366. 

hirtem, Tkunb. ; Palibin, in Act. Hort. Petrop. xviii. ii. (1900) 
149. ° 

LiETUM, Diels, iu Engl. Jalirb. xxix. (1900) 516. 

MANDARJNORUM, Diels, l. €. 

moupinense, Franck. Pl. Dav. in Nouv. Arck. Mus. Hist. Nat. 
Par. s6r. 2, x. (1887-s) 43. 

pebicalyx, Franck, in Journ. de Bot. ix. (1895) 369. 
setosem, G. II. Wright, in Kew Bull. (1896) 24. 
yennanense, Franck, in Journ. de Bot. ix. (1895) 368. 

Valeriana Faberi, Graebn. in Engl. Jalirb. xxiv. (1898) Beibl. n, 59,32. 
placcidissima, Maxim. L c. xxix. (1900) 598. 
flagellifkra, Batalin, in Act. Hort. Petrop. xiii. [18] (1894) 374* 
IIarmsii, Graebn. in Engl. Jakrk. xxiv. (1898) Beibl. n, 59, 32. 
helictes, Graebn. L e. xxix. (1900) 600. 
hiemalis, Graebn. I c. 

Eosthornii, Graebn. 1. c. 599. 

tangetica, Batalin, in Act. Hort. Petrop. xiii. [18] (1894) 875. 
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Vanda parviflora, Lindl.; Franck in Bull. Soc. Bot. Fr. xlv. (1898) 
413. 

Vaniotia, II. Luvoilld, in Bull. Acad. G<5og, Bot. xii. (1903) 106. 
Martini, H. L<5veilld, l. c, 

Vkntilago elegans, Hemal, in Ann. Bot. ix. (1895) 151. 

V eratriIjLa Bailloni, Fran eh. in Bull. Soc. Bot. Fr. xlvi. (1899) 311. 
Yerbascum Thapsus, Linn,; Franch. in Bull. Soc. Bot. Fr. xlvii. 
(1900) 10. 

Vebnonia ampla, Vaniot, in Bull. Acad. Geog. Bot. xii. (1903) 124. 
Bockiana, Dfels, in Engl. Jabrb. xxix. (1900) 608. 

Fargesii, Franch. in Journ. de Bot. x. (1896) 368. 
eeaccidissima, Maxim.; Engl, Jabrb. xxix. (1900) 608. 
JIardwickii, Wall.; Engl. I c. 

Henry i, Bunn, in Journ. Linn. Soc., Bot. xxxv. (1903) 500. 
Martini, Vaniot, in Bull. Acad. G6og. Bot. xii. (1903) 124. 
monosir, Franch, in Nouv. Arch. Mus. Hist. Nat. Par. ser. 2, x. 
(1887-8) 34. 

Pafillosa, Francb. in Journ. de Bot. x. (1896) 369. 

Sb;guini, Vaniot, in Bull. Acad. G<5og. Bot. xii. (1903) 241. 
speljbicola, Vaniot, l.c. 123. 
sudarborea, Vaniot, /. c. 120. 

sylvatiua, Dunn, in Journ. Linn. Soc., Bot, xxxv. (1903) 501. 
Veronica Fargesii, Francb. in Bull. Soc. Bot. Fr. xlyii. (1898) 21. 
piroljeformis, Franch. I c. 20. 
sutchuenensis, Franch. I . c, 

szeciiuanica, Batalin, in Act. Hort. Petrop. xiii. [18] (1894) 383. 
Viburnum arcuatum, Komarov, in Act. Ilort. Petrop. xviii. (1901) 
427. 

brtulifolium, Batalin, l c. xiii. [18] (1894) 371, 

Bocku, Graebn. in Engl. Jabrb. xxix. (1900) 585. 
uuppleifolta, C. H, Wright, in Gard. Chron. (1903) i. 257. 
oeanothoidEvS, 0. H. Wright, in Kew Bull. (1896) 23. 
ohinshanknse, Graebn. in Engl. Jabrb. xxix. (1900) 585. 

Davidi, Francb. PI. Bav. in Nouv. Arch. Mus. Hist. Nat. Par. 
s6r. 2, viii. (1885) 251. 

Dtelsit, Graebn. in Engl. Jahrb. xxix. (1900) 588. 
erubescens, Wall.; Graebn. 1. c . 584. 
falla x, Graebn. /. <?. 586. 

eansuense, Batalin, in Act. Hort. I*etrop. xiii. [18] (1894) 372. 
i.obophyllum, Graebn. in Engl. Jabrb. xxix. (1900) 589. 
gliganthum, Batalin, in Act, Hort. Petrop. xiii. [18] (1894) 372, 
pallidum, Francb. in Journ. de Bot. x. (1896) 30§. 

Prattii, Graebn. in Engl. Jabrb. xxix. (1900) 584, 
RECiTAjffGULATUM, Graebn. 1. c, 588. 
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ramosissima, Franeh. /. c. 
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158. 
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Abelia adenotrielm, Hance, 36, 451. 
angustifolia, Bur. <£• Franck 36, 
451. 

biflora, Turcz 23, 358. 
elunensis, B. Br ., 23, 358. 

Davidii, Hance, 23, 358. 

Hanceana, Mart., 23, 358. 
parvi folia, HcmsI. * , 23, 358. 
rupestns, Lindt., 23, 358. 

— car. grand iflora, Carr., 23, 358. 
serrata, Sieb. & Zucc., 23, 359. 
uniflora, Ti. Br., 23, 359. 

Abies brachylyla, Prancb., 26, 553. 
ckensiensis . Van Tiegh., 26, $>7. 
elunensis, Prancb., 26, 556.- 
Davidiana, Prancb., 26, 554. 
Debivayi, Franck., 26, 557. 
chrnosa , Loud., 26, 556. 

Pargesii, Franck., 26, 557. 

— var. sutckuenensis, Franck., 26, 
557. 

firma, Sieb. et Zucc., 26, 557. 
Fortunei, Hance, 26,555. 

Fortvnei, A. Murr., 26, 555. 
Gnffitkiana, Lindl., 26, 558. 
holophylla, Maxim., 26, 557. 
jezoensis. Bertrand, 26, 555. 

' Kaempferi , Lindl., 26, 557. 
Wamgensis, Prancb., 26, 554. 
Momi, Sieb., 26,557 # 
nephrohpis, MaHm., 26, 557. 
sacra, Prancli., 26, 555. 
BckrenJdana, Lindl., 26, 554. 

Tsuga, Sieb. et Zucc., 26, 556. 
Veitcbii, Lindl., 26, 557. 
tfunncwiensis, Prancb., 26, 556. 


Abildqaardia comprcssa, Presl, 36, 

m 

Frag cost is, Boeck., 36, 240. 
Eragrostis , Hance, 36, 235. 
fusea, Nees, 36, 236. 
javanica, Steud., 36, 241. * 
monostackya, Vahl, 36, 240. 
nervosa, Presl, 36, 243. 
paucijlora, Kuntb, 36, 236. 
Bottboelliana, Nees, 36, 240. 
Abroma fastuosum, Jacq., 23, 91. 
Abrus eantoniensis, Hance, 23,187. 
mollis, Hance, 23, 187. 
precatorius, Linn., 23, 387. 
Absinthium mar it i mum Bin arum, 

PI uk, 23, 440. 

Abutilon Aviceunse, Gaertn., 23, 86. 
cystic V'pum, Hance, 23, 86. 
graveolens , Seem., 23, 86. 
indicum, G. Don, 23, 86. 
polyandrum, Scklecht, 36, 451, 
sinense, Oliver, 36, 451. 

Acncia concinna, DC 23,215, 
Delavayi, Franck., 36, 451. 
Parnesiana, Willd., 23,215. 

Lebbek, Willd., 23, 216. 
macroph/lla, Bunge, 23, 216* 

Nemtt, Willd., 23, 216. 
pennata, Willd., 36, 451. 
Fhilippinamm , Bentb., 23, 215. 
Bicbii, A. Gray, 23, 215. 
yunnanensis, Franck ., 36, 451. 
Acalypha acmopbylla, Hem&l 1 *, 26, 
436. 

australis, Linn., 26, 437. 
i boekmerioidcs, Miq., 26,437, 



INDEX. 


r>32 


AraWpha braehvaiaehya, Homan., 

26, 437. 

bmchgstachga, Maxim., 26, 47#. 
chineusis, lie nth., 26, 438. 
vhhmtm , Roxb,, 26, 437. 
faIIax, A/wtf. yi/Y/., 26, 437. 
gcmina, Sprang., 26, 437. 

Giraldii, 7W, 36, 451, 
hispida, Wall., 26, 437. 

— vai*. pubescent, Hook. & Arn., ' 

26,437. ; 

indica, Linn., 26, 43#. 
lanceuktia, Wall., 26, 437. j 

pauciflom, Hornem , 26, 437. } 

#/»., Hoult., 26, 488. 
virgata, Tlumb,, 26,437. 

Acumpe nudtiilora, Liucll ,, 26, 30. 
Acantiiacm, 26,237. 

Aeautbopanax aoulcatiun, Seem,, 23, 
331). 

aspcratimi, Francli. & Savat., 23, 
330. 

divarication, Seem., 23, 330. 
diversifoliinn, Hems!. * , 23, 340. 
evodnefolium, Franck., 36, 451. 
Ilonryi, Harms, 36,451. 
kmeorriiissttm, Harms, 36, 451. 
ricim folium, Seem., 23, 400. 
riciuiiblium, Linn,, 23, 340. 
sentiBOsuni, Harms, 36, 451. 

Sepiu-m, Seem., 23, 330. 
Besdliflorurii, Seem., 23, 340. 
setchuenense, Harms, 36, 431. 
sofculosum, Franck., 36, 451. 
spinosum, Mie/., mentioned, 23, | 
389. 

Acanthus ilicifolius, Linn., 26, 242. 
Avarua chinensis, Bunge, 23, 450. 

Acer hetulifolium, Maxim., 36, 451. 
enudatum, Wall., 36,451. 
eordatiuu, Pax, 36, 452. 
cult rat am , Walt.., 23, 141, 

1 )avidi, Franch, 36, 452. 
discolor, Maxim., 23, 140. 
dissect urn, XUunb., 23, 141. 
eriantbum, Schwerin, 36, 452. 
erosum, Pax, 36, 452. 

Fabri, Ha nee, 23, 140. 
branch ct.i, Pax, 36, 452. 

Ginned a, Maxim., 26, 142. 

Girakli, Pax, 36, 452. 

Grobseri, Pax, 36, 452. 

Henryi, Pax, 36, 452. 

Hookeri, Mup, 23, 140, 
japomeum, Tlmnb., 23,140. 

Icetum, 0. A. Mcy,, 23, 140. 
laavigatum, Wall., 36, 452. 
lanceolatum, MotHard, 36, 452. 
laxiflorum, Pax, 36, 452. 

Lohelii, Ten., 23, 140; 36, 452. 
Maximowiczii, Pax, 33, 132. 


J Ae?*r Mono, Maxim , 23,141. 

muitiserratum, Maxim., 36, 452. 
mkoenso, Maxim., 36, 452. 
obi ungum, Wall., 23,141. 
Olivcmnum, ]*ax, 36, 452. 
palmatum, r lhunh„ 23, 141. 

1‘axii, Franck., 36, 452. 
pietum, Thanh, 23, 141. 
pilosum, Maxim, 23, 141. 
palifmorpham, Sieb. & Zucc., 23, 
Ul. 

reticula!,um. Champ,, 23,141. 
robust urn, Pax, 36, 4>2. 
rufinerve, Sieb.. 23, 141. 
Sclxmonrmrkifl), Pax, 36, 452. 
septemlolmn, Thanh., 23,141. 
sessidfolium, Sieb. k Zucc., 23, 
141. 

Sicholdianum. Miq., var., 23, 140. 
sinense, Pax, 36, 452. 
sleroiUiaccnm, Wall., 23, 142. 
sutcbiionenso, Franck „ 36, 432. 
tataricum, Linn., 23,142. 
tenellum, Pax, 36, 452. 
tetvaraerum, Pax, 36, 452. 
trilidum, Hook., 23, 142. 
trifidwn , Timnb., 23,142. 
triflorum, Komarov, 36,452. 
truncatum, Bunge, 23,142; men¬ 
tioned, 141. 

uropbyllum, Maxim., 36, 452. 
Veitcbii, Hort., 36, 452. 
villosum, Wall, 23, 142.' 
Aceranthns rngittains, Sieb. & Zuec., 
23, 33. 

Aceras angustifolia, Lindl., 36, 50. 

Iangicruris, C. Wright, 36, 51. 
Aeeriphyllum Rossii, Engl. A Vranfl, 
36, 452. 

Achillea alpina, Linn., 23, 137. 
Millefolium, Limn., 23, 430. 
mongolint, Finch., 23, 437, 
ptarmicoides, Maxim., 23, 43l>, 
sibirica, Ledeb., 23, 437. 

Acldys iaponioa, Maxim, if Komarov, 
36, 452. 

Achudemia japouica, Maxim., 26, 
480. 

Achyranthes aspera, Linn., 26, 321. 

bidentata, Blame, 26, 322. 
Acbf/rophorus auraniiaens, 1)0., 23, 
*478. 

grundijlorns, Ledeb., 23, 478, 
Achsia sorzogonensis, K. Meyer, 36, 

150. 

Jcmena Championi, Beuth., 23, 
200 . 

Championi, Seem., 23, 30 K 
Aeonitum albo-violaeemu, Komarov, 
36, 452. 

r Antbora, Linn , 23, 20. 
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Aconitmn mitimitate , Lindl., 23, 20. i 
barhatnm , Potr., 23, *21. 

Bodmieri, 2?. Leveille S' Taniot, 
36, 452. 

Carmichaeli, Debeanx, 23, 20. 
chin mm [Paxt.1 Bot. Mag., 23. 
20. 

Cynociomim, Reichb., 23, 21. 
Delavayi, Franck., 36, 452. 

Fiacheri, Reichh ., 23, 20. 

Fortunei, Hemsl * , 23, *20. 
gymnandrum, Maxim., 23, 20. 
ffemsleyanum, A. Frits., 36, 452. 
Henryi, A?. Frits,, 36, 452. 
japonicitm, Deene , 23, 20. 
iCusnezoffii, Reichh , 23, 20. 
Lamarckii , Reichb., 23, 21. 
luteum, iT. Leveilte S' Fan lot, 36, 
452. 

Lyeoctonum, Linn,, 23, 20. 

Napellus, £?m, 23, 21. 
ocliotenae, Reickh., 23, 21. 
palmatum, D, Don, 36, 452. 
racemulosum, Franck ., 36, 452. 
rotundifolium, JCffr. A7>., 36, 
452. 

scaposum, Franck „ 36, 452. 
sinense, Sieb., 23, 20. 
umbrosum, Komarov, 36, 45*2. 
vagin at uni, A T . Frits., 36, 452. 
villosum, Maxim., 23, 20. 
volubile, 36, 452. 

Vulparia, Reichb., 23, 21. 

Aeorus Calamus, Linn., 36, 187. 
Calamus, Lour., 36, .187. 

— var. terresti'is, JRJugl,, 36, 187. 
cockinchinensis, Schott, 36,187. 
gramineus, A#., 36, 187. - 

Tittarmomi, Sehufct, 38,187* 
ferrestrhs, Spreng., 36, 187. 
Acrocephalus capitatus, Be nth,, 26, 
260. 

Acroglocbin chenopodioides, Schrad., 
26, 323. 

persicarioidcs, Moq, 26, 323. 
Acronychia Cyminosim, F. Muell., 
23, 109. 

laurifolia, Blume , 23, 108. 

Acroptilon Picris , DC.. 23, 470. 

Aetaea espera , Lour., 23, 22. 
damirim, Franch., 23, 21. _ 
erythrocarpa, Fisck, 36, 453. 
spicata, Linn., 23, 21; 36, 453. 
Actinidia arguta, Flamh ., 23, 78. 
callosa, Lindl ., 23,78. 

Championi, Benth., 23,78. 
chinensis, Planch 23, 78. 

Davidii, Franch ., 23, 78. 
eriantha, Benth., 23, 78. 
fulvicoma, Hance, 23,78. 

Kolomikta, Rupr., 23, 78. 


Actinidia lanatn, Hemsl., 36, 453. 
ine3anandra, T Franck , 36, 453. 
nifa, Franck. cf Ban., mentioned, 
23, 78. 

t et rain era, Maxim., 36, 453. 
trichogyne, Franch., 36, 453. 
Actinodaphne anqustifolia, Benth., 
26, 378. 

angustifolia, Seem., 26, 378. 
chinensis , Nees, 26, 379. 
lancifolia, Meisn., 26, 383. 
pedunculata, M^isn., 26, 383. 
Actinoschceuus filiformis, Benfcb., 36, 
230. 

sp , Benth., 36, 230. 
i Actinospora davimea , Turez., 23, 21. 
j Aetinostemma biglandulosa, HemsL, 
36, 453. 

| japonicum , Miq,, 23, 320. 
i lobatum, Maxim., 23, 320. 
multilobum, Harms, 36, 453. 
panieulatum, Maxim., 23, 320. 
racemosum, Maxim., 23, 320. 
tenerum, Griff., 23,320. 
tenerum, Naud., 23, 320. 
Actmotimis sinensis, Oliver [a fraudu¬ 
lent imposture of the Collector], 
23, 357, 

Adamh chinensis , Card. & Champ., 
23, 275. 

cyanca. Wall., 23,275. 
versicolor, Fortune, 33, 275. 
Adenanthera pavonina, Linn., 23, 
214, 

Adenocaulon adheerescens, Maxim., 
23, 432. 

bicolor, Hook., 23, 432. 
hhmilaieim , ltdgew., 23, 432. 
Adenophora anritu, Franch , 36, 453. 
Bockiana, jD iels, 36, 453. 
capillaris, HemsL * , 26,10. 
communis Fisch., 26. 12. 
eoronopifolia, Fiscli., 26, 11. 
dmticnlata, Fiseh., 26, 11. 
divaricata, Franch. jf Sav., 26, 
11. 

GmeRnii, Fitch., 26, 11. 

Isabella, Hemsl, 26, 13. 
jasionifolia, Franch 36, 453. 
Lanmrkii , Fisdi., 26, 11. 
ladifolia, Fisch., 26, 11. 
marsupiijiora, Fisch., 26, 11; 36, 
453. 

polymorpha, Ledeh., 26,11. 

— var. latifolia, Herder , 26, 14. 
polymorpha ., Ledeb., 26,12. 
Potaniru, Karsh., 36, 453. 
pubescens, Hemsl. * , 26, 12. 
remotidens, Hemsl. *, 26, 12. 
remotiflora, Miq., 26, 13. 

! rupineola, Hand. * , 26, 13. 
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Aclenophora sinensis, A. DC 26, 13. 
steuophylla, Henisl. *•, 26,10. 
strieta, Miq., 26, 13. 
trachehoteles, Maxim., 26,13. 

— var. any list ifolia, Debeaux, 26, 
13. 

— var. eordaiifolia, Debeaux, 26, 
13. 

verticillata, Fisch., 26,12. 
Tertieillata, Fisch., 26, 14. 

W awreana, Zahlbr., 36, 453. 
Adenosacme longifolia, Wall., var. 

sinensis, Hemsl?*, 23, 379. 
Adenosma capitata, Benth., 26, 184. 
grandiflora, Benth., 26,185. 
microceplmla, Boole., 26, 185. 
Adenostemma t motor him, Cass., 23, 
403. 

viscosum, Ford., 23,403. 

Adhatoda. ohinensis, Benth , 26, 244. 
quadrifana , Nees, 26, 246. 

Vasica, Nees, 26, 244. 

Adilee pumila, Bafin., 26, 478. 

Adina globifera , Miq., 23, 370. 
globi flora, Salisb., 23, 370. 
peduncular is, DC., 23, 370. 
polycephala, Benth., 23, 371. 
racemosa, Miq., 23,370. 
rubella, Ranee, 23, 371. 
sp., 23, 371- 

Adinandra Boekiana, E. Prite., 36, 
453. 

Drakeana, Franch., 23, 76. 
Millettii, Benth., 23, 76. 

Adlumia eirrbosa, Bafin , 36, 453. 
Adonis amurensis, Hegel § Jiadde , 
36, 453. 

apennma, Linn., 23, 12. 

— var., 23, 12. 
brevistvla, Franck., 36, 453. 
cserulea, Maxim., 23, 12. 

Duvidi, Franch., 36, 453. 
damtriea, Ledeb., 23, 12. 

Delavayi, Franch.. 36, 453. 
sutehuenensis, Franch., 36, 453. 

Adoxa Mosehatellimi, Linn., 23, 317. 
JFehmandm indica , Arn.. 23, 319. 
odorata, Hook. f. & Thoms., 23, 
319. 

iEgiceras. fragrans. Koiiig, 26,67. 

majus, G&rin., 26, 67. 
yEginetia indica, Boxh., 26, 220. 
yEgle sepiaria. DC., 23, 111. 
iEgopodium al pest re, Led eh., 36, 453. 
Aerides difforme , Wall., 36, 38. 
Hgstrix, LinrlL, 36, 38. 
latifolium, Thw. Eninn., 36, 34. 
odorafctrm, Lour, 36, 35. 
paniculatmn, Ker-Gawl„ 36, 37. 
Jhunhergii, Miq , 36, 39. 


iEraa scandens, Wall., 26, 321. 
iEscbynanfchus acuminatus, Wall., 
26,224. 

apicidens, Hance, 26, 224. 
hractcatus, Benth., 26, 224. 
buxifolius. Bunn, 36, 453. 
ohinensis, Garcln., 26, 224. 
humilis, Dm?i , 36, 453. 
iEschynomene indica, Linn., 23,170. 

Sesban, Jaeq., 23, 162. 

JEsculus chinensis. Bunge, 23, 139. 
indica, Colehr, 36,453. 
turbinata, Blame , 23, 139. 

Agalma ocfopki/Uum, Seem., 23, 342 
Aganosma. Edithce, Hance, 26, 100 ; 
36, 453. 

elegans , A. DC., 26,100. 
leevis, Champ., 26, 99. 

Agapetes parvitfora, Dunn, 36, 453. 
vaecinioidea, H. Levedle, 35, 453. 
vaccinoides, Dunn, 36, 453. 
yunnanensis, Franch , 36, 453. 
Agave amerieana, Linn., mentioned, 
36, 90. 

lurida, Ait., mentioned, 36, 90. 
Ageratum ciliare , Lour., 23,403. 

conyzoides, Linn., 23, 403. 

Aglaia odorata, Lour., 23,114. 
Aglaonema acuthipathumJS. E. Brown, 
36, 184, 185. 

marantifolium . Engl., 36,185. 
modestum, Schott, 36, 184; men¬ 
tioned, 185. 

Agrimonia Eupatoria, Linn , 23, 240. 
pilosa, Ledeb., 23, 246 
viscidula, Bunge, 23, 246. 
Agriophyllum arenarium, Bieh., 26, 
327. 

squaProsnm, Moq., 26, 327. 
Agropyrum caninum, Bccnw., 36, 
431. 

ciliare, Franch., 36, 432. 
Psmdo-agrojjgrum, Franch., 36, 
i 432. 

| repens, Beauv.. 36, 432. 

! semicostatiun, Fees, 36, 432. 

- — var. ciliare , 36, 432. 

| strigosum, Franch., 36, 433. 

| Agrostemma Banksia, Meerb., 23, 
| G6. 

! Bungeana , D. Don, 23, 65 

1 fid gens. Doel 1 23, 66. 

grandiflora , **«ell, 23, 66. 

Agrostis alha. Baker & Moore, 36,390. 
alba, Linn., 36, 389. 
canina, Linn., 36,389. 
diandra , Betz., 36, 387. 

1 Hugoniana, Bendle * , 36, 389. 

- ina?quiglumis, Grisch mentioned, 

36, 390. 
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A grostis indica , Linn., 36,388. 
japonica, Steud., 36, 389. 
laxijlora, E. Br., 36, 391. 
micrantha, Steud., 36, 390. 
myriantba, Hook., 36, 390. 
perennans, Tuckerm 36, 390. 
scabra, Willd., 36,391. 
virginica, Linn., 36, 389. 
vulgaris, With., mr. ligularis, 
Franch., 36, 393. 

Agrostophyllum foniiosanum, Bolfe, 
36, *1. 

Agyneia baeclfbnnis, A. Juss., 26, 
420. 

impubes, Linn., 26, 425. 
phmata, Miq., 26, 425. 
pubera, Linn., 26, 425. 
muca, Miq., 26, 425. 

Aibikkia, 0. B. Clarke, 36, 258, 
sphalm.=AtfnVt7a, Presl. 

Ailantus flavescena, Carr., 23,114. 
glandulosa, Dcsf., 23, 112. 
xnalabarica, JDC., 23, 112. 

Ainslisea acerifolia, Sck.-Bip., 23, 
470. 

affinis , Miq., 23, 470. 
elegans, Hemsl 36, 453. 
frngrans, Champ., 23,470; men¬ 
tioned, 471. 

glabra, Hemsl. *, 23, 471, 492. 
gracilis, Franck , 36, 453. 
grossedentata, Franck., 36, 453. 
Henryi, Diels, 36, 453. 
land folia, Franck., 36, 453. 
nervosa, Franch ., 36, 453. 
ovaiifolia, Vaniot, 36, 454. 
pertyoides, Franck 23,471. 
pteropoda, DC., 23,471. 
ramosa, Hemsl. * , 23, 471. ‘ 
rubrifolia, Franck, 36, 454. 
seabrida, Dunn, 36, 454. 
sparsiflora, Vaniot, 36, 454. 
spicata, Vaniot, 36,454. 
sutehuenensis, Franck., 36, 454. 
undulata, Diets, 36, 454. 

Walken, Hook., 23, 472. 
ynnnanensis, Franck, 23, 472. 

Air a c&spitosa, Linn., 36, 399. 

Ajuga bracteosa, Wall., 26, 314; 
mentioned, 314. 
ciliata, Btmge, 26, 314. 

— var. glabresceus, Hemd. * , 26, 
315. 

decumbsns, Thunk, 26, 315. 
genevensis, Linn., 26, 315. 
japonica , Miq., 26, 295. 
lupulina, Maxim,, 26, 315. 

‘tmdfiflora, Bunge, 26, 315. 
ovaiifolia, Bur., 36,454. 
renuda, Benth., 26, 315. 


Ajuga remoia, A. Gray, 26, 315. 
Akebia lobata, Decne., 23, 30; 36, 
454. 

longeracemosa, Mat sum., 36, 

454. 

quinata, Dccnc , 23, 30. 

Alanghun dccapet alum, Lam., 23, 
344. 

Faberi, Oliver, 36,454. 
hexapelahm, Lam., 23,344. 
Laruarckii, Tim., 23, 344. 

AUnkia bchwnaidep, Presl. 36, 258. 

setrpoIdes, Presl, 36, 258. 

Albizzia bracteata, Dunn, 36, 454. 
Champion!, Bentb , 23,217. 
Julibrissin, Durasz,, 23, 216. 
Lebbek, Berth , 23, 216. 

Millettii, Benfh , 23, 216. 
odoratissitna. Benth , 36, 454. 
stipulate, Benth., 23, 215. 
stipulata, Boiv., 23, 21C>. 

AIbuca G arden i, H ook., 36,112. 
Alcea rosea, Linn , 23, 83. 

Alekornea Davidi, Franck, 26,438. 
javensis, Mnell. Arg., 26,438. 
rufescens, Franck., 26, 438. 
rugosa, Mucll. Arg., 26, 438. 
trewioides, MucR, Arg., 26, 438. 
Aleetra indica, Benth., 26, 201. 
Aletris chinensis, Lam., 36,1*8. 

Beta vagi, Branch., 36, 77. 
foliosa, van sikkimensis, Franck., 
36, 75. 

glabra. Bur., 36, 75. 
glandulifera, Bur., 36, 75. 
japonica, Lamb., 36, 76. 

— var. Fargesii, 0. H. Wright * 
36, 7C. 

lactifiora. Franch., 36, 70. 
lanuginosa, Bur., 36, 76. 
laxi flora, Bur.. 36, 76. 
nepa tends, Hook, f., partim, 36,70. 
nepalensis, Hook.f., vur. Lelavayi, 
Franch., 36, 77. 
revoluta, Franch 36, 77. 
sikkimensis, Hook, f., 36, 75. 
spicata , Franch., 36, 76. 
stenoloba, Franck, 36, 77. 
Aleurites cord at a, Staid., 26, 433, 

( ord\folia, Steud., 26, 434. 
japonica, Blume, 26, 433. 
moluccana, Willd., 26, 434. 
triloba, Forst., 26, 434. 

Vernicia, Hassk., 36, 433. 
veruicijlua , Baill., 26, 433. 

Alisma cordifolia, Thunb., 36,189, 
jlava, Tiiunb., 36, lb‘9. 

Plantago, Linn., 36,189. 

— var. aiiguatifbliuin, Kunth, 36, 
189. 
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Alismn Plantngo. var. latiFoliuiu, 
Kimth , 36, iSi). 

Altsmicrjs, 36, ISO, 

Allamanda eathartica. Linn 26, 
04. 

Alliaria anrieulata, Komarov, 36, 
454. 

Allium ongulosum, Ker-Gawl., 36, 
125. 

anmpodinm , Ledeb., 36, 126. 
ascalonicuiu, Linn mentioned, 36, 
120. * 
baiealcme, Willd., 36, 125. 

Bakeri, Kegel, 36, 120. 

Bouddhse, Debeaux, 36,120. 

Oepa, Linn., 36,120. 
chinense, (r. 36,120. 

ehrysocephahira, Erg el, 36,121. 
conaensatum, Turns,, 36,121. 
cyaneum, Kegel, 36, 122. 

— var. jd, brach gdemou, Hegel, 
36,123. " 

cvnthophormn, Franch 36, 122. 
elliptic urn, Wall., 36,120. 
exsertim, Baker, 36, 120. 
Fetisovrii, Kegel, 36, 122. 
fistulosimi, Linn., 36, 122. 
flavovirens, Kegel, 36, 122. 

C4rayi, Regel, 36,121. 
Grif&ihianutn, Bom., mentioned, 
36, 120. 

Henryi, C. H. Wright, 36, 122; 

mentioned, 126. 

Herderianum, Kegel, 36, 122. 
japonicnm, Kegel, 36, 122. 
jeholense, Franch., 36, 123. 
kansuense, Kegel, 36, 123. 
liueare, Linn., 36, 123. 
lougistylum. Baker, 36, 124. 
maerostemon, Bunge, 36, 123. 
monadelpbum, Tares., var. tibeti- 
cum, Kegel, 36, 123. 

Nereidum, Hance, 36,121. 
nerinifoliim, Baker, 36, 120. 
odoram, Linn., 36,123. 
odorum , Lour., 36,121, 
plantergineum, Lam., 36,126. 
polyrhizum, lures., 36, 124. 

Pratti, C. H. Wright * , 36,124. 
Przewalskianum, Kegel, 36,124. 

*— var. planifolium, Kegel, 36, 

122 . 

sacculiferum, Maxim., 36, 124. 
sativum, Linn., 36,124. 

Semenovi, Kegel, 36, 125. 
senescens, Linn., 36, 125. 
smescens, Miq., 36,123. 
splmdens, Miq., 36,120. 
sp., Kegel, 36,127. 

Stevenii, Willd., 36, 121, 


Allium Stoliezki, Head, mentioned, 
i 36, 124. 

| subangulatum, Kegel, 36, 125. 
tangutiemn, Kegel, 36, 125; men¬ 
tioned, 127. 

tchefouense, Debeaux, 36,125. 
tenuissiimnn, Linn., 36, 125. 

— var. auisopodium, Kegel, 35, 

125. 

Thnnhergii , 0 Don, 36,120. 
Tkunhergii, Fran eh., 36,120. 

— var. Denud'd , Franch,, 36, 120. 
triquetrum, Lour., 36,121. 
tuberosum, Koxb , 36, 128. 
uUginomm, G. Don, 36,128. 
uratense, Franch., 36, 126. 
venustum, O. II. Wright*, 36, 

126. 

Yietorialis, Linn., 36. 126. 

— var. angust i folia, Honk. 36, 
126. 

weiehanieum, Palihni , 36, 127. 
Zimmeraiannianiun, trig, 36, 454. 
Allmania nodifiora, K. Ur., 26, 321. 
Allomorphia paueillora, Tenth., 26, 
301. 

Allophylm Cobbs, Blume, 23,138. 
j Alnipbyllum, Maismm., 36, 454. 

| maeranthum, Berk., 36, 454. 
j pterospermum, Matsnm., 36, 

| 454. 

j Alnus cremastogvne, Burkill * , 26, 

I 499. 

j crispa, C. Hoeb, 26, 500. 

J frutieosa, Bupr., 36, 454. 

i hirsuta, Turcs., 36, 454. 

! japemim, Sieb. & Zuce , 26, 499. 
j meritima, Henry, 26, 500. 

' maritima, JSiett, 26, 499; 36, 

454. 

! — var. argufa, Kegel, 26, 500. 

— var. formosana, Burkill*, 26, 
500. 

— var. japonica, Kegel, 26, 499. 

— var. jupmuea, Kegel, partim, 
26,499, 500 

i nepnlensis, I), Don, 26, 500. 

, scfchnetnenm, David, 26, 500. 

; sinensis, David, 26, 500, 

| sinensis, Fmivel, 26, 500. 

| viridis, DO., 26,500. 

; — var. julaeea, Franch., 26, 500. 

Alocasia commutata, Schott, 36, 184. 
cueullafca, Sjfhott, 36,183. 
i hainanica, N. E. Br.*, 36,183. 
macrorrhiza, Schott, 36, 184. 
odora, O. Koch, 36, 184. 

Aloe barbadensis , var. chin ends, Haw., 
36,117. 

ehinensis, Baker, 36,117. 
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Alopecurus mqualis, Sobol., 36, 384. 
agrestis, him., 36, 385. 
agrestis, Pilger, 36, 385. 
dristulatus, Michx., 36, 384. 
fuivus , Sm., 36, 384. 
geniculatus, Linn., 36, 384. 
hordeiformis, Lour., 36, 343. 
hordeiformis, Osbeck, 36, 338. 
japomcus, Steud., 36, 385. 
malacostachyus, A. Gray, 36, 385. 
Alphonsea mollis, Dunn, 36, 454. 
Alpinia alba , Roxb., 36, 70. 
calearata, Bose., 36, 71. 
cemua, Sims, 36, 71. 
chinensis, 36, 71. 
formosana, K. Schum., 36, 454. 
Gralanga, Willd., 36, 71; men¬ 
tioned, 70. 

globosa, Koran., 36, 72. 
japonica, Miq 36, 72. 
nutans, Bose., 36, 72 
offleinarum, Kance, 36, 72. 
oxyphylla, Miq., 36, 73. 
pumila, Kook., 36, 73. 
speciosa, K . Schum., 36, 454. 
stachyodes, Kance . 36, 73. 
viruliflora, Griff., 36, 72. 

Ahead,aphne breviflora. Benth., 26, 
374. 

chinensis , Champ., 26, 374. 

Al&ine laricina , Crantz, 36, 454. 
Alsomitra cissoides, Roem., 23, 321. 

gracili flora, Harms, 36, 454. 

Alstonia maerophylla, Wall., 26, 96. 
sp., 26, 95, 

Alternanfcbera deniiculaia, R. Br,, 
26, 322. 

nodiflora, R. Br., 26, 322. 4 

sessilis, R. Br., 26, 322. 

Althsea chinensis, Wall., 33,83. 
rosea, Cav., mentioned, 23, 83. 
sinensis, Cay., 23, 83. 

Altingia chinensis, Benth., 23, 291. 
Alysicarpus bupleurifoiius, DC., 23, 
178. 

nwmnularicefoUus, DC., 23,179. 
rugosus, DC., 23,179. 
vaginalis, DC., 23,179. 

Alyssum incanum, Linn., 23, 41. 
Alyxia sinensis, Champ., 26, 95. 
Amarantaoe^s, 26,318. 

Amarantus Alopecurus , Hoehst,, 26, 
319. 

ascendens, Hornem., 26, 319. 
Blitum, Linn., 26, 319. 

— var. sylmstris, Moq., 26, 319. 
caudatus, Linn., 26, 319. 
cruentus, Linn., 26, 320. 
gangeticus, Linn „ 26, 319. 
mangostanus, Linn., 26, 320.' 


Amarantus melancholiacs, Linn , 26, 
319. 

— var. tricolor , Moq., 26,319. 
oleraceus, Linn., 26, 319. 
paniculatus, Linn., 26, 320. 
polygamus, Linn., 26,320. 
retroflexus, Linn., 26, 320. 
sanguineus, Linn., 26, 320. 
spinosus, Linn., 26, 320. 
sylvestris, Desf., 26, 319. 
tricolor , Linn., 26, 319. 
tnsfis, Linn., 2^6, 319. 
viridis, Linn., 26, 320. 
Awarylltdejs, 36, 86, 

Amaryllis aurea , L’Herifc., 36, 89. 
radiafa, L’Herit, 36, S9. 
sarniensis, Thunb , 36, 89. 
Amherhoa moschata, DC., 23, 470. 
Ambroma augusta, Linn., 23, 92. 
Amelanchier asiatica, Endl., 36, 
454. 

racemose, LindL, 23, 228. 

Ameletia . indica, DC., 23, 303. 

suhspicata, Benth., 23, 303. 
Ametbystea cserulea, Linn., 26, 310. 
Ammaimia auriculata., Wiild., 23. 
304. 

baccitera, Linn., 23, 302. 
zudica, Lam., 23, 303. ^ 

octandra, Linn., 23, 303. 
pentandra, Roxb., 23, 303. 
peploides, Sprcng., 23, 303. 
repens, Rnttl., 23,303. 
rotund! folia, Ham., 23, 303. 
senegalensis. Lam., 23,304. 
suhspicata, Benth., 23, 303, 
verticillata, Lam., 23, 303. 
vesicaforia, Roxb., 23, 303. 
Ainmodenia peploides, Linn., 36, 
454. 

Amomum Curcuma, Jneq., 36, 69. 
Galanga, Lour., 36, 72. 
globomm, Lour., 36, 72. 
medium, Lour., 36, 70. 
vittahm, H ance, 36, 73. 

Zerumbet, Linn., 36,70. 

Zingiber, Linn., 36, 70. 

Amoora Rohituka, Wight ei Am., 23. 
114. 

Amorphophallus carapanulatus, 
Beene., 36,181. 

Henryi, N. K. Br.*, 36, 181. 
hirtus, AT. E. Br. * , 36,181. 
Konjac, K. Koch , 36, 182. 

Rivieri, Durieu, 36,182. 
yariabilis, Bkrne, 36,183. 
virosm , N. E. Br., 36,181. 
Ampklioe-e, 23,131. 

Ampelocissus artemisigefolia, Planck. 
36, 454. 

2n 
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Ampelocissus cardiosperma, Planch., 
36, 454. 

cardiospermoides, Planch., 36, 
454. 

Ampclopm aconitifolia, Bunge, 23, 
186 . 

Delavayana, Planch, 36, 454. 
heteropkylla, Sieb. et Zucc., 23, 
133. 

himalayana, Boyle, 23, 133. 
humuhfolia , Bunge, 23, 133. 
meqalophylla, Djels & Gilg* 36, 
454. ' ^ 

mirabilis , Diels & Gilg, 36, 455. 
serianafolia, Bunge, 23, 13i >. 
tomeniosa, Planch., 36, 455. 
tncuspidaia, Sieb. et Zucc., 23, 
133. 

Veitchii , Hort., 23, 133. 
Ampelovitis, Carr., 36, 455. 

Davidi, Carr., 36,455. 
intermedia, Carr., 36,455. 
Romaneti, Carr., 36, 455. 
Ampelyqonum chinense, Lindl., 26, 
335. 

Amphicarpsea Edgeworthii, Benth., 
23,188. 

japonica, Oliver, 23, 188. 
mo?ioica, Nutt., 23, 188. 
Amphi#ome arguta, Lindl., 36, 455. 
Amphidonax bifaria, Nees, 36, 408. 
Ampkirhapis albescens, DO., 23, 419. 
chinensis, Sch.-Bip., 23, 406. 
leiocarpa , Benth., 23, 406. 
Ami/gdalopsis Lindleyi, Carr., 23, 
* 222 . 

Amygdalus communis, Bunge, 23, 
’220. 

communis , Linn., 23. 217. 
cor difolia, Roxb., 23, 221. 
dasylepis. Miq., 23, 2*20. 
pedunculata , Bunge, 23, 222. 
Persica, Linn,, 23, 220. 
pumila, Sims, 23, 219. 
tangutica, Korsh., 36, 455. 
Anacampseros spectabile, Jord. et 
Fourr., 23,287. 

Anacahdiacbje, 23,146. 

Anagallis arrensis, Linn., 26, 59. 

phcenicea, Thunb., 26, 59. 

Anagyris fcetida, Lour., 23, 204. 

sinensis, Steud., 23, 240. 

Anandria Bettidiastrum, DC., 23, 
472. 

dimorpha, Turcz., 23, 472. 
discoidea. Less., 23, 473. 
radiata, Less., 23, 473. 

Anaphalis adnata, DC., 23, 425. 
alata, Maxim., 23, 425. 
araneoia, DC. 36,455. 


Anaphalis Bodinieri, Franck 36, 
455. 

cinnamomea, C. B. Clarice, 23,426. 
cuneifolia, Book 23, 425. 
Hancockn, Maxim., 23, 425. 
laetea, Maxim., 23, 425. 
margariiacea , A. Gray, 23, 426. 
margaritaeea, Benth. ^ Book, f., 23, 
425. 

uubigena, DC., 23, 426. 
pterocaulon, Maxim., 23, 426; 

mentioned, 4*25. 
sinica, Bance , 23, 426. 
sp. n., 23, 426. 
triplinerms, Hance, 23, 425. 
Anchusa officinalis, Linn., 26,155. 
officinalis, Lour., 26, 155. 
ten el la, Boem. & Schult., 26, 152. 
seylanica, Jacq , 26, 152. 
Andsfrolobus ligustrims, Spach, 23, 
74. 

Andrachne chinensis, Bunge , 26,420. 
cordifolia, Muell. Arg., 26, 420. 
fruticosa, Linn., 26, 427. 
Andreoskia dentata, Bunge, 23,45. 
Androqlossum reticulatim, Benth., 
23,144. 

Andromeda chinensis, Lodd., 26,14. 
elliptica, Sieb. et Zucc., 26,17. 
japonica, Thunb,, 26, 17. 
lanceolata, Wall., 26, 17. 
ovalifolia, Wall., 26, 17. 
Andropogon aciculatus, Betz., 36, 
363. 

amplexifoHus , Trim, 36, 360. 
annulatus, Forsk., 36, 369; men¬ 
tioned, 370. 

— par. Bladhii, Hack., 36,370. 

—• wr. genuinus, Back , 36, 369. 
apricits, Hook. f„ 36, 370. 
aprieus, Trin., var. mdiuus, Back., 

36,370. 

— var. chinensis, Trin., 36, 371. 
assiinilis, Steud., 36,370. 

Bladhii, Betz., 36, 370. 
brevifolius, Bw., 36, 370; men¬ 
tioned, 372. 

camts, Nees, 36, 377. 
capiUiflams , Steud., 36, 374. 
caricosus, Linn., 36, 371, 
ciliatus, Thunb., 36, 378. 
coniortus, Linn., 36,366. 
cotulifer, Thunb., 36, 351. 
cmrtallume&sis, Steud., 36, 358. 
crinitus, Thunb., 36, 358. 

Delavayi, Hack., 36,371. 
fastigiatus, 8w., 36,371. 
forinosanus, Bendle *, 36,371. 

— var. minor, Bendle *, 36,372. 
fragilis, B. Br., 36, 372. 
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Andropogon fragilis, var. sinensis, 
Rrndle*, 36,372. 
glaucopsis , Steud., 36, 370. 
Gocringii, Steud., 36, 376. 
halepensis , Brot., 36,367. 
kamatulus , Hack., 36, 376. 
kamatulus, Nees, 36, 376. 
heteroclitus , Nees, 36,378. 
hirtiflorus, Kunth , 36, 373. 
intermedins, i?. 2?r.„ 36, 373. 
Ischsemura, Linn., 36, 374. 
lasiocoleus, Steud., 36, 360. 

Martini , Benth., 36, 377. 
micranthus, Kunth , 36, 374 ; men¬ 
tioned, 370. 

— mr. villosulus, Each, 36, 
375. 

montanus , Bentb., 36, 374. 
montanus , Hack., 36, 376, 

Nardus, Linn,, 36, 376. 

— Tar. genninm , Hack., 36, 376. 
nitidus , Kunth, 36, 367. 

Pseudogray a, Steud., 36, 373. 
punctatus , Roxb., 36, 373. 
Bchcenanthus, Linn , 36, 377. 
Sckoena7itIms, Miq., 36, 376. 
serratus, Thunb., 36, 367. 

— var. genuimis, Hack., 36, 367. 
sibiricus , Steud., 36, 353. 

Sorghum , Brot., 36, 367. 

— subsp. halepensis , Hack., 36, 
367. 

— subsp. var. ml gar is, 

Hack., 36, 367. 

subrepens, Steud., 36, 370. 
tropicus , Spreng., 36, 367. 

Vachettii, Nees, 36, 373. 
vagans, Rendle *, 36, 375 ; men¬ 
tioned, 372, 

— minor, Rendle *, 36, 372. 

— var. sinensis, Rendle *, 36, 
372. 

villosulus, Steud., 36,375. 
yunnanensis, Hack., 36, 376. 
zeylanicus, Arn., 36, 373. 
Androsace Aizoon, Ruby, 26, 43. 

— var. Integra, Maxim., 26, 44. 
alchemilloides, Franck , 36, 455. 
axillaris, Fra?ick, 36, 455. 
bisulca, Bur., 36, 455. 
Chamsejasme, Host, 26, 44. 
coceinea, Franck , 36,455. 
cuscutiformis, Franch^ 36, 455. 
Delavayi, Franck , 36, 455. 
dissecta, Franck , 36, 455. 
elongata, Linn., 26, 44. 
filiformis, 26, 44. 
foliosa, Klatt, 26, 45. 

G-melini, Gaertn., 26, 44. 

Henryi, Oliver, 36, 455. 


Androsace Jacquemontii, Buby, 26, 
46. 

Marlse, Emits, 36, 455. 
maxima, Linn., 36, 455. 
mirabilis, Bur. § Franck, 36, 
455. - 

mutica , Franch., 26, 45. 
patens, Wright, 26,45. 
rotunclifolia, Hardw ., 26,45; men¬ 
tioned, 46. 

— var. axillaris , Franch., 26, 
45. 

— var. dissecta, Franch., 26, 45. 
sarmentosa , var, grandifolia, 

Hook, f., 26, 45. 

saxifragaefolia, Bunge , 26, 45, 
mentioned, 46. 

sempervivoicles, Jacquem „ 26, 45. 
strigillosa, Franck, 26, 45. 

— var. spinal if era, Franch., 26, 
45. 

sutehuenense, Franch 36, 455. 
tapete, Maxim., 26, 46. 
villosa, Jacq , 26, 44. 
viliosa, Linn., 26, 46. 

AndrosGepia gigantea, var. armata, 
Anderss., 36, 377. 

Aneilema angusfci folium, N. E. 
Br. *, 36, 151. 
didymum, Seem., 36,159. 
divergens, C. B. Clarke, 36, 151. 
esculentmn, Wall., mentioned, 36, 
155. 

formosanum. JL. E. Br. *, 36, 

152. 

herbaceum , Wall., 36, 151. 

— var. divergens , 0. B. Clarke, 36, 
151. 

japonieum, Maxim., 36,152. 
Keisak, Hassk.,36, 152; mentioned, 
154. 

Loureirii, Hance . 36, 152. 
melanostictwn, Hance, 36,151. 
medicum, R. Br., 36,153. 
mnum, Kunth, 36, 154. 
nudiflorum, R. Br., 36, 153. 

— var. ngidior , Benth., 36, 151. 
oliganthum, Franch., 36, 152. 
paucifolium, N. E. Br. *, 36, 

153. 

scapiflorurn, Wight, mentioned, 
36, 152. 

— var. latifolium, 2V T . E. Br.*, 
36, 151. 

secunda , Wight, 36,151. 
sinicum, Lindl., 36, 154; men¬ 
tioned, 151. 

spectabile, Kurz, 36,152. 
spiratum, i?. Br 36, 154; men¬ 
tioned, 155. 


# 
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Aneilema vagiuatum, -i?. Br., 36, 
155. 

Anemarrhena aspbodeloides, Bunge, 
36,118. 

Anemone altaica, Fisch 23, 10. 
amuren&is, Komarov , 36, 455. 
baiealensis, Titrcz.. 36,455. 
harbata, Turcz., 23,10. 
barbatula, Turcz., 23, 10. 
begoniifolia, if. L&veilH ef* Vaniot , 
36, 455. 

Boissiaei, if. Ltve^le § Vaniot , 36, 
455. 

cernua, Thunb ., 23,10. 
cbinensia, Bunge, 36, 10. 
coelestma, Fran eh., 23, 11. 

Davidi, Branch ., 36, 455. 

Delavayi, Franck, 36, 455. 
demissa, Hbo&. /., 36, 455. 
dicbotoma, Linn., 36,455. 
evigua, iLftw/jn., 23, 11. 

Fauriei, H. LeveilU, 36, 455. 
flaccida, F. Schmidt , 23, 11. 
gelida, Maxim., 36, 455. 
glancifolia, Franck 36, 455. 
Henryi, O//wr, 36, 455. 

Hepatica, Linn., 23, 11. 
imbricate, Maxim., 36, 455. 
japoniea, 23,11. 
narcissi flora, Linn., 23, 11. 
nikoensis, Maxim., 23, 11. 
obtusiloba, D. Dow, 23, 11. 
poly an thes, D. JOott, 23, 12. 
Baddeana, Regel, 23,12. 
reflexa, Siepk, 36, 455. 

Begeliaua, Maxim., 36, 455. 
rivularis, Buck -Bam., 23, 10; 
36, 455. 

Kossii* S. Moore , 23,12. 
rupestris, TTo#., 23, 12. 
seabiosa, Liveilli $ Vaniot, 36, 
456. 

silvestris, Linn., 36, 456. 
umbrosa, C. A. Meg,, 36, 456. 
vitifolia, Buck-Ham., 36, 456. 
Anethum gravedens, Linn., 23, 335. 
Angelica anomala, Lallem., 23, 333. 
citriodora, Hance, 23, 334. 
decursiva, Franck, 23, 335. 

Dielsii, Boissieu, 36, 456. 
dissolute, Hi els, 36, 456. 

Fargesii, Boissieu, 36, 456. 
flaccida, Komarov, 36, 456. 
glauca, Fdgew., mentioned, 23,334. 
gracilis, Franck , 23,334. 
grosseserrata, Maxim., 23, 334. 
involucellata, DkU, 36,456. 
kiusiana, Maxim., 23, 334. 
korean#, Maxim., 36, 456. 
laevigata*, Franck, 23, 334. 


Angelica laxifoliata, Diels, 36, 456. 
megapliylla, Diels, 36, 456. 
Miqueiiana, Maxim., 23, 334. 
mongolica, Franck, 23,333. 
montana , Schleicli., 23, 333. 
polymorplm, Maxim., 36, 456. 
Pseudo-selinum, Boissieu, 36, 456. 
scaberula, Franck, 36, 456. 
setchuenensis, Diels, 36, 456. 
sp., 23, 334. ^ 

Uchiyamse, Yatabe, 36, 456. 
valid a. Diels, 36, 456. 
viridifiora, [Hemsli], mentioned, 
23, 334. 

Angrfficmn falcatum, Lindl., 36, 38. 
Anguwa sinensis, Micb , 23, 313. 

Ania angustifolia, Benfh., 36, 20. 
Amsadenia pubescens, Oliver, 36,450. 
Ani&ia biflora, Cliolsy, 26,157. 

calycina, Oboisv, 26, 157, 160. 
Anhocalyx limnanihlfloras, Hance, 
26,"187. 

Anisomeles ovafa, R. Br., 26, 290. 

An isopappus chinensis, Hook. $ Am., 
23,431. 

Anodendron Bentbamianum, Hemsl.*, 
26, 98. 

Iseve, Maxim., 26, 99. 

Anoectochilus Eoxburgbii, Lindl., 36, 
42. 

sp., Hance, 36, 42. 

Tasbiroi, Maxim., 36, 42. 

Anona uncimita, Lam., 23, 26. 
Anospornm rnoiiocephalum, Bees, 36, 
209. 

Anotis boerbaavioides, Maxim., 23, 

377. 

Tlrvaitesiana, Maxim., 23, 378. 

An pled non parviflorum, Benth,, 23, 
301. 

Antennaria cimiamomea, DC., 23, 
426. 

leontopodma, DO., 23, 424. 
margantacea, B. Br., 23,425. 
Antheritnm Gmelinianum, Schultes, 
36, 148. 

parviflorum, Benth., 36,119, 
seroiinum, Linn., 36,139. 
Antbistiria arquens, Branch., 36, 

378. 

arguens, 'W'illd., var. japoniea , 
Anderss., 36, 37S. 
cawlata , Hance, 36, 379. 
caudata, Bees, 36, 377. 
eiliata, A. Henry, 36, 377. 
ciliaia, Betz., 36, 377. 

Forskalii. Kuntb, 36,378. 
gigantea, Cav., 36, 377. 
heterochia, Boxb., 36, 378. 
r imherbis, Betz., 36, 378, 
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Anti listir ia japon iea, Willd., 36, 578. 

villosa, Lam , 36, 377. 
Anihocephalus dun ends, Hassk., 23, 
370. 

Anthogonium gracile, Lindl. , 36, 21. 
Griffith) i, Eeiehb. f., 36, 21. 
sp Griff., 36, 21. 

Anthoxantlmm Hookeri, Beadle * , 
36, 380. 

Anthriscus nemnrosa , Baker & S. 
Moore, 23, 330. 
nemorosa, Spreng 23, 330. 
selves Iris, Hoff, a., 23, 330. 

Antidiolerica. Humph., 23, 201. 
Antklea sibinca , Kuntk, 36, 148. 
Antidesroa apiculatum, Hand.*, 26, 
430; mentioned, 432. 

Bunius, Spreng., 26,430. 

Fordii, Hemsl. *, 2.6, 430. 
Ghaesemhilla, Gaerin ., 26, 431. 
gracile, Hemd. * , 26, 431. 

Henryi, Hemsl, * , 26, 431. 
japonicum, Sieb. § Zuee., 26, 432; 
mentioned, 431. 

microphyllum, He ml. * , 26, 432. 
paniculcititm, Eoxb., 26, 432. 
velutinosum, Blame, mentioned, 
26, 430. 

Antirrhinum, Linaria, Linn., 26, 
178. 

Antirrbcea chinensis, Bentk , 23, 
384. 

Aopla rent for mis, Lindl., 36, 61. 
Aparisthmium javense, Hassk., 26, 
438. 

Apafcuria chinensis, Lindl,, 36,17. 
Agenda citriodora, Blume, 26, 387. 
Apetalon mimitum, Wight, 36, 47. 
Aphananthe aspera, Planck", 26, 
452. 

Aphanoohilis polystaehyus, Benth., 
26,278. 

Apios Delavayi, Franck, 36, 456. 
Fortunei, Maxim., 23, 189. 
gracillima, Bunn, 36, 456. 
macrantha, Oliver, 36, 456. 

Apium cicutee folium, Bentk, 23, 
328. 

grayeolens, Linn., 23, 32S. 
tematu/K, Sieb., 23, 332. 

Aplotaxis Bimgei, DC., 23, 463. 
carthamoides, DC., 23,463. 
multicmdis, DC., 23, 463. 

Apluda arisiata, Linn *36, 379. 
mutica, Lain., 36,379. 

— var. aristata, Hack., 36, 379. 
varia, subsp. mutica, Hack., 36, 
379. 

Apochoris pentapetala, Duby, 26, 56. 
Apocopis Wightii, Fees, 36, 358. 


Apoeopis Wightii, mhsp.genuimis, Tar. 
Wrightii , Hack., 36, 358. 

Wrigh’rii , Munro, 36, 358. 
ApoCYNACBiE, 26, 93. 

Apocymmi alternifolium, Lour., 26, 
98. 

sibiricuai, Pall., 26, 98. 
tihazfolhim, Linn., 26, 115. 
veuefcum, Linn., 26,98. 

Aponogeton moliostuchyon, Linn. /., 
36, 192. 

vnoaosiachys, Edgew., 36,192. 
sp., 36, 193. r 

Aporosa frutesccns, Benth., 26, 429. 
lanceolata, Hauce , 26, 428. 
leptostachys, Benth., 26, 429. 
microcahfx, A T ar. chinensis, Hassk., 
26, 429. 

sinensis, Bail!., 26, 429. 

A par am concinnum, Lindl., 36, 9. 
Appendicula hiiaria, Lindl., 36, 39. 
sp., Hance, 36,38. 

Aquilaria chinensis, Spreng., 23, 402. 
grandiflora, Benth , 26, 402. 
malaccensis, Benth., 26, 402. 
Aquilegia atropurpurea, Willd., 23, 
18. 

ecalcarata, Maxim., 36, 456. 
oxypetala [Francb.], 23, 18. 
oxysepala, Trautv. $ Mey., 36, 
456. 

viridiflora, Ball., 23, 18. 
vulgaris, Linn., 23, 18; 36, 456. 

— mr. oxypetala, Franck, 23, 18. 
Arabis alpina, Linn., 23, 42. 
axillaris, Komarov, 36,456. 

Halleri, Linn., 36, 456. 
hirsuta, Scop , 23, 42. 
hypoglanca, Franch., 23, 42. 
japon iea, A. Gray, 23, 42. 
lyrata, Linn., 36, 456. 
pammlata, French., 36, 456. 
pendula, Linn., 23,42. 
perfoliata, Lam., 23, 42. 

Piasezkii, Maxim , 23, 42. 
serrata, F ranch., 23, 42. 
spp., 23, 42, 43. 

Stelleri, BO., 23, 42. 

Arachis asiatica, Lour f 23, 171. 
hypogsea, Linn., mentioned, 23, 

m. 

Aralia atropurpurea, Franck, 36, 
456. 

canescens, Sieb. A Zucc., 23, 338. 
chinensis, Blume, 23, 337. 
chinends, Linn., 23, 338. 
dasyphylia, Miq., 23, 337. 
Becaisneana, Hance, 23, 338. 
data. Seem., 23, 338. 

Fargesii, Franck , 36,456. 
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Aralia Henryi, Harms , 36, 456. 
hypoleuca , Presl, 23, *338. 
mandskurica, Seem., 23, 338. 
Maximowiczii, Van Houtte, 23, 
340. 

octophylla , Lour., 23, 342. 
palmata, Lour., 23, 338. 
papyrifera, Hook., 23, 341. 
pentapkylla , Tbunb., 23, 341. 
pilosa, Franck., 36, 456. 
JPlanchoniana, Hance, 23, 338. 
quinquefolia, -4. Crn?^, 23, 33& 
quinquefolia , Plai^ph., 23, 338. 
Searelliana, Dunn, 36, 456. 
sp. ?, 23, 339. 
spinosa, Linn,, 23, 338. 
stipulata, Franck., 36, 456. 
tomentella, Franck., 36, 456. 
tnfohata, Meyen, 23, 339. 
yunnanensis, Franck., 36, 456. 
Araliaceje, 23, 337. 

Archangelica, Benth. & Hook, f., 23, 
334. 

Arctium Lappa, Linn., 23, 460. 

majus , Schkuhr, 23, 460, 

Ardisia affinis, Hem si. * , 26, 63; 
mentioned, 65, 67. 
brevicaulis, Diels, 36, 456. 
caudata, Hemsl. * , 26, 63. 
cbinensis, Benth., 26, 63; men¬ 
tioned, 65, 67. 
corymbifera, Mez, 36, 456. 
erenata, Sims, 26, 63. 
crenulaia , Lodd,, 26, 64. 
cnspa, A. DC., 26, 63. 

— Tar. elegans , A. DC., 26, 63,64. 
elegans , Andrews, 26,64. 

Faberii, Hemsl. *, 26, 64. 

Fordii, Hemsl. *, 26, 64; men¬ 
tioned, 67. 

formosana, Bolfe, 26, 67. 
bainanensis, Mez, 36, 456. 
Hanceana, Mez, 36, 456. 

Henryi, Hemsl. * , 26, 65. 
humilis, Vahl, 26,65. 
japonica, Benth., 26, 63. 
japonioa, Blume, 26, 65. 
lentigvnosa, Lindl., 26, 64. 
Uitoralis, Andrews, 26, 65. 
maculosa, Mez, 36, 457- 
mamillata, Hance, 26, 66. 
obtusa, Mez, 36, 457. 
patens, Mez, 26, 457. 
paucijtora , Benth., 26, 66. 
paitcifl&ra, Heyne, 26, 66. 
pedunculosa, Wall., 26, 65. 
penduliflora, Mez, 36, 457. 
priimilasfolia, Gardn. & Champ., 
26,66. 

punctata, Lindl., 26,64. 


Ardisia pusilla, A. DC., 26, 66. 
quinquegona, Blume, 26, 66. 
radians, Hemsl., 36, 457. 
rigid a, Kurz, 26, 66. 

Sieboldii. Miq., 26, 67. 
spp. n., 26, 67. 
tenera, Mez, 36, 457. 
triflora, Hemsl. * , 26, 67. 
undulata, Mez, 36, 457. 
yunnanensis, Mez, 36, 457. 

Areca Catechu, Willd., 36,167. 
Catechu, Linn., 36,167. 
hortensis, Lour., 36,167. 

Arenaria barbata, Franck., 36, 457, 
JDelavayi, Franck 36,457. 
holosteoides, Edgew., 23, 70. 
juneea, Biel)., 23, 70. 
kansuensis, Maxim., 23, 70. 
lateriflora, Linn., 23, 70. 
hnearifolia, Franck., 36, 457. 
longistyla, Franck., 36, 457. 
napuligera, Franck., 36, 457. 
nepalensis, Spreng., 36, 457. 
orbieulata, Boyle, 36, 457. 
polytrichoides, Edgew., 36, 457. 
Przewalskii, Maxim., 23, 70 ; 36, 
457. 

quadridentata, Williams, 36, 457. 
Itoborowskii, Maxim., 36, 457. 
serpyllifolia, Linn., 23, 70. 
szechuensis, Williams, 36, 457. 
trichophora, Franck., 36, 457. 
yunnanensis, Franck., 36, 457. 
Arenga Engleri, Becc., 36, 167. 

saccharifera, Labill., 36,167. 
Aretbusa ecristata. Griff., 36, 47. 

sinensis, Bolfe *, 36, 46. 
Aretbusantba bletioides, Finet, 36, 
45?. 

Argemone mexieana ,Linn., mentioned, 
23, 34. 

Argyreia acuta, Benth., 26, 156. 
acuta, Lour., 26,156. 

Championi, Benth., 26,156. 
/estiva, Wall., 26,156. 
mollis, Choisy, mentioned, 26,156. 
obtecta, C. B. Clarke, mentioned, 
26,156. 

speciosa, Sweet, 26,156. 
Argyrothamnia cantonensis, Hance, 
26, 435. 

tuberculatus, Muell. Arg., 26, 436. 
Aria alnifolia, Decne., 23, 255. 
Arissema amurense, Maxim., 36, 
175* 

— var. magnidens, N, E. Br. *, 
36,176. 

— var. robushtm, Engl., 36, 175. 

— var. 8azensoo, Engl., 36, 175 ; 
mentioned, 176. 
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Arisiema asperatnm, X E. Br. *, 36, 
17«. 

Bockii, Engl., 36, 176. 
consanguiueum, Scholl, 36, 176. 
cordatum, N. E. Br. * , 36,177. 
curvatum, Hance, 36, 178. 
Davidianum, Engl., 36, 457. 
erubescent, Schott., var. consangui - 
neum, Engl, 36, 177. 
Franchetianum, Engl., 36, 177. 
Giraldii , Baroni, 36, 177, 457. 
heterophyllum, Blums , 36, 178. 
japomeura, Blit me, 36, 178. 

— var. Sasensoo , Blume, 36, 175. 
Konjac , Sieb., 36, 182. 
laminatum , Benth., 36, 179. 
latiseciuni , Blume, 36, 178. 
lobutum, Engl., 36, 178. 

— wr. Biosthormanum, Engl., 36, 
178. 

nepenthoicles, Mart., mentioned, 
36,177. 

parvum, A 7 , E. Br., 36, 178. 
peniciilatnm, N. E. Br ., 36, 179. 
pentaphyllum, Schott. , 36, 180. 
pictmn, A”, B?\, 36, 179. 

preecox , Be Vnese, 36, 179. 
ringens, Schott. 36, 179. 

— var. Sicbohlii , Engl., 36, 179. 

— var. pracox, Engl, 36, 179. 
serration, Schott, var., Baker & S. 

Moore, 36, 175. 

Sieboldii , De Yriese, 36, 179. 
Tatarinowii , Schott, 36, 177, 457. 
Thunbergii, Blume , 36, 180. 

— var. heterophyllum , Engl., 36, 
178. 

tripartitum, Engl., 36, 174. 
verrucosura, Schott, mentl^hed, 

36,176. 

Aristida Adscensionis, 36, 

381. 

capittacea, Cav., 36, 381. 
ebinensis, Munro, 36, 381, 
coerulescens, Deaf., 36, 381. 
Cumingiana, Tnn., 36, 381. 
mlpioides, Hance, 36, 381. 
Arisfcolocliia acuminata, Eoxb., 26, 
363. 

contorta, Bunge, 26, 361. 
debilis, Sieb. <$* Ziicc., 26, 361; 

mentioned, 363. 

Delavayi, Franck, 36, 457. 
Fordiaua, HemsL, 2r§, 361. 
gentilis, Branch., 36, 457. 
gracillima, Hems!., 36. 457. 
heterophylla, Hcmsl. * , 26, 361. 
Kaempferi, Willd., 26, 362. 
longa, Thunb., 26, 361. 
longifolia, Champ., 26, 302. 


Aristolochia manshuriensis, Komarov, 
36, 457.' 

mollissima, Hance, 26, 362. 
moupinensis, Branch., 36, 457. 
recurvilabra , Hance, 26, 361. 
Boxburgluana, Klolzsch, 26, 363. 
setehuenensis, Franck, 36, 457. 
Siuarum, Lindl., 26, 363. 

Sipho, UHerit., 26, 362; 36, 457. 
Tu gala, Cham. § Schlecht., 26, 
363. 

thfbetica, Franco,., 36, 457. 
Westlandi, He&sl., 26, 363. 
yunnaneusis, Franck, 36, 457. 
ARr^TOLocniACE.E. 26, 358. 

Aristoielea spiralis, Lour., 36, 41. 

, Armenuiva vulgaris, Lam., 23, 217. 
j Arnebia savatilis, Benth. Hook. 

! 26, 155. 

Szechenyii, Kan itz, 36, 457. 

Arnica juponica, Thunb., 23, 453. 

pal mat a, Thunb., 23, 458. 
Auoide.e, 36, 173. 

Arracacha Delavayi, Franck, 36, 457. 

peucedanifolia, Franck , 36, 457. 
Arsis rttgosa, Lour., 23, 92. 
Artabotrys JBlumei, Hook., 23, 26. 
hongkongensis, Hance, 23, 26. 
odoratissnnus, B. Br., 23, 26. 
Artemisia annua, Linn., 23, 441. 
anomala, S. Moore, 23, 441. 
apiacea, Hance, 23, 441. 
aquatica, L>ur., 23, 441. 
aurata, Komarov , 36, 458. 
Bessenaua, Ledeb., 23, 441. 
brarhyloba, Franck, 23, 442. 
campesti-is, Linn., 23, 442. 
capillaris. Thunb., 23, 442; men¬ 
tioned, 445 

— var. arbuscula. Miq, 23, 442. 
chiuensis, Bess., 23, 441. 
chinensis, Linn., 23, 440. 
cuneifolia, DC., 23, 443. 
Desertormn, Sprenq mentioned, 

23, 443. 

deversa, Bids, 36, 458. 
eriopoda, Bunge, 23, 442. 
frigida, Willd., 23, 443. 
glabraia , DC., 23, 443. 
glaucu, Fall., 23, 443. 
iymaria, Maxim., 23, 446. 
indica, Willd., 23, 446. 
miegrifolia , Linn., 23, 446. 
japonica, Thunb., 23, 442. 

— var. rot undifolia, Debeaux, 23, 
_ 443. 

judaica, Lour., 23, 443. 

Kejskeana, Miq., 23, 444. 
Kruhsiana, Bess., mentioned, 23, 
442. 
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Artemisia locininfa, IVilld., 23, 444. 
lactiflora, Wall., 23, 444. i 

lagocephala, Fisch mentioned, 23, 
442. I 

laneea, Vmriot , 36, 458. 
latifolia. Led eh,) 23, 444. 
lavandid&folia , DC., 23, 446. 
lithophila, Turcz., mentioned, 23, 
442. 

macrantha, Ledeb., 23, 444. 
Messerschmidiana , Bess., 23, 444. 
Moxa, DC., 23, 4*44. 

2 MTViJlora i Bueb.-Ham., 23, 443. 
Sacroruru, Ledeb., 23, 444; men¬ 
tioned, 445. 

scoparia, Waldst. $ Kit, 23, 445; 

mentioned, 442. 
sibirita , Maxim., 23, 440. 
Sieversiana, Willd., 23, 445. 
sp. nov. ?, 23, 446. 

Thunhergiana, Maxim., 23, 441. 
vestita, Wall, 23, 445. 
vulgaris, Linn ., 23, 446. 

Artbraxon breviaristatus, Hack., 36, 
559. 

ciliaris, Beanv 36, 359. 

— Langsdorffii, ?'<zr. genui- 

nus, Hack., 36,360. 

•— subsp. subnmtieus, Rack., 36, 
3G0. 

ciliaris, Beauv., partial, 36, 360. 
cuspidatus, Hochst ,, 36, 360. 

— iwr. micans, Hance , 36, 360. 
japmicus , Miq., 36, 3(50. 
laneeolatus, Hochd , 36, 361. 
Lcoigsdorffianus, Hocbst., 36, 360. 
means, Hocbst, 36, 300. 
nodosus, Komarov , 36, 361. 
Artbroenemnm indicum, Ato, 26, 
328. ' "' ' 

Arthrosprion stipidatum, Hassk., 23, 
21 o. 

Arihrosiylis chinensis, Bentb.. 36. 
230. 

fliformis , Thw., 36, 230. 
Artocarpus hypargyrsea, Hance , 26, 
470. 

integrifolia, Linn./., 26, 470. 

cmnpanulatim , Boxb., 36,181. 
cucullatum , Lour., 36,183. 
divarication , Linn., 36, 180. 
diver si folium, Blume, 36, 180. 
Rracmitiim , Tbunb., 36, 180. 
Bracyymdus , Tbunb., 36, 178. 
esculenium, Linn., 36,183. 
macrorrhizon, Linn., 36, 184. 
macrourum , Bunge, 36, 174. 
odorum, Boxb., 36,184. 
pentaphyllum, Linn., 36,180. 
sagiitifolium, Lour., 36, 184. 


iermtitm, Tbunb., 36,174. 
trilohatimi , Curt., 36, 180. 

Aruncus Sylvester, Ivosfre]., 23,223. 
Arundarbor spinosa , Bumph., 36, 
446. 

Arundina ohinensis, Blume, 36, 27. 
jUey&nii, Beicbb. f., 36, 27. 
Phihppd, Beicbb. f., 36, 27. 
pidchella, Teijsm. & Binn,, 36, 27. 
pulchra , Miq., 36, 27. 

Arundinaria densiflora, Rendle * , 
36, 434. 

elegans, &?*#, 36, 342. 

Faberi, Ben die *, 36, 435. 
flexuosa, Hanee, 36, 436. 

Hindsii, Atom, 36, 436. 
khasiana, Bean, 36, 436. 
linearis, , 36, 446. 
longiramea , Munro, 36, 436. 
mtida, Mitford, 36, 436. 
racemosa, Atom, mentioned, 36, 
435. 

sinica, Hance, 36, 436. 
sparsiflora, Bendle *, 36, 436. 
vaginata, Hack., 36, 437. 

Wightii, Benth,, 36, 436. 

Wilsoni, Bendle * £ 36, 437. 
Arundinella anomala, Steud., 36, 
341. 

brasibensis, Baddi, mentioned, 
36, 342. 

— var. depauperata, Bendle *, 
36,341. 

glabra , Bees, 36, 341. 
miliacea , Bees, 36, 341. 
nepalensis, Trin., 36, 341. 
setosa, 'Inn., 36, 342. 
sinensis, Bendle *, 36, 342. 
stride, Bees, 36, 342. 

Arundo agredis, Lour., 36, 444. 
Bamhos , Linn., 36,445. 
bengalensis, Betz., 36, 408. 
bifaria , Reiz., 36, 4U8. 

Donax, Linn., 36, 408. 

— var. coleotriclia, Hack., 36, 

408. 

epigejos, Linn., 36, 391. 
forinosttna, Hack., 36, 408. 

— var. gracilis, Hack .» 36,408. 
Hensloiviana, Hook. & Arn., 36, 

409. 

madagascariemis , Kunth, 36, 409. 
P hrag mites, Linn., 36, 409. 
Beynaudiama, Kunth, 36, 409. 
RoxburgUi, Kunth, 36, 410, 
Asarum Blumei, Hance, 26, 358. 
brevistylum, Branch., 36, 458. 
cardiophyllum, Branch 36, 458. 
caulescens, var., Branch., 36, 458. 
ehinense, Branch 36, 458. 
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Asarum debile, Franck., 36, 458. 
Delavayi, Franck., 36, 458. 

Fargesii, Franck 36, 458. 

Forbesii, Maxim. s 26, 858. 
Franclietianum, Bteh, 36, 458. 
eophilum, Hemsl. , 26, 358. 
eterotropoides, F. Schmidt, 26,360. 
hiznalaicum. Hook. f. $ T. Thoms., 
26, 359. 

macrantkum, Hoole.f 26,859, 
maximum, Hemsl., 26, 359. 
pulchellum, Hemsl., 26, 860. 
sakawanum, Mahino, 36, 45S. 
Sieboldi, A/fy,, 26, 360. 

Thunbergii, A. Br., 26, 359. 
Ascartna serrata, Blume, 26, 307. 
Asckpiadeu dubia, Oliver, 26, 109. 
Asclepiabe.e, 26,100. 

Asclepias carnobu, Linn,, 26,116. 
curassaviea, Linn., mentioned, 26, 
102 . 

hastata, Bunge, 26,105. 
paniculata, Bunge, 26, 102. 
purpurea, Pall., 26, 10S. 
sibirica, Linn., 26, 108. 
iingens, Buck., 26, 112. 
wtubihs, Linn. i\, 26, 115. 

Ascolepis kylling hides, Steud., 36, 
257. 

teuuior, Steud., 36, 253. 
Asparagopsis sinica, Miq., 36, 103. 
Asparagus brackyphyllus, Turcz., 36, 
lul. 

davuricus, Fisch., 36, 101. 
falcatus, Benth., 36, 102. 
filicinus, Buck-Barn 36,102. 
gibbus, Bunge, 36, 102. 
insularis, Hance, 36,102. 
longiflorus, Franck ., 36, 102* 
lucidus, LindL, 36,102; mentioned, 
146. 

maritimus , Pall., 36,101. 
micrantlms, Sieb., 36, 103. 
officinalis, Linn., 36, 103. 
oligoelonos, Maxim., 36, 458. 
parvijloms, Turcz., 36,103. 
schoberioides, Kuntk, 36,103. 

— var. subsetaceus, Franck, 36, 
103. 

Sieboldi , Debeaux, 36,102. 
SUboldi, Maxim., 36, 103. 
sinicus, C. H. Wright *, 36,103. 
tnchophyllus, Bunge , 36,103. 

— var. trachgphymis, Kunth, 36, 
101. 

WrigMii, A. Gray, 36,103. 
Asperula Platygalium, Maxim., 23, 
395. 

Aspidistra elatior, Blume, 36, 113. 
lurid a, Key-Gaud., 36, 113. 


Aspidistra minutiflora, Stop/'*, 36, 

‘ 131. 

punctata , Carriere, 36,113. 

— var. cdbo-maculata, Hook., 
36, 113. 

punctata, LindL, 36, 114. 
sp., Bo ill., 36, 113. 
variegata, Horfc., 36, 113. 
Aspidopterys obcordata, Hemsl., 36, 
458. 

Asprelia Dutkiei, Stapf, 36, 434. 
Aster agcratoides, Turcz., 23, 416. 

— var. hefergphyllus, Debeaux, 
23, 416. 

alatipes, Hemsl. * , 23, 407. 
alpinus, Linn., 23, 408. 
alraicus, Willd.. 23,408; mentioned, 

409, 414, 416. 
alyssoides, Turcz., 23, 409. 
auriculatus, Franck., 36, 458. 
bacckaroidcs, Benth., 23, 409. 
batrharoides, Stectz, 23, 409. 
batangensis, Bur. $ Franck., 36, 

458. 

Bentkami , Steetz, 23, 416. 
biennis, Ledeb., 23, 412. 

Bietii, Franck., 36, 458. 
bracliytrictiu8, Franck., 36, 458. 
brevipes, Benth., 23, 409. 
breviscapus, Vaniot, 36, 458. 
Candelabrum, Vaniot, 36,*458. 
chinensis, Linn., 23, 407. 
ediatus A. Gray, 23, 414. 
curvatus, Vaniot, 36, 458. 
Delavayi, Franck., 36, 458. 
dimorphopkyllus, Franck., 23,410. 
fastigiatus, Fisch., 23, 410. 
Flabellum, Vaniot, 36, 458. 

Fordii, Hemsl. *, 23, 410. 
fuscescens, Bur. §' Franck , 36, 
458. 

Gerlachii, Hanre , 23, 411, 490. 
Glehnii, F. Schmidt, 23, 411. 
Henryi, Hemsl. *, 23, 411. 
liispidus, Jhunb., 23, 411. 
holopkyllus, Hemsl. * , 23, 412. 
incisus, Fisch., 23, 412. 
indicus, Linn., 23, 413. 
inteyrifolms, Franck., 23, 412; 
36, 458. 

japonicus, Franck, mentioned, 23, 

410. 

latebracteatus, Franck , 36, 458. 
laticorymbus, Vaniot, 36, 458. 
Latureanus, Franck, 23,413. 
likiangensis, Franck, 36,458. 
limosus, Hemsl. * , 23,413. 
lingiilatus, Franck , 36, 458. 
macilenfcus, Vaniot, 36, 458. 
millefolius, Vaniot, 36, 458. 
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Aster mongolicus, Franck 23, 414, 
nigrescens, Van lot, 36, 458. 
nigromontana, Dunn, 36, 458. 
Oldkami, HemsL * , 23, 414. 
oreopkilus, Franck 36, 458. 
panel uratus, 23,415. 

Piccolii, Hook., 36, 458. 
procerus, HemsL * , 23, 435. 
Sampsoni, HemsL * , 23, 415. 
scaber, numb., 23, 415; men¬ 
tioned, 408. 

scaberulus, Miq., 23, 416. c 
seneeioides, Fran eft , 36, 458. 
setckuensis, Franck ., 36, 458. 
Souliei, Franck ., 36, 458. 
staticefolius, Franck ., 36, 458. 
striatus, Gump., 23, 416. 
striatus, Fra,neb., 23, 409. 
tataricus, Linn., 23, 416 ; men¬ 
tioned, 415. 

tenuissimus, Dunn, 36, 459. 
tongolensis, Franck ., 36, 459. 
trieapitatus, Vaniot , 36, 459. 
trmervius, Boxb., 23, 416; men¬ 
tioned, 409. 

Tripolium, 23, 417. 
turbinatus, <9. Moore , 23, 417. 
vellereus, Franck., 36, 459. 
vestitus. Franck., 36, 459. 
Tilmoiyni, Franck 36, 459. 
Walpersianus, AVs, 23, 417. 
yunnanensis, Franck ., 36, 459. 
Aster omasa indica, Blume, 23, 413. 

pekinensis, Hance, 23, 412. 
Asierostoma repens, Blume, 23, 300. 
Astilbe ebinensis, Franck, § Sav., 
23, 265; mentioned, 266. 

— tv?/\ Davidl, Franch., 23, 265. 

— var. japoniea, Franck., 23, 265. 
Davidn [Forbes & HemsL], 23,495. 
japomca, A. Gran, mentioned. 23, 

265, 266. 

odoniopkylla, Miq., 23, 265. 
pinnata, Franck., 36, 459. 
polyandra, HemsL * , 23, 265, 490. 
rubra. Hook. f. <?' Thoms., 36, 459. 
Thunbergi, Miq., 23, 266. 
Astragalus acleurgena, Tall., 23,164. 
bracliyeephalus, Franck., 36, 459. 
caaiptodontus, Franck., 36,459. 
caj>illipes, Flack., 23,165. 
ehmensis, Linn., 23, 165. 
chrysopterus, Bunge, 23, 165. 
complanatus, B. Br., 23, 165. 
daburicus, DC., 23,165. 

Davidi, Franck., 36, 459. 
dependens, Bunge, 23, 165. 
glanduliferus, l)ebeaux, 23,165. 
graveolens, Buck-Ham., 36, 459. 
Hancockii, Bunge, 23,165. 


Astragalus Henryi, Oliver, 36, 459. 
Laxmanni, Jacg., 23, 165. 
litangensis, Bur. Franck., 36, 459, 
Loczii, Kanite, 36, 459. 
lotoides, Lam., 23, 166. 
melilotoides, Tall., 23,166. 
MoellendorJB, Bunge, 23, 166. 
monadelpbus, Bunge, 23, 160. 
moupinensis, Franck,., 36, 459. 
nigrescens, Franck, 36, 459. 
polycladus, Bur. $ Franch., 36, 

459. 

Przewalskii, Bunge, 23,166. 
scaberrimus, Bunge, 23, 166. 
sciadophorus, Franck, 23,166. 
sinicus, Linn., 23, 166. 
skythropos. Bunge, 23, 106. 
suichuenensis, Franck., 36, 459. 
tangutieus, Batalin, 36, 459. 
tartaricus, Franch , 23,167. 
tatsiensis, Bur. Franch., 36, 459. 
tenuis, Turcs., 23, 167. 
variabilis Bunge, 23,167. 
yunnanensis, Franch 36, 459. 

Ast,ran thus cochmckinensis, Lour., 23, 
3i2. 

Asystasia chelonioides, Fees, men¬ 
tioned, 26, 243. 
ebinensis, 8. Moore , 26, 243. 
violacea, Dais., 26, 243. 

Atalantia buxifolia, Oliver, 23, 110. 
Hindsii, Oliver, 23,110. 
monophylht, Bentb., 23,110. 
monopkylla, Hook. & Arm, 23,110. 
Ataxia HooJceri , Griseb., 36, 380. 
Albanianta chincnsis, Linn., 23, 333. 
Atkerurm terrains, Blume, 36, 175. 

tripartite, Blume, 36, 174. 
Atraetyiis chincnsis, DC., 23, 459. 
lancea, DC., 23, 459. 
lancea, Tbunb, 23,459; mentioned, 

460. 

ovata, Thunk, 23, 459; mentioned, 
460. 

Airactglodes lancea, DC., 23, 459. 
lyrata , Sieb. & Zucc., 33, 459. 
ovata, DC , 23, 459. 

Atragene alpina, Linn., 23,1. 
koreana, Komarov, 36, 459. 
macropetala , Ledeb., 23, 5. 

Atriplex arenaria, Nutt., 26, 325. 
littoralis, Linn., 26, 325. 
Maximowicziana, MaJclno, 36,459. 
nummularia, pindL, 26, 326. 
sibirica, Linn., 26, 326. 

Atropis distans. , Griseb., 36, 428. 
Atylosia scarabajoides, Bentk, 23, 
195. 

subrhomhea, Miq., 23,195. 
trichodon, Dunn, 36, 459. 
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Aubletia ramosissima , Lour., 23, 
126. 

Aueuba chinensis, Benth., 23, 346. 

japonica, Thunb., 23, 3^6. 

Augia sinensis, Lour., 23,149. 
Aulisconema aspera, Hua, 36, 110. 

Pernyi, Hua, 36, 459. 

A vena Delavayi, Hack., 36, 401. 
fatua, Linn., 36, 401. 

— var. glabrata, Stapf * , 36, 
401. 

flauescens, Linn., 36, 399. 
nuda, Linn., 36, 401. 

— var. chinensis [Fisch.L Cat. 
Gor., 36, 401. 

pratensis, Linn., 36, 401. 
saliva, Linn., 36, 402. 
strigosa, Schreb., mentioned, 36, 
401. 

suhspicaia, Clairv., 36, 400. 
Averrhoa Bilimbi, Linn., mentioned, 
23, 100. 

Carambola, Linn., 23, 100. 
sinica, Hance, 23, 149. 

Avicennia officinalis, Linn., 26, 265, 
tomentosa, Jacq., 26, 266. 

Asonopus cimicmus, Beauv., 36, 
334. 

semialatus, Hook, f, 36. 334. 
Axyris amaranthoides, Linn., 26, 
32G. 

Azalea amcena, Lindl., 26, 26. 
crispiflora , Hook,, 26, 26. 
Lanielsiana, Paxt., 26, 26. 
decumbens , DC., 26, 26. 
fragrans, Adams, 26, 23, 
indica, Linn., 26, 25. 

— Tar. alba, Lindl., 26, 27. 

— var. lateritia, Lindl., 26/25. 

— Tar. vanegata, Lindl., 26, 25. 

— Tai\ vittata, FI. des Serres, 26, 

31. 

japonica, A. Gray, 26T, 30. 
ledifolia, Hook., 26, 27. 

— Tar. phcenicea , Hook., 26, 
28. 

macrantha, Bunge, 26, 25. 
mollis, Blume, 26, 30. 
mncronata, Blume, 26, 27. 
myrtifolia, Champ., 26, 28. 
narcissiftora, Fortune, 26, 27. 
obiusa, Lindl., 26, 26. 
ovata, Lindl., 26, 28. 
pontica. Tar. sinensis , Lindl., 26, 
30. 

punicea, Sweet, 26, 28. 
ramentacea , Lindl., 26, 26. 
ros7nannifolia , Burn, f., 26, 27. 
sinensis, Lodd., 26,30. 
squamata, Lindl., 26, 23. 


Baccharis chinensis, Lour., 23, 420. 
Lioscondis , Linn., 23, 420. 

Salvia, Lour., 33,422. 

Baea, see Boea. 

Beeckea chinensis, Gaertn., 23, 295. 

frutescens, Linn., 23, 295. 
Balauophora Harlandi, Hook. /., 26, 
410. 

Henryi, Hemsl. * , 26,410. 
Hookeriana, Hemsl., mentioned, 
26, 410. 

iiwoluerata, Hook.f., 26, 410. 
Kuroiwai, Mal$ino, 36, 459. 
laxiflora, Hemsl. * , 26, 410. 
minor, Hemsl. * , 26, 410. 
polyandra, Griff., 26, 411. 
sp.?, 26, 411. 

Balanophoreje, 26, 410. 
Baliospermum, Blume , sp. ?, 26, 

444. 

Balsamina chinensis, DC., 33, 101. 
cochleata, DC., 23, 101. 
horiensis, Desf., 23,100. 
raiitila, DC., 23,101. 

Bambusa agrestis, Poir., 36, 444. 
angulata, Munro, 36, 445. 
arundiuacea, Willd., 36, 445. 
Arundo, Klein, 36, 445. 
Beecheyana, Munro, 36, 445. 
breviflora, Munro, 36, 445„ 
Cantori, Munro, 36, 445. 
dumctomm, Hance, 36, 449. 
fiexuosa, Munro, 36, 445. 
floribumla, Zoll. & Mor., 36, 446. 
nana, Boxb., 36, 445. 

Old]lam i, Munro , 36, 446. 
quadrangularis, Fenzi, 36, 443. 
reticulata , Tar. macrophylla, Bupr., 
36, 446. 

stenostachya, Hack., 36, 446. 
sfria<ta, Lindl., 36,447. 

Teba, Miq., 36, 446. 
tessellata, Munro, 36, 446. 

Tulda, Benth., 36, 417. 
tuldoides, Munro , 36, 447. 
vertieillata, Benth., 36, 448. 
verticillata, Hook. & Arm, 36, 

445. 

vulgaris, Schrad., var. striata, 
Gamble, 36,447. 

Banksia speciosa, Koen., 36, 71. 
Barbarea vulgaris, R. Br., 23, 41. 
Barbula sinensis, Lour., 26, 263. 
Barkhwusia repens, DC., 23, 474. 

tenella, Benth., 23, 485. 

Barleria cristata, Linn., 26, 242. 
mpalensis, Nees, 26,242. 
procumbens, Lour., 26,243. 
Barnardia scilloides, Lindl., 36,127. 
Barfchea chinensis, Hook., 23, 300. 
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Bartsia Odontites, Bacls., 36, 459. 
Basella alba, Linn., 26, 351. 
nigra, Lour., 26, 331. 
rubra, Linn., 26, 331. 

Batatas acetoscefolia, Ohoisy, 26,158 
edulis, Ohoisy, 26, 157. 
httoralis, Ohoisy, 26, 158. 
paniculata, Ohoisy, 26,159. 
Bauhinia acuminata, Linn., 23, 212. 
brvoniflora, Franck., 36, 459. 
Ohampioni, Lenth , 23, 212. 
chinensis, Vogel, 23,213. r 

corymbosa, Boxh.,hZ, 212. 
Delavayi, Franck., 36, 459. 
densiflora, Franck., 36, 459. 

Fuberi, Oliver, 36, 459. 
glauca, Wall, 23, 212. 
parv?flora, Vahl, 23, 212. 
parvifolia , Tevsm. et Binn., 23 
212 . 

racemosa, Lam., 23,212. 
retusa, Boxb., mentioned, 23, 213. 
scandens, Linn., mentioned, 23 
213. 

sp., 23, 213. 

tomentosa, Linn., 23, 213. 
rariegata, Linn., 23, 213. 
yunnanensis, Franck., 36, 459. 
JBaumea Brownei, Boeck., 36, 
202 . 

rubiginosa, Boeck., 36, 202. 
Beanmontia brevituba, Oliver , 36, 

459. 

indecora, Baill., 36,459. 
Beckmannia erueseformis, Host, 36, 
405. 

Begonia Augusiinei, Hemsl., 36, 460. 
Bowringiana, Champ., 23, 323. 
Bowringiana, Hurt, 36, 400. 
Brefcsehneicleriana, Hemsl., 36, 

460. 

circumlobata, Haucc, 23, 321. 
cyelophylla, Hook., 23, 321. 
Bielsiana, E. Fritz., 36, 400. 
discolor. Ait., 23, 321. 

Evansiana, Andrews, 23, 321. 
fimbristipula, Hmwe, 23, 321. 
Fordh, Hemsl. *, 23,322; corrected 
to fimbristipula, 490. 
grnndis, Bryan cl., 23, 321. 
Hemsleyana, Hook. /., 36, 460. 
Henryi, Hemsl, *, 23, 322, 490, 
laciniata, Boxb., 23, 322. 
leprosa. Ranee, 23, 322. 
Boxburghii, A. DC., 23,322. 
sinensis, A. DC., 23, 323. 
sp., 23,323. 

Bbgohiaceji, 23,321. 

Beilscbmiedia assamica, Meisn.. 26. 
370. 


Bcifechiniedia chincnsis, Hance, 26, 
370. 

lagii'olia, Fees, 26. 370; men¬ 
tioned, 373. 

Beketowia, Krassn., 36, 460. 

tianscbanica, Krassn., 36, 460. 
Belamcanda chincnsis [00.], 36, S6. 

punctata, Moeuch, 36, 86. 

Belts jaculi folia, Salisb., 26, 548. 
Benincasa ceriiera, Savi, 23, 315. 

hispida, Cogn., 23,315. 

Benthama frag if era, Lindl., 23, 345. 
japonic#, BentAi., 23, 345. 

— vat*, sinensis, Bentli., 23, 345. 
Benzoin citrodomm, Sieb. & Zucc., 

26, 387. 

glaucum, Sieb. & Zucc., 26, 388. 
prmeox, Sieb. & Zucc., 26, 391. 
soiceum, Sieb. & Zucc., 26, 391. 
Thnnbmjii, Sieb. <fc Zucc , 26, 393. 
tnlobmn, Sieb. & Zucc., 26, 392. 
jCBRBEltIDB.E, 23, 30. 

Berbens acuminata. Franck, 36, 460. 
amumisis, Franeb23,32. 
angulosa, Wall., 36,460. 

Bealei , Fortune, 23, 31. 

— var. planifolia [Hook.], Bot. 
Mag., 23, 31. 

braebypoda, Maxim., 23, 31. 
caragancefolkt , BO , 23,163. 
dasystachya, Maxim., 23, 31. 
dinphana, Maxim., 23, 31. 
dictyophylla, Franck, 36, 460. 
Fortunei, Lindl., 23, 31. 
gracilipes, Oliver, 36, 460. 
insignia, Hook.f, 36, 460. 
integerrima, Bunge , 36, 400. 
kore^nn, Falibin, 36,460. 
levis, Franck., 36,400. 
Maxmowiczii, Bogel, 33, 32. 
nepalensis, Spreng., 23, 31. 
pallens, Franck., 36, 460. 
polyanfclm, Hemsl, 36, 460. 
rotanini, Maxim., 36, 460. 
pruinosa, Franck, 36, 460. 
sanguinea, Franck., 36,460. 
sinensis, Dcsf., 23, 31. 
stenopbylla, Hance, 23, 81. 
subtriplinervis, Franck., 36, 460. 
'Tbinibergii, DC., 23, 32. 
vulgaris, Linn., 23,32. 
Wallichiana, DC., 23, 32. 
yunnanensis, Franck, 36, 460. 
Bercbemia congest#, S. Moore, 23, 
127. 

fiaveseens, Wall, 36, 460. 
lineata , Bentli., 23,127. 
lineata, DC., 23,127. 

Loureiriana, DC., mentioned, 23, 
127. 
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Berchemia Poiretiana, 3)0., 23,1*27. 
racemosa, Si eh., 23, 127. 
sessiliflora, Benth 23,128. 
yunnanensis, Franck 36,480. 
Berghaiisia nmtica , Mimro, 36, 387. 

paiula , Munro, 36, 306. 

Bergia ammannioides, Ro.vb„ 23, 72. j 
Berteroa incana , DO., 23, 41. 

Pot an ini, Maxim , 36, 460. 

Beta vulgaris, Linn,, mentioned, 26, 
325. 

Betonica officinalis, Lour., 26,288. 
Betula acuminata , "Wall., 26, 497. 
alba, 26, 496; mentioned, 

497. 

. — mr. mandschuriea, Regel, 26, 

496. 

— rffr. Tauscliii, Hegel, 26, 497. 

— mr. verrucosa, Franck., 26, 

497. 

— wr. vulgaris, Regel, 26, 497. 
albo-sinensis, Bvrkill * , 26, 497. 
alnoides, Buck.-Bam,, 26, 497. 

— iwr. pyrifolia, Franck., 26, 497. 
Bkojpattra , Wall., 26, 497, 499. 

— var. sinensis, Branch., 26,497. 
chinensis, Maxim., 26, 498. 
costata, Trentv., 36, 460. 
cylindrostachys, Wall., 36, 460. 
dahuriea, Pall., 26, 498. 

Delavayi. Franck., 26, 498. 

Ermani, Cham., 36, 460. 
exalata, S. Moore, 26, 498. 

Fargesii, Franck., 26, 498. 
frnticosa, Pall., 36, 460. 
insignia, Franck., 26,498. 

latifolia, Tansch, 36, 460. 

Potanini, Batalin, 26, 498, 
rosea , David, 26, 499. 

Scbmidtii, Regel, 36, 460. 
ntilis, D. Don , 26,429; mentioned, 
497. 

— var. Prattii, Burkill *, 26, 
499. 

verrucosa , Ehrh., 26,497. 

Bidaria tingens, Decne., 26,112. 
Bidens bipinnata. Linn., 23, 434; 
mentioned, 435. 
cernua, Linn., 23,435. 
chinensis , Wail., 23, 435, 436. 
Imcantha , Willtl., 23,436, 
leucorkiza, DO., 23, 435. 
Meyeniana, Walp 23,435. 
parviflora, Willtf., «23,435. 
pilosa, Linn., 23,435. 

— var . bipinhata, Hook, f., 23, 
435. 

temnfoHa, Labill, 23, 436. 
tripartita, Linn., 23, 437. 

WallicW, DO., 23,435. 


Biebersteinia lieterostemon, Maxim., 

23, 97." 

Bifarla Bavidiam, Van Tiegh., 36, 
460. 

fascienlata, Van Tiegh., 36,460. 
Bigelovia lasioiarpa, Wight et Arn., 
23, 392 

Rignonia chinensis, Lam.. 23, 235. 
grandnflora , Tlnmb., 26, 235. 
indica , Linn., 26, 234. 
pentandm, Lour., 26, 234. 
Bi<?noniace.h. 26, 234. 

Biophytmn ReUnvardtii, Edgew., 23, 
99. 

seusitivum, DC., 23, 100. 

Biota chinensis, Hort., 26, 540. 

orienfalis , End!., 26,540. 

Biotin dbcolur, Maxim., 23, 415. 
Bisehofia javanica, Blame, 26,428. 
oblongitblia, Decne., 26,428. 
trifohata, llouk, 26,42S. 

BrxiNE.E, 23, 57. 

Blacliia Pentzii, Benth , 26, 435. 
Blackivcllia fagifoha , Lindl., 23,312. 
Lonreiri , Benth., 23,312. 
pad,iflora. Lindl., 23, 312. 

Bludhia , Thunb., 26, 63 note. 
ernpa, Thunb., 26, 64. 
glabra, Thunb., 26, 65. 
japonica, Thunb., 26, 65 j* 
villosa, Tbunb., 26, 66. 

Blastus cochinchinensis, Lour., 23, 
301. 

j Eindsii, Hance, 23, 301. 
parviflorus , Triana, 23, 301. 

Bletia Gehina, Lindl., 36,19. 
hyacintbina, R. Br., 36,19. 

— var. Gebina, Bhtme , 36,19. 

TankervMice, R. Br., 36, 18. 

Bletilla striata, Reichb. f., 36, 19. 

— var. Gebirne, Reichb. f., 36,19. 
Gebina, Reichb. f., 36, 19. 

Blumeaadenophora, Franck., 36,460. 
alata, DC., 23, 422. 
ametfu/stma, Hance. 23, 420. 
balsamifera, DC., 23, 420, 
barhata, var. serleans, Kurz, 23,422. 
Bodinieri, Vaniot, 36, 460. 
chinensis, Hook, et Arn., 23,420, 
429. 

chinensis, DC., 23, 420. 
crinita, Steetz, 23, 421. 

Dnclouxii, Vaniot, 36,460. 
glandnlosa, Benth., 23,421. 
globata, Vaniot, 36,460. 
glomerata, DC., 23,420. 
gracilis, Dunn, 36,461. 

Henryi, Dunn, 36, 461. 
kieracifolia, Benth., 23, 422. 
hieraeifolia, DC., 23, 421; cf. 420. 



Bluniea hongkongensis, Vaniot, 36, 
461. 

lacera, DC.. 23, 421. 

— var. glandulosa, Hook. /., 23, 
421. 

laciniafca, DC 23, 421. 

Martiniana, Vaniot, 36, -161. 
myriocepbala, DC 23, 421. 
rimcvnata, DC., 23, 421. 
sericans. Hook, f, 23, 422. 
sonchi folia, DC., 23, 421. 
veromcmfolia, Franck., 36, 46f. 
Wightiana, DC., fe, 422. 

Blysmus compressits, Link, 36, 248. 
Blyxa ocionclm Planch., 36, 2. 

Bohun japonica, Miers, 26, 73. 
lancifolia, Miers, 26, 73. 

< myrtacea, Miers, 26, 73. 
ncrnfolia, Miers, 26, 74. 
pr mi folia , Miers, 26, 74. 

Bocconia eordata, WiUd ., 23, 35. 

mierocarpa, Maxim., 36, 461. 
Bodmieria, H. LevdlU, 36, 461. 

tbalictnfolia, H. Leveille, 36, 461. 
Boea Clarkeana, Hemsl. * , 23, 232. 
crassifolia, Hernsl. * , 26, 233. 
dictyoneura, Hance, 26, 233. 
Hancei, C. B. Clarke, 26, 233. 
hygrometrica, R. Br ., 26, 234; 

mentioned, 233. 
rufescens, Franck., 26, 234. 
Swinhoii, Hance, 26, 234. 
Boehmeria alienate , Willd., 26, 490. 
clidemioides, M iq , 26, 487 
cochinchinenm, Spreng, 26, 490. 
C0771GM , Wedd., 26, 484. 
densiflora, Jn?., 26, 484; 

mentioned, 485. 
diffusa, Wedd., 26, 484. 
diversiftoi'a, Miq., 26, 488. 
fmtescens, Thimh., 26, 491. 
gracilis, €. H. Wright * , 26, 485. 
grandiflora, Wedd., 26, 485. 
japonica, var. platani folia , Maxim 
26, 486. 

— var. tricnspis, Hance, 26, 488. 
longisqnca , Franch. & Sav., 26, 

485. 

longispica, St end., mentioned, 26, 
488. 

macrophylla, D. Don, 26, 485; 
mentioned, 484. 

'macrophylla, Sieb. &Zucc., 26,485. 
nivea, Gaudich ., 26, 486. 

— wr. crassifolia, <J. H. Wright * , 
26,486. 

— var. tenacissima, Kew Bull., 26, 

486. 

mtranfha, Miq., 26, 487. 
penduHflora f Wedd., 26, 485. 


Bobhmeria pilosiuscula, Hassk , 26, 
48L 

platanifolia, Franch. f Savaf., 26, 

486. 

platyphylla, D. Don, 26, 487. 

— var. clidemioides, Wedd., 26, 

487. 

— var. japonica, Wedd., 26, 4S8. 

— var. loochooensis , Wedd., 26, 

488. 

*— var. macrostackya, Wedd., 26, 
487; cf. 485. 

— var. scabrella, Wedd., 26, 487. 

— var. stricta, C. H. Wright*, 
26, 487. 

polystacliya, Wedd., 26, 488. 
sidaefolia, Hook. 26, 484. 
sideefolia, Wedd., 26, 485. 
spicata, Thimh., 26, 488; men¬ 
tioned, 485. 

— var. duploserrata, C. H. 
Wright * , 26, 488. 

squatmgera , Wedd., 26, 489. 
tenacissima, Graudich., 26, 486. 
urantha, Biume, 26, 487. 
Weddeliana, Vidal, 26, 484. 
Zollingeriana, Wedd., 26, 488. 
Boekmeriopsis, Komarov, 36,461. 

pallida, Komarov, 36, 461. 
Boenningkausenia albiflora, JReickb., 
23,102; mentioned, 103. 
Boerhaavia diffusa, Choisv, 26, 337. 
repanda, Willd., 26, 317. 
repens, Linn , 26, 317. 

Boltovia incisa, Benth., 23, 412. 

'm die a, Benth., 23, 413. 
japonica, Miq., mentioned, 23, 410, 
Lautpremia, Debeaux, 23, 413. 
pekinensis, Hance, 23, 412. 

Bombax malabarieum, DC., 23, SO. 
pentandnmi , Linn., 23, 89. 
tenebrosum, Dunn, 36, 461. 
Bonnaya braeiiiata, Link cf Otto. 26. 
191. 

grandiflora, Spreng., 26, 192. 
hyssop loides, Benth., 26, 191. 
reptaus, Spreng., 26,392. 
tenuilblia, Spreng., 26,192. 
verbentpfolia, Spreng., 26, 192. 
veronicepfolia, Benth., 26,192. 
veroniesefolia, Spreng., 26, 192. 
Bobagineas, 26,141. 

Borreria discolor, Bentb., 23, 392. 
Boscbniackia hcmalaica, Hook. f. f 
Thoms., 26, 221. 

Bostn/chanthera deflexa, Benth., 26, 
298. 

Botbriospermum aspemgoides , Sieb. & 
Zuec., 26,152. 
hicarinaium , Bunge, 26,151. 
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Bothriospermum bicaruncuhtum , 
Fisch. & Mey.j 26,151. 
chinense, Bunge , 26,151. 
chinense, Fiscli. & Mey., 26, 151. 
Kusnezovrii, Bunge, 26,151. 
secundum, Maxi hi., 26, 131. 
tenellum, Fisch Meg . 26, 152. 
Botryopleuron, Hemsl 36, 461. 
axillare, Hemsl, 36, 461. 
latifolium, Hemsl, 36, 461. 
stenostachyurn, Hemsl., 36, 401. 
venosum, Hemsl ., 36, 461. 

Bournea sinensis, Oliver, 36, 461. 
Bowringia callicarpa,C7K/??z;?.,23,201. 
Boyraia glabnfolia, Champ., 23, 104. 

rutmearpa, A. Juss., 23, 104. 
Brachyactis chinensis, ifor. <£• Branch., 
36, 461. 

ciliata, Lecleh., 23, 417. 
Brachvbotrys paridiformis, ATc/a/?/*., 
26,152. 

Bracbypodium chinense, S. Moore, 36, 
432. 

sylvatieura, Beauv., 36, 431. 
Brachyrampkus ramosissimus, Bentb., 
23,481. 

sinicus, Miq , 23, 481. 
Brachyspatha Konjac, K. Koch, 36, 
182. 

variabilis, Schott, 36, 183. 

Bradlcia mollis , Steud., 26, 424. 
pinnata Roxb, 26,425. 
sinensis , Sieb., 26, 425. 
sinica, G-aertn., 26, 425. 

Brandisia discolor, Hance, 26, 179. 
Hancei, HooJc.f., 26, 179. 
racemosa, Hemsl., 36,461. 
Brassaiopsis ciliata, Dunn, 36*461. 
ficifolia, Bunn, 36, 461. 

Hainla, Seem., mentioned, 23, 338. 
ricinifolta, Seem., 23, 340. 

Brassiea cam pestris, Linn., 23, 46 ; 
mentioned, 47. 
cernua, Thunh., 23, 47. 
chinensis, Linn., 23, 46. 
juncea, Hook./. cf Thoms., 23, 47. 
oleracea , Lour., 23, 46. 
violacea, Linn., 23, 47. 

Brathgs japonica, Blume, 23, 73. 

laxa, Blume, 23,73. 

Braya rubicunda, Branch., 36, 461. 
sinensis, Hemsl., 36,401. 
sinuata, Maxim , 36, 461. 

Bredia Oldhami, Hoole+f., 23, 301. 
Bretscbneidera, Hemsl., 36, 461. 

sinensis, Hemsl., 36, 461. 

Breynia fruticosa, Hook. /., 26, 427. 
officinalis, Hemsl. * , 26, 427. 
patens, Rolfe, 26, 428. 
rbaninoides, Muell, Arg,, 26, 428. 


' Bridelia Fordii, Forbes Hemsl. *, 
26, 419: 

i Lourieri, Hook. & Arn., 26, 419. 

• retusa, Spre?iq., mentioned, 26, 
i 419. 

tomentosa, Blume, 26, 419. 
i Brisa elegans, Osheck , 36, 421. 

I minor, Linn., 36, 422. 

; Bromus a»pe;*, Murr., 36, 430. 

| japonicus, Thunh., 36, 430. 

I patiilus, Mert. & Koch, 36, 430. 
i pancifloras, Hack., 36, 430. 

squurrosus, Man., 36, 431. 
tectorum, Linn., 36, 431. 
Broussonetia Ksempferi, Sieb., 26, 
45o. 

Kazinoki, Sieb., 36, 401. 
monoica, Hance, 26, 455. 
papyrifera. Vent., 26, 455. 

Brucea sumatrana, Boxb., 23,112. 
Bruguiera cyhndrica, Blume, 23,293. 
gymnorrhisa, Engl., 23, 293. 
gynmorrhiza, Lam., 23, 294. 
Rbeedii, Miq., 23, 294. 

Bruuella vulgaris. Branch., 36, 461. 
Bryonia cueumcroides, Ser., 23, 313. 
hastate, Lour., 23, 318. 
scahrella, Linn., 23, 319. 
Bryophvllum calycinum, Salisb., 23, 
280. 

Buchnera coccinea, Benth., 26, 201. 
cruciata, Bitch.-Ham., 26, 201. 
densifiora. Hook. & Am., 26,201. 
phcenicea, Benth., 26, 201. 
strict a, Benth., 26, 201. 

Buckleya Graebneriana, Diets, 36, 
461. 

Henryi, Diels, 36, 461. 
lanceolatn, Miq,. 26, 409. 
Quadriala, Benth. & Hook. f„ 26, 
409. 

Buddleia acutifolia, C. H, IVriqht, 
36, 461. 

albiflora, Hemsl. * , 26, 118. 
alternifolia, Maxim., 26,119, 
asiatica, Lour., 26,119. 
crispa, Benth., 26, 120. 
curviflora, Hook. Am., 26,119. 
enrviflora, hort., 26, 119. 

Davicii, French., 36,461. 
discolor, Bueh.-Ham., 26, 119. 
Giraldii, Bids, 36, 461. 
Hemsleyana, Koehne, 36,4G1. 
intermedia, Carr., 26,119. 
japonica, Hemsl. * , 26,119 in note. 
Lindleyana, Fortune, 26,119. 

— tfar. sinuatodentata, Hemsl.*, 
26,120. 

— var. simmto - denticulate, 
Hemsl. *, 26, 567 — prcee. 



Buddleia Madagascar iensis, Hanee, 
26, 120. 

Keemda, Bucli.-Ham., 26,119. 
officinalis, Maxim., 26, 120; 36, 
401. 

paniculate, Wall., 26, 120. 
variability Hemsl. * , 26, 120. 
Buergeria floribunda, Miq., 23, 201. 

uhovata, Sieb. & Zucc., 23, 23. 
Buettneria aspera, Colebr 23, 92. 
Bulbophyllum affine, Lindl ., men¬ 
tioned, 36,14. • 

bicolor, Lindl., 36J 14. 
chin ease, Reichb. f., 36,14. 
delitescent Hanee, 36, 15. 
odorafcisainmm, Lindl., 36,13. 
radialum, Lindl., 36, 13. 
ret us tune alum, Reichb. f., 36,15. 
tigridum , Hanee, 36, 15. 
Watsonianum, Reichb. f., 36,14. 
yunnanense, Rolfe *, 36, 14. 
Bulbostylis barbata, Kunth, 36, 247. 
capillaris, Kunth , 36, 248. 

— car. trifida, C. B. Clarke , 36, 
248. 

tnfida , Kunth, 36, 248. 

Bungea Sheareri, S. Moore, 26, 203. 
Bumas tcbeliensis, Debeaux, 23, 49. 
Buphthalmmi oleraceum, Lour., 23, 
431? 

Bupleurum Candollei, Wall., 36, 461. 
chtnemis, DC., 23, 327. 
chine nsis, Branch., 23, 327. 
commelinoideum, Boibsieu, 36, 
461. 

falcatum, Linn., 23, 327; men¬ 
tioned, 328. 

gracilipes, Diels, 36, 461. 
longieaule, Wall., 36, 461. 
longiradiafcum, Tares., 36, 461. 
microcephalum, Diels, 36, 462. 
ootoradiatura, Bunge, 23, 327. 
pekinense, Franck. *, 23, 327. 
petiolulatum, Franck., 36, 462. 
sachalinense, F. Schmidt, 36, 462. 
scorzomreefoliam, Willd., 23, 327. 
tenue, Buck.-Ham., 36, 462. 
Vanheurckii, Muell. Arg., 23, 327. 
yunnanense, Franck., 36, 462. 
Burmannia azurea, Griff., 36, 4. 
coelestis, D. Don, 36, 4. 

Dalzieli, Rendle, 36, 4. 
disiachya , R. Br., 36, 4. 
disticha, Linn., 36, 4. 
nepalensis, Hook, f, 36, 4. 

Bp., Griff., 36, 5. 

spica gemma Linnm, Bum., 36, 4. 
Wallichii, Miers, 36, 5. 
Burmanniacble, 36,4. 

BtJRsnUACEis, 23,113. 


Bdtomus/ziwccws, Turcz., 36,191. 
umbellatus, Linn., 36,191. 

— var .junceus, Turcz , 36, 191. 

— var. minor, Ledeb., 36, 191. 
Buxoidcs acideata , Osbeek, 23, 110. 
Buxus chinensis, Link, 26, 419. 

Fortunei , Carr., 26. 418. 

Harlancli, Hanee, 26, 418. 
gaponica, Muell. Arg., 26, 418. 
microphylla, Siob. & Zucc., 26, 41S ; 
mentioned, 419. 

sempervirens, Linn., 26,418 ; men¬ 
tioned, 419. 

sinensis, Link, 26, 418. 
stenophylla, Hanee, 26, 418. 
riven s, Thunb., 26, 411. 
Wallichicma, Baill,, mentioned, 26, 
418, 419. 


Cacalia acomtifolia, Bunge, 23, 449. 
aconitifolia, Miq., 23, 458. 
auriculata, DO., 23, 451. 
bicolor, Roxb., 23, 447. 
bidbosa, Lour., 23, 448. 
coccinea , Sims, 23, 449. 
firmet, Komarov, 36, 462. 
hasiata , Linn., 23, 456. 
ovalis, Ker-Gawl., 23, 448. 
pinmtifida, Lour., 23, 448. 
prucumbens, Lour., 23, 448. 
sagittata, Vahl, 23, 449. 

Cacoticia chinensis, A. Juss., 23, 
294. 

Cactace.e, 23, 323. 

Ca?salpima Bonducella, Fleming, 23, 
205. 

chnensis, Roxb., 23, 206. 
lehbekkoides, DC., 23, 216. 

Millettii, Hook., 23, 205. 
minax, Hanee, 23, 205. 

Morsei, Dunn, 36, 462. 

Nuga, Ait., 23, 206. 
paniculata. Desf„ 23, 206. 
pulcherrima, Suk, 23, 206. 

Sappan, Linn., 23, 206. 
sepiaria, Roxb., 23, 206. 
vernalis, Champ., 23, 206. 
C/ESALPINIB'E, 23, 205. 

Cajanus bicolor, DC., 23, 195. 
flams, DO., 23,195. 
indicus, Spreng., 23, 195. 

Caladium odoratum, Roxb., 36,184. 

odorum , Lindl, 36,184. 
Calamagrosfcis arundinacea, Rotb, 36, 
395. 

brachytricha, Steud., 36, 396. 
collina, Franch,, 36,396. 
epigejos, Roth, 36, 391. 

— var. densiflom, Ledeb,, 36,391, 
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Calamagrostis hakonensia, Franck. 
Sav., mentioned, 36,394, 
Langsclorfu, Trin,, 36, 391. 
moupinenm , Franck,, 36, 395. 
Onoei, Franc ft 36, 392. 
pulckella, Griseb., 36, 395, 
robusta, Franck, cf Sac., mentioned, 
36, 397. 

sackalinensis, Fr. Schmidt, 36, 395. 
scabrescens, G-riseb., 36, 395. 

— Tar. daiior, Griseb., 36, 393. 
sciur aides, Franck, & Sav., 36, 
39S; mentioned, 393. 
sylcatica , DC., 36, 395. 

■yillosa, Maid, 36, 392. 

— var. Langsdorfii, Hack., 36, 391. 
Calainintha chinensis, Benth 26, 

283. 

Glinopodium, Benth., mentioned, 
26, 283. 

— var. chinensis, Miq., 26, 283. 

— var. urticifolia , Hance, 26, 
283. 

confinis, Hance , 26, 283. 
gracilis, Benth., 26, 283. 

— var . densiilora, Franck. £ Sav., 
26, 283. 

repens, Benth., 26, 284. 
sp. nov.?, 26, 284. 
umbrosa, Benth., 26, 284 ; men¬ 
tioned , 283. 

— -var. jaaonica, Franck. & Sav., 
26, 284. 

Calamus formosanus, Beer., 36, 
170. 

Heoryanus, Becc., 36,170. 
Margarita*, Hance, 36, 170. 
tetradaetylus, Hance, 36, 170. 
tkysanolepis, Hance, 36, 170. 
Walkeri, Hance, 36, 170. 

Calantke alpina, Hook., 36, 462. 
angusta, Lindl, 36, 24. 
aronata, Bolfe, 36, 25. 
biloba, Limit, 36, 462. 
brevieornu, Lmdl., mentioned, 36, 
25, 26, 27. 

bueeinifera, Bolfe, 36, 25. 

Davidi, Franch., 36, 25, 462. 
Delavayi, Franck „ 36, 462. 
eoarinata, Bolfe, 36,25. 
ensifolia, Bolfe, 36, 25. 

Fargesii, Franck., 36, 46*2. 
firabriata, Franck 36, 462. 
formosana, Bolfe, 36, §5. 
gracilis, Lindl., 36, 25. 

Hancockii, Bolfe , 36, 25. 

Henryi, Bolfe, 36, 25. 
herbacea, Lindl., 36, 26. 
lamellosn, Bolfe, 36, 26. 
megalopba, Franck., 36, 462. 
LINK. JOUBX.—BOTANY, VOL. X: 


Calanthe plantaginea, Lindl., ifien- 
tioned, 36J 26. 
puberula, Lindl., 36, 26. 
pusilla, Franck., 36, 4C2. 
sp., 36, 27. 

speciosa, Yieill., 36, 18. 
slriata, B. Br mentioned, 36, 25. 
tricarinata, Lindl., 36, 26. 
veratnfolia, B. Br., 36, 26. 
yunnanensis, Bolfe * , 36, 27, 
Calimeris altaica, Hees, 23, 408. 
algmides, DC., 23, 409. 
biennis, Lecleb.,#53, 412. 
chinensis, Sch.-Bip., 23, 108. 
ciliata, A. Gray, 23, 409, 416. 
cihosa, Turcz.. 23, 408, 416. 
coronata, Scb.-Bip., 23, 409. 
hispida, Nfees, 23, 412. 
invisa, DC., 23, 412. 
iniegnfoUa, Turcz., 23, 412. 
tatarica , Lindl., 23, 412. 

Galhrya tomentosa, Eudl., 23, 159. 
Oallianthemuu i cachemirian um, 
Gamb., 23, 12. 

Callicarpa americana, Lour., 26, 

252. 

breviceps, Hance, 26, 252. 
brevipes, Hance, 26, 252. 
cana, Linn., 26, 252. 
formosana, Bolfe, 26, 252, 254. 
gracilis, Sieb, & Zucc., 26, 254. 
in can a, Roxb., 26, 255. 
integrifolia, Champ., 26, 253. 
japoniea, Thumb., 26, 253; men¬ 
tioned, 252. 

longifolia, Hance, 26, 253. 
longifolia, Hook,, 26, 252. 
longifolia, Lam.. 26, 253; men¬ 
tioned, 252, 254. 

— var. brevipes, Benth., 26, *252. 

— japonica, DC., 26, 253* 

— var. longissiina He nisi. * , 26, 

253. 

— var. suhglahra, Sehau., 26, 253. 
macrophylla, Yahl, 26, 254. 
mollis, Sieb. if Zucc., 26, 254. 
nudiflora. Hook. & Am., 26, 255. 
pilosisstma, Maxim.. 26, 254. 
purpurea, Juss., 26, 254; men¬ 
tioned, 252. 

Reevesii, Wall., 26, 254, 
Bo.vhurahii, Sobau., 26,255. 
rubella, Lindl., 26, 255, 
temtifolia. Champ., 26, 255. 
tomentosa, Willd., 26, 255. 
triloba, Hour., 36,255. 
vastifoiia, Bids, 36, 462. 

Zollingeriana, Sehau., 26, 254. 
Calligonum asperum, Lour., 23, 22. 
Callhtemma hortense, Cass., 23, 407. 
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Caliistepbus biennis, Lindl., 23, 
41.2. 

chincnsis, ISfees, 23, 407. 
boi'tensis, Cass., 23, 407. 

Callitriche aquatica, DC., 36, 462. 

verna, Linn., 23, 293. 

Caloeedrus maerolepis, Kurz, 26, 
540. 

Calodium cochinchinensis, Lour., 26, 
393. 

Calogyne chinensis, Benth., 26, 1. 
Calonyction speciosum , var. murka- 
tum, Choisy, 2|6, 163. 

— var. vulgare, Choisy, 26, 15S. 
Calophyllum Inophyllum, Linn., 23, 
74. 

membranaceum, Garchi., 23, 74. 
spcctahile, Hook., 23, 75. 
Calorhabdos axillaris, JBcnth. 
Hook./.. 26,195. 

Brunoniana, Benth., 36, 462. 
cauloptera, Ranee , 26, 195. 

Fargesii, Franch., 36, 462. 
latiiblia, Hemsl. * , 26, 196. 
stenostachya, Hemsl. * , 26, 196. 
sutclmenensis, Franch., 36, 462. 
venosa, Hemsl. *, 26, 197. 
Calosmuhcs Mica, Blume, 26, 234. 
Caloscordum exsertum, Baker, 36, 
131p. 

nerinifdhtm, Baker, 36, 120. 
Calotropis gigantea, R. Br., 26, 
102 . 

Calycanthace;g, 23, 22. 

Calycanthus prescox, Linn., 23, 22. 
Calypso japonica, Maxim.. 36, 462. 
Calyptranthes mangifcnfolia, Hance, 
23, 297. 

Calysacrion chinense, Walp., 23, 75. 
Catysphyrum jloridum, Bunge, 23, 
' 368. 

paitdjlorum, Bunge, 23, 368. 
Calystegia acetosiefolia, Turez., 26, 
164. 

clahurica, Choisy, 26,163. 
kederacea, Wall., 26, 164; men¬ 
tioned, 166. 

pellita, Ledeb., 26, 164. 
pubescens , Lindl., 26,1(54. 

Sepiurn, R. Br., 26, 164. 
Soldanella, R. Br., 26, 165. 
suhrolubilis, Ledeb., 26, 164. 
Camellia anemoniflora, Seem., 23, 82. 
assirnilis, Champ., 23, 80. 
axillaris, [Roxb.1 Bot. Reg., 23,80. 
Bohea, Griff., 23, 82. 
caudata. Wall., 23, 80 
drupifera. Lour., 23, 80. 

Ediths, Ranee, 23, 81. 
euryoides, Lindl., 23, 81. 


Camellia fralerna, Ho nee, 23, SI. 
gracilis, Hemsl , 36, 462. 

Grijsii, Hance, 23, Si. 
kongkongensis, Seem., 23, 81. 
integrimia, Choisy, 26, 379. 
japonica, Champ., 23, 81. 
japonica, Linn., 23, 81. 
maliflora, Lindl., 23, 82. 
oleifera , Abel, 23, 82. 
oleosa , Lour., 23, 82. 
reticulata, Lindl., 23, 82, 
rosmflora, Hook., 23, 82; men¬ 
tioned, 83. 

salicifolia. Champ., 23, 82. 

Sasanqua, Thunh., 23, 82; men¬ 
tioned, 81. 

— var. amnion flora, Seem., 23,82. 

— var. strict a, Edwards, 23, 82. 
spectabilis, Champ., 23, 82. 

Thea, Link, 23, 82. 

thei/era, Griff., 23, 82. 
iheiformis, Hance, 23, 81. 
vindis. Link, 23, 83. 

Camirtiim cordifolium, Gaertn., 26, 
434. 

Campanula canescens, Wall., 26, 8. 
chrysosplenifolia, Franch, 36,462. 
riremoides, F. Schmidt, 26, 9. 
colorata, Wall.. 26,9; mentioned, 
10 . 

crenulata, Franch., 36,462. 
Belavayi, Franch., 36, 462. 
fulgens, Wall., 26, 9. 
gtmtianoides, Lam., 26, 5. 
glomerata. Linn., 26, 9. 
grandflora, Jaeq., 26, 5. 
nobilis, Lindl , 26, 10. 
re mol flora, Sieb. & Zuee., 26, 13. 

1 vcCnnieifolia, Hance, 26, 10 ; men¬ 
tioned, 9. 

miicitlata, Pall, 26, 14. 
j Cam pa no la cue, 26, 2. 

1 CampannmocJi uxillaiis, Oliver , 26, 7. 

; edehica, C. B. Clarke, 26, 7, 8. 

I japonica, Maxim., 26, 8. 
javimica, Blame, 26, 8. 
lancet data, Sieb & Zueo., 26, 5. 
pilosula, Franch., 26, 8. 

Iruncatu, Wall., 36, 462. 
villmnla, Branch., 26, 8. 
j Camphora chinensis, Nees 26, 372. 

; Barthenoxylon, Nees, 26, 372. 
i Campsis adrepens. Lour., 26, 235. 

| Fortune,i, Seem., 26,180. 

\ Camptotheca acuminata, Beene., 23, 
| 340. 

! Campideia cnccinea, Hook., 26, 

j 201. 

Campy landm Watt it , Hook, f., 36, 

1 114. 
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Campglotrogis chinensis , Bunge, 23, 
182. 

Canamga odor at a, Hook. f. & Thoms., 

23, 27. 

Cananum album, Baeusch., 23, 113. 
Pimela, Kon ., 23, 113. 
sineme, Humph., 23, 113. 

Canavalia ensiformis, DC'., 23, 192. 

— vrtr. turgida, Baker , 23, 192. 
gladiata, DC., 23, 192. 
obtusifolia, DC., 23, 192. 

Canna chinensis , Willd., 36, 74. 
indica, t’ar. onentalis, Hook., 36, 
73. 

indica, Linn., partim, 36, 73. 
juncea, Betz., 36, 74. 
orientalis , Bose , 36, 73, 

Cannabis chinensis, Del., 26, 453. 
sativa, Linn., 26, 453. 

— var. chinensis , Branch., 26, 
453. 

Cnnsjera lanceolate, Benth., 23, 115. 

Eheedii, Gnieh, 23,115. 

Canthium chinense , Pers., 23, 381. 
didymum, Gaertn-., 23, 384. 
diihinm, Lindl., 23, 384. 
horrid uni, Bentb., 23, 385. 
parrifolium, Roxb., 23, 3S5, 
undulatiun , Champ., 23, 385. 
Capnorchis spectahilis, Borck., 23, 
36. 

Capparidejs, 23, 50. 

Capparis cantomeims, Lour., 23, 51. 
falcata , Lour., 23, 51. 
flexicaulis, Hance, 23, 50. 
formosana, Hemsl ., 36, 462. 
hainanensis, Oliver, 36, 462. 
hastigera, Hance, 23, 51. 

Henry i, Mat sum., 36, 462. 
magna. Lour., 23, 51. 
mem brans wea, Gardn 23, 50. 
pumila, Champ., 23, 51. 
sriaphifa, Hance, 23, 51. 
sepiaria, Linn., 23, 51. 

Swmboii, Hance, 23, 51. 

Capri foliace.e. 23, 347. 

Capri folium loiufifiorum , Lindl., 23, 
367. 

Capseila Bursa-pastoris, Moench, 23, 
48. 

Capsicum annuum, Linn., 26, 169. 
baecatum, Linn., 26,189. 
frutescens, Linn., 26, 169. 
sinense, Jacq., 26,469. 

Caragana AUagana, Poir,, 23, 163. 
Oharalagu, Lam., 23, 163. 
chinensis , Turcz., 23, 163. 
crassieauhs, Benth., 36, 462. 
frutescens, DC., 23, 163. 
Gerardiana, Bogle , 36, 462. 


Caragana mierophylla, 23, 163. 

rosea, Turcz., 23, 163. 

Caraliia integerrima, DC., 23, 294. 
sinensis, Arn., 23, 294. 
zeylanim, Arn., 23, 294. 

Cardamine Ckelidoma, Linn., 23, 
44. 

cireasoides, Hook. f. § Thoms., 36, 
462. 

Delavayi, Franch , 36, 462. 
Engleriana, Schulz, 36,462. 
fexuosa, Engl., 36, 463. 
frag irifolia, Schulz, 36,463. 
Griffithii, Hook. /. cf Thoms., 23, 
43. 

hir&uta, Linn., 23, 43. 

— Mihsp. flexuosa, Withering, 23, 
43. 

Impatiens, Linn., 23, 43. 
insignis, Schulz, 36, 463. 

Lamontii, Hance, 23, 43. 
i leucauiha, Tauseh, 36, 463. 

| lyrata, Binige, 23, 43. 

| macrophylla, Willd., 23, 43. 

i microzygn, Schulz, 36, 48^ 

I multkaulis , Hoppe, 23, 43. 

i multijuga, Fmnch., 36, 463. 

| paradoxa, Hance, 23, 44. 

I pnrvi flora, Linn., 23, 44. 

| pratensis, Linn., 23, 44. • 

| — var. ?, 23, 43. 

prorepens, Fisch., 36, 463. 
scaposa, Franch., 23, 44. 
stenoloba, Hemsl., 36, 463. 
sylmticd. Link. 23, 43. 
Tangutorum, Schulz, 36, 463. 
ten ui folia, Turcz., 23, 44. 
ttmbrosa , Andrz., 23, 43. 

Urbaniana, Schulz, 36, 463. 
viohfblia, Schulz, 36, 46*3. 
yuunanen&is, Franch., 36, 463. 
Cardiandra alternifolia, Sieh. 4' Zucc., 
23,278. 

sinensis, Hemsl., 36, 463. 
Cardiospernium canescens, Wall., 23, 
138. 

Corindum, Linn., 23,138. 
Halicaeibum. Linn , 23,138. 
microcarpum, H. B. K., 23,138. 
Carduus acaulis, Thnnb., 23, 461, 
chinensis, DC., 23, 461. 
erispus, Linn., 23, 460. 
japmiicus, Franch., 23, 401. 
lanceolatus, Lour., 23, 461. 
linearis, Thunb., 23, 461. 
multi flat us, DC., 23, 461. 

Segetnm , Franch., 23, 462. 
tvberosus, Linn., 23, 462. 

Garex abaeta, L. H. Bailey, 36, 
298. 

2 O 2 
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Cares'acutifor mis, Ehrh., 36, 209. 
agglomerate j C. B. 'Clarke i: , 36, 

m 

admta, Miq , 36, 301. 
albomas, C. B. Clarke *, 36, 270. 
allnformis, C. B. Clarke * 38, 

27°. 

alopeenroides, D. Bon, 36, 271. 

— var chlorostaehva, C. B. Clarke*, 
36, 271 

alt a. Boot!, 36, 272. 

— var. Roebebruni, Brand?., <*36, 
272. * 

mnvrensis. Tvuek., 36, 273 
amjustierurh, Franch., 36, 313. 
rwomala , Boott, 36, 287. 
antherirotdes , Presl, 36, 290. 
ophanolepls , Franch , 36, 292. 
arenicola, F. Schmidt, 36, 272. 
aruyrolepis, Maxim., 36, 301. 
arisfata , Boott. 36, 272. 
aristaia, E. Br„ 36, 272. 

— var. ortbostaehys, C. B. Clarke*, 
36, 272. 

Arnellii, Christ , 36, 273. 
arrirlens, C. B. Clarke, mentioned, 
36,300. 

ascot re (a. Franch., 36,2S2. 
at rata, Linn., 36, 274. 

— xai>:, 36, 284. 
alrofusca , Sehfcuhr, 36, 317. 
bn (vans Fees. 36, 274. 
hnsiflura, C. B. Clarke * 36, 274. 
bella. C. B. Clarke, 36, 314. 
benqalenm, Bueok., 36, 280. 
henghdensis, Eoxb, 36, 281. 
bidentnla, Franch , 36, 27a. 
biwensis, Franch , 36, 275. 
Bodinicri, Fra neb.. 36, 296. 
Bongardi, Boott, 36, 275, 276. 

— var., 36, 318. 

Unfit tiaua, Hook, tf’ Am., 36, 
275 

— var. braeteo&a, C. B. Clarke*, 
36, 275. 

breviculmis, E. B?\, 36, 27G; 
mentioned, 277. 

bmicuspis, C. B, Clarke *, 36, 
277 ; mentioned, 275 
Bnzopgrum, Kunze, 36, 272. 
Bruwnii, Tucker?n., 36, 277. 
brunnea, Thunh., 36, 278; men¬ 
tioned, 299, 311 (brnnea). 
hulham, Boott, 36, 277. 

Bnngcana, Debeaux, 36, 289. 
Bu.rh(tumii , Franch., 36, 288. 
ciespitosa, Linn., 36,278. 
t (cspitosa, Linn., partim, 36, 287. 
ca-spitosa, JPalmst., mentioned, 36, 
288. 


Cares capillacoa, Banff, 36, 278 ; 
mentioned, 275, 295. 

— var. ijunaanensis, Franch., 36, 
278. 

capilli form is, Frandi., 36, 279; 

mentioned, 313. 
capitellaia , Boiss.. 26, 278. 
cardiolepis, Fees, 36, 279. 
calm, Booth 36, 307. 
cercidaseus, C. B. Clarke*, 36, 
279. 

cereostadn/s, Franch., 36, 267. 
cernua, Boott , 36, 279. 
err an a, Franch., 36, 280, 300. 
ch&torrhba, Franch.. 36, 272. 
chmensis, Beta., 36, 2S0. 
chlorosfcrchi/a, I). Don, 36, 271. 
clandestine?, Good., 36, 290. 
Ctmnnrrsoninna , Kunth, 36, 278. 
condensata , Franch., 36, 281. 
condensate,, Fees, 36, 280. 
cornea, Boott, 36, 280. 
con social is, Steud, 36, 271. 
eontimm, C. B. Clarke, 36, 281. 
cmnostachys, Franch 36, 281. 
erueiata, Franch., 36, 280, 281. 
cruciata, Wahlenb ., 36, 281. 
eryptostachys, Bram/n 36, 281. 
enraica, Franch. & Sav„ 36, 272. 
cylindrostachys, Frandi ., 36, 282. 
cijrfosiadu/s, C. B. Clarke, 36, 
282. 

Davidi, Frandi., 36, 282; men¬ 
tioned, 2SG. 

decidua, Boott, 36, 2S7. 

Delavayi, Frandi 36, 282. 
dichroa, Franch.. 36, 314. 

Dickinsii, Franch .. 36, 282. 
digitate, Linn., 36, 283. 
dinwrplidcpis, 8tend., 36, 300. 
dine tiros, (\ B. Clarke *, 36, 283. 
disco idea, Boott, 36, 270. 
dispa lata, Burnt f, 36, 283. 
distich?, DC., 36, 201. 
divnlwi, (food 36, 311. 

Boniana., 8preng., 36, 271, 

— var., 36, 292. 

drepanorrhvneha, Franch 36, 
284. 

dtywophila, Turez., 36,272. 
Duthiei, C\ B. Clarke, 36, 2S4. 
Dnvalia-na, Frandi. $ Sac., men¬ 
tioned, 36, 318. 
echinata, Bupck., 36, 311. 
cchinata, Murr., 36, 311. 
Emodornm, Spreng., 36, 271. 
excurva. Boott. 36, 300, 

Fabri, Hance, 36, 278. 
falcate, Turez., 36, 317. 
fallaic, 8teud., 36, 301. 
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On rex Farr/etii, Frnueli , 36, 306. 
lastigiara, Fran ah , 36, 284. 

Fedia, Noes, 36, 318. 
ferruginea. Scop., 36, 284. 

— var. tatsiensis, Fraud., 36, 
284. 

filieina, Kern, 36, 285. 

filipes, Franch. § Sav., 36, 2S5; 

mentioned, 300. 
finitima, Boott, 36, 285. 

Jluviatilis , 0. B. Clarke, partiin, 
36, 316. 

folliculata , Rudge, 36, 298. 
foraramata, C. B. Clarice * 36, 
2S5. 

Foi*besii, Q. B. Clarke*, 36, I 

286 . ; 

Borficula, Franch cf >S'a^. s 36, 2S6; i 

mentioned, 311. 

fragilis, Boott, mentioned, 36, j 

a96. ! 

gentilis, Franch., 36, 286; men¬ 
tioned, 299. 
gibba, Boott, 36, 2S7. 
gibba, Wahl cub., 36, 287. 

Godenown, err. tjp., 36, 287 = 
seq. 

Goodenovii, J. Gay, 36, 287; 
mentioned, 278. 

gracihrosiris , Branch., 36, 313; 

mentioned. 300. 
gracilis, R Br., 36, 278. 

Hancei, C. B. Clarke*, 36, 288. 
Hancockiana, Maxim , 36, 288. 
Harlandi, Boott , 36, 289. 
kebecai'pa, 0. B. Clarke, 36, 297. 

— var., 36, 297. 

Henrvi, (X B. Clarke * 36, 295. 
heterolepis, Bunge, 36, 289; men¬ 
tioned, 315. 

heterostaeliya, Bunge, 36, 289. 
hirta, Bobs , 36, 318. 
hongkungensis, Branch., 36, 29*4. 
humilis, Lcysser, 36, 290. 
iehangensis, C, B, Clarke*, 36, 
290; mentioned, 279. 
imnmnis, C B. Clarke *, 36, 290. 
incurva, Light/., 36, 291, 
indha , Mtinro, 36, 281, 
indica, Nees, 36, 280. 
imtaldUs, Boott*, 36, 292, 
intermedia, Good.. 36, 291. 
isclmostfiehja, Stead., 36, 292. 
daokiuna, Boott, 3@, 292 

— vur. minor, V. B. Clarke, 36, 
292. 

japonica, Boolt, 36, 271, 299. 

— varr., 36, 271. 

jnponiea, 7 htnb,, 36, 292; men¬ 
tioned, 299. 


Carex lamprosandra, Franch,, 36, 
293 

lanceolata, Boott, 36, 303. 

— var. 'macrosaudra, Branch., 36, 
303. 

laneifolia, G B. Clarle*, 36, 293. 
Langsdor/tii, Boott, 36, 270. 
laticeps, Franch 36, 293. 
Lehmanni, Brej., 36, 293. 

Iciocarpa, Franck., 36, 294. 
leioearpa, C. A. Meg., mentioned, 
36, 294. 

leiorrhjncha fC. A Me?/., 36, 294. 
lenticular is, D. Boil, 36, 304. 
leucochlora, Bunge, 36, 276. 
ligata, Boott, 36, 294 ; mentioned, 
300, 311. 

ligulata, Fees, 36, 294. 

— Tar. angudifolia, Boott36, 
292. 

— var. minor, Boott * 36, 297. 
lithosperma, Borst,, 36, 200. 
litorrhyncha, Franch., 36, 295. 
littorea, Labill., 36, 307. 
longerostrata, C. A. Meg., men¬ 
tioned, 36, 288, 3( IS. 

longicruris, Diels, 36, 295; men¬ 
tioned, 287. 

longieruris, Fees, 36, 295. 

— var. Henrvi, C. B. Clarke *, 36, 
295. 

longipes, B. Bon, 36, 295. 
longistolon, French , 36,190. 
longkiensis, Franch 36, 290. 
luetuosa, Franch., 36, 291. 
macroeephala, Spreng., 36, 290. 
macrorragneha, Kar. & Kir., 36, 
303. 

maculata, Boott, 36, 297. 
manea, Boott, 36, 297 ; mentioned, 
309,310,311. 

— var. HurlantU, Boott, 36, 289. 
manciformis, Franch., 36, 297. 
marginaria, Branch,, 36, 283, 284. 
3V1 aubertiana, Boott, 36, 297. 
NaxhnuivicxU, Boeek., 36, 273. 
Maxhnowiczii, Miq., 36, 300. 
melinacra, Franch., 36, 298. 
micans, Boott, 36, 297. 
Miebauxiana, Boeek., 36, 298. 

■ mieroglocbin, JVahlenb 36, 298. 
microstoma, Franch., 36, 29S, 
299. 

Midichho feri, Schkuhr, 36, 284, 
Mielichhofcri, Sm., 36,317. 
mollicula. Boott, 36, 277. 
Momiddpha, Boott, 36,815. 
Moorcrofhi, Branch., 36, 317. 
raosoynensis, French., 36, 299. 
Mowskei, Miq.. 36, 292. 
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Carex moupinensis, Fraitch 36, 209. 
hudtmervia. Kuek., 36, 21)8. 
muneata , Boott, 36, 272. 

Italians, Franch., 36, 267. 
narm, Boott, mentioned, 36, 278. 
nemostnchys, St cud , 36, 300. 
ncurocarpa, Maxim., 36, 300. 
nexa, Boott, 36, 300. 

'tiofha , Baker, 36, 286. 
notha, Kuntk, 36, 286, 298. 

— Tar., 36, 286. 

nubigena, JD. Bon , 36, 800. * 

— inr. fallax, G f B. Clarke*, 36, 
SOL 

nupfialis, Boott , 36, 275. 
nutans, Host, 36, 301; mentioned, 
289. 

— van. pumila, Boeck., 36, 307. 
obscura, Sees. 36, 802. 
ontnkensis, Franck. § Sav., men¬ 
tioned, 36, 278. 

oxgphylJa, Branch., 36, 292. 
pnehyrrhm, Frcinch., 36, 302. 
pallessens, Linn., forma, 36, 299. 
paludosa , Good., 36, 269. 
panicea, Bunge, 36, 313. 
panieea ,Linn., 36,302; mentioned, 
313. 

parva, Secs, 36, 302. 
/w&«s, f Fran<ih., 36, 271. 
pediformis, C. A. Met/., 36, 303. 

— car. macrosandra, C.B. Clarke*, 
36, 303. 

— car. ro.-trata, Maxim., 36, 303. 
Pciktvsanl, Komarov, 36, 28S. 
petrrn , Sehkuhr, 36, 309. 
pliaeodes, Sprenij., 36, 303. 
phncota, Franch., 36, 279. 
pkarnfa, Spreng., err. fcyp., 36, 

303. 

phnenoearpa, Franck .. 36, 304. 
phteostachpa, Sm., 36, 317. 
pirta, Boott, 36, 30G. 

Pierotii, Mil/., 36, 304. 
pisiform is, Boott, 36, 304; men¬ 
tioned, 277. 

plat} car pa, Steud., 36, 304. 
pocilliformis , Boott, 36, 315. 
pollens, C. B. Clarke *, 36, 305, 

— car. angustior, C. B. Clarke *, 
36, 305. 

preecox, Franch., 36, 270 
pneeux, Jacq , 36, 270. 

Prainii, C. B. Clarke*, 36, 305. 
Pratt it, Franch., 36, 317. 
prava, Boott, 36, 811. 

Preseottiana, Boott, 36, 306 ; men¬ 
tioned, 280, 

pruinosa, Banff, 36, 306. 

— var. pitta, Boott, 36, 306. 


Oarex psycruphila, Sees, 36, 306. 
pier ole pi a, Frau eh., 36, 801, 
pterolonia, Kunze, 36, 287. 
pithcrula, Boott, 36, 276 
pumila, Thunk ., 36, 807; men¬ 
tioned, 286. 
rara, Palibin, 36, 278. 
remota, Linn ., 36, 307. 

— car. rep tans, Franch., 36, 308. 

— var. Kochebruni, C. B. Clarke *, 
36, 307. 

remota, Thunb., 36, 2S7. 
repanda, C. B. Clarke , 36, 308. 
retrorsa, Palibin, 36, 282. 

— var. minor, Boott * , 36, 282. 
retrorsa, Schwein., 36, 283. 

Bet Si, Nees, 36, 2S0. 
rliynehophora, Franch., 36, 308. 
ripens, L. Bail., 36, 315. 
rigida, Good., 36, 80S; mentioned, 
296. 

rig id ula, Franch. *, 36, 275. 
ringens, Boott, 36, 277. 
Bingoldiana . Boott,, 36, 292. 
Boeheh'tiui, Franeb., 36, 272. 
roslrata, Mu*h., 36, 298. 

Bony an a, Franch., 36, 309. 
Boylmna, Nees, 36,276. 
rubrobrunea, C. B. Clarke, 36, 

309. 

ruhro hrunea , Franch., 36, 304. 
rupestris, All., 36, 309. 

Sampsoni, Fiance, 36, 309; men¬ 
tioned, 288. 

sax at His, Oeder, 36, 308. 
scaposa, C. B. Clarke, 36, 309. 
sclerocarpa, French,, 36, 310. 
Svopnliana, Willd,, 36, 284. 
scotica , Spreng., 36, 317. 
setchuelists, Franch., 36, 312. 
setosa, Boott, mentioned, 36, 310, 
shimidzensis, Franch ., 36, 280, 
siccata, Franch., 36, 291. 
siderowticta, Hauer , 36, 310. 
sitnplicminta, F. Mu ell., 36, 278. 
Bimulans, C. B. Clarke *, 36, 

310. 

sociata, Boott, 36, 311. 
songarica, Franch., 36, 289. 
songoriea, Kar. $ Kir., 36, 289. 
Souliei, Franch.,'36, 302. 
Spachiana, Boott, 36, 311. 
sparsimix, Franch., 36, 285. 
stachydesma,' Franch., 36, 813. 
stellulata, Good., 36, 311. 
stenantba, Franch. & Sav., 36, 

311. 

sternalepis, Franch., 36, 311. 
stenophyila, Wahlenh., 36, 312. 
fetipitinux, Franch 36, 312. 
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Car ex siramenidia. Franch., 36, 2S1. 
striata, Ii. Br., 36, 277. 

6 uberea, Boott, 36, 304. 
sutchuensia, Franck., 36, 312. 
sylvatica, Hitch., mentioned, 36, 

274. 

sylvatica , Maxim., 36, 273. 
sylvatica , Turcz., 36, 273. 
taliensis, Franck., 36, 313. 
tapintzeusis, Franck., 36, 313. 
tenebrosa, Boott, 36, 313; men¬ 
tioned, 275. 

tenuissima, Boott, 36, 313. 
thibetiea, Franch ., 36, 314; men¬ 
tioned, 2S4. 

Thompson!, Franch., 36, 314. 
Thomsoni, Boott, 36, 314. 
Tonnerrei, C. B. Clarke * , 36,314; 

mentioned, 299. 
transversa, Boott, 36, 314. 
Trappistarum, Franch , 36, 315. 
tnchocarpa, Muhl., 36,272; men¬ 
tioned, 273. 

■— var. orthostackys, Kuek., 36, 

272. 

trichostyles, Franch., 36, 292. 
tristaehya, Thunb., 36,315. 
truucatigluma, C. B. Clarke *, 36, 

315. 

tsangensis, Franch., 36, 316. 
Turczan howiana, Meinsh., 36, 

273. 

tn mid a, Boott, 36, 316. 
uncimides, Boott, 36, 269. 
unisexualis, C. B. Clarke *, 36, 

316. 

Urvillei, Brongn., 36, 307. 
ustulata, Wahlenb., 36, 307; men¬ 
tioned, 284. 

vaginata, Tansck, 36, 317. 
vahda, Nees, 36,281. 
vesicaria, Linn., 36, 317. 
villoaa, Boott, 36, 318. 
vulgaris, Fries, 36,287; mentioned, 

275. 

— var. alpha, Boott, 36, 308. 
wahuensis, Boott, 36, 275, 318; 

mentioned, 276. 

Wallichiana, Brcscoft, 36, 318. 
Wightiana , Boott, 36, 308. 
Wilfordii, C. B. Clarke * , 36, 318. 
.vanthopht/sa, varr. nan a & minor, 
Dewey, 36, 298. 
yedoensis. Boeck., 36, 301. 
yunnanensis, Franch ., 36, 319. 
Zolhngeri, Kunze, 36, 300. 
Zoltingeri , Steud,, 36, 271. 

Carissa Cara?ulas t Linn., 26, 94. 
Carlesia, Bit mi, 36, 463. 
sinensis, Dunn, 36, 463. 


Carmona heterophylia, Car., 26, 144. 
Carolinella, Hemsl., 36, 463. 
cordifolia, Hemsl., 36, 463. 

Henryi, Hemsl. , 36, 463. 

Carumjlon indie am, Wight, 26, 331. 

rccurvum, Moq., 26, 331. 

Carpesium abrotanoides, Linn., 23, 

430. 

Atkinsoniana, Hemsl., 36, 463. 
cernuum, Linn., 23, 430. 

— var. lanatuni, C. B. Clarke, 23, 

431. 

— var. tracket* fulinm, C. B. Clarke, 
23, 433. 

eximmro, Winkl., 36, 463. 

Faberi, Winkl., 36, -163 
hunnle, Winkl., 36, 463. 

Lipskyi, Winkl., 36, 463. 
minus, Hemsl*, 23, 431 ; men¬ 
tioned, 493. 

trachehfolium, Less., 23, 431. 
triste, Maxim.. 36, 463. 
velutmuin, Winkl., 36, 463. 
Carpinus cordata. Blame, 26, 501. 

— var. ohmensis, Franch., 26,50l. 
faginea, I Audi., 26, 501. 

Fargesii, Franch., 26, 501. 
laxiflora, Blume, 26, 501. 

— var. Davidi, Franch., 26, 501. 

— var. Fargesii, Burk ill * , 26, 
501. 

— var. maerostachya, Oliver, 26, 
501. 

laxiflora, Franch., 26, 501, 
polyneura, Franch 26, 501; men¬ 
tioned, 502. 

ubescens, Burkill*, 26, 502. 
eemeniana, Diels, 36, 463. 
Turczaninowii, Hance, 26, 502; 

mentioned, 501, 
viminea, Sargent, 26, 501. 
yedoems, Maxim., 26, 502. 

-— var. einerascens, Franck., 26, 
503. 

Carrieria, Franch., 26, 503. 

ealycina, Fra?ich., 36, 463. 
Carthamus tinctorius. Linn., men¬ 
tioned, 23, 470. 

Carum buriaticum, Turcz., 23, 328. 
Candolleanum, Franch., 36, 463. 
cardiocarpum, Franch.. 36, 463. 
Carvi. Linn., 36, 463. 
eaudatuni, Franch., 36, 463. 
coriaceum, Franch.. 36, 463. 
cruciatum, Franch, 36, 463. 
Delavayi, Franch., 36,463. 
dissectum, Franch, 36, 463. 
filicinum, Franch, 36, 463. 
flaccidum, Franck., 36, 463. 
Hookeri, Franch., 36, 463. 




Guram loloerise, Fra neb 36, 463. 
mo lie, Franck., 36, 463, 
jieurnphyllum, Maxim., 36, 163. 
panicukitum. French.. 36, 46-4. 
purpureum, Fra m k , 36, 464, 
scaberulum, Francli ., 36, 464. 
soliizopetalum, Fraud., 36, 464. 
sineiibe, Francli 36, 464. 

Tanaka 1 , Franck 36, 4:64. 
tenerum, Franck., 36, 464. 
tnchomanifbliuin, Franck , 36, 464. 
yuimaneuse, Franck 36, 464s 
Oaryophylle.e, 23*^53. 

Cary opt ens diyaricata, Maxim., 26, 
->63. 

incam, Miq., 26, 203. 

Mastacanthus, Schott., 26, 263. 
mongbolica, j Benge, 26, 264. 
nepetmi'olia, Maxim., 26, 264; 
mentioned, 265. 

nmgpoensis, Hemsl. * , 26, 264. 
ovata, il%, 26, 265. 
parvifolia, Batalin, 36, 464. 
tangntica, Maxim,. 26, 265. 
terniflora, Maxim., 2.6, 265. 

Caryota mitis, Lour., 36, 167. 
oelilanclra, Ha nee, 36, 167. 
ureas, Jacq., 36, 167. 

Casearia gloraerata, Roxh , 23, 311. 
membranacea, Hance , 23, 311. 
sp., 23, 311. 

subrhombea, Hance, 23, 311. 

Cassia bicapsularis, Linn., 23, 210. 
chinensis , Jacq., 23, 211. 
chin emit, Lain , 23, 210. 
glanca, Lam., 23, 210. 

Horsfieldi, Miq , 23, 210. 
mivuo&oides, Linn., 23, 210. 
nictitaus, Linn., 23, 211. 
oktusifoha, Linn., 23, 211. 
occidental is, Linn., 23, 211. 
procumbent, Lour., 23, 211. 
fciophera, Linn 23,211; mentioned, 
210. 

suffruticosa, K<en., 23, 210. 

Tora, Linn., 23, 211. 
torosa, Cav., 23, 211. 

Cassiue japonica. 0. Kuulxc, 36, 464. 
Cassiope selaginoides, Hook. f. § 
7 twins , 26, 16. 

Cassytha filifonuis, Linn., 26, 393. 
Castanea tk incut is, Hassk., 2.6, 525. 
chin ends, Sprang., 26, 523. 
conciauo , Ciiamp., 26. 523. 
Hystrix, Hook., 26 524. 
japonica, Blame, 26, 525. 
mollisshna, Blume, 26, 525. 
reqia, Hance, 26, 512. 
rufetceus, Hook. f„ 26, 524. 
sativa, Mill., 26, 525. 


CnsOmen vcsca, Gaerln., 26, 525. 
mihjuris, Lam.. 26, 525. 

— var .japonica, DC., 26, 525. 

— y xr. uimua ue a sis, Branch., 26, 
525. 

Castanopsis caudata, Front Jt ., 26, 522. 
chinensis, Hance, 26. 523. 
coacinna, A. 1)0., 26, 523. 

Delavayi, Franck., 26, 523. 

Fabn, Hance, 26, 523. 

Fargesii, Franck 26, 523. 

Fordii, Hance, 26, 523. 

ITenryi, 8/can * , 26, 523. 

Hystrix, A. DC., 26, 524. 
jucunda, IJance , 26, 524. 

Lamontii, Hance , 26, 524. 
ortbacantba, Franck., 26, 524. 
tibetana, Hance, 26, 524. 
fcribuloides, A. DC., 26, 524. 

— var. formosaua, 8/can *, 26,524. 
Catalpa Bungei, C. A. Mcy., 26, 234. 

Fargesii, Bur., 36,464. 

Ksempferi, Sieh. $ Zuev., 26, 235. 
syrinyafolia, Bunge, 26, 235. 
umbraculifera, Hurt., 36, 464. 
restita, Diels, 36, 464. 

Catapodium unilaterale, Ilance, 36, 
404. 

Calenariu labiimifolia, Bentb., 23, 
173. 

Catha Benlkami. Gardn., 23,122. 

monosperma, Benth., 23, 123. 
Cathcartia Delavayi, Franck., 36, 
464. 

intern ini in, Maxim., 23, 34. 
lancifolia, Franck., 36, 464. 
Cathetus fustieiAuia, Lour., 26, 421. 
Cancnlix Auf/irtscits , Scop., 23, 557. 
japonk o, limitt., 23, 337. 
orient a Us, Lour., 23, 337. 

Caul into oralis, E. Br., 36, 3. 
Gaulopbj Hum robustum, Maxim., 36, 
464. 

Cedrela /Rosmarinus, Lour., 23, 278. 
sineiihis, A. Juss., 23, 114. 

Toona, lloxh., 36, 464. 

Cednmella cordata ,Benth., mentioned, 
26, 203. 

urticifolia, Maxim., 26, 293. 
Celastrus alatus, Thunb, 23, 121. 
angulatus, Mu atm., 23, 122. 
articulalus, Thunk , 23,122. 

— \ar. punctatus, Francli., 23,122. 
cantoneusis ff iT«tfee, 23, 122. 
Championi, Benth , 23, 122, 
cilHelens, Miq., 23, 123. 
cnspulus, Repel, 23, 123. 
diversifolius, Hemsl. *, 33, 123. 
flagellar is, Bupr., 23, 123. 
Franchetianua, Lues., 36, 464. 
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Celasirus gemmntus, loss, 36, 404. 
Hinclsu, Be nth., 33, 123. 
hypnglaucus, Hems/.. 36, 464. 
hvpoleucus, Oliver, 38, 404. 
l&tifolius, Hemsl. * , 33,123. 
monospermos, Roxh., 36, 46l. 
mnnospermus, Benth., 23, 123. 
orhiculatus, var , Loes,, 36, 464. 
paniculatus, Willd 36, 464. 
punctatus, Thunb., 23, 122. 
racemulosus, Branch., 36, 404. 
Bosthormanus, Loes., 36, 464. 
Roykanu s, Wall., 23,124. 
s/nr/^s, Thunb., 23, 121. 
stylosus, Wall, 36, 464. 

Tata rinowii, Iltipr., 33, 122. 
variabilis, Hems/. * , 23, 124. 
Walhehianus , Hance, 23, 123. 
Wallichianus, Wight Jb/.'., men¬ 
tioned, 23,123.* 

Celosia argentea, Linn., 26, 31S. 
castrensi.% Linn., 26, 318. 
crista fa, Linn., 26,818. 
margarifacer/, Linn., 26, 318. 
Swmhoei, Hemsl. * , 26, 318. 

Celsia, coromandeliana, Vahl, 26, 
177. 

Celtis amhuinensis, Willd., 26, 451. 
Bungeana, Bin me, 26, 449. 
caudate, Hance, 23, 221; 26, 
450. 

ch mentis, Bange, 26, 449. 

Davidiana, Carr., 26, 450; men¬ 
tioned, 449. 

japanica, Planch., 26, 449, 450. 
Naha, Sieb. & Zucc., 26, 452. 
nervosa, Hems/. *, 26, 450. 
philippinensis, Blanca, 26*450. 
sinensis, Pers., 26,450; mentioned, 
449. 

sinensis, Planch., 26, 449. 
WUldenowiana, Boem. & Scliult., 
26, 450. 

Ccnchrns mcemosus, Linn., 36, 343. 
Oentaurea grandijiora, Pall., 23, 470. 
memhranaccu, Lam., 23, 470. 
ruonantka, Georgi. 23, 470 
monanthos, [Ledeb.], 23, 470 = 
pra?e. • 

mosebata, Linn., mentioned, 23, 
470. 

Picris, Pall., 23, 470. 

Centella asiatica, tfrb.. 36, 404. 
Centipeda, orbicularis? Lour., 23, 440. 
Centotheca lappacea, Desv., 36, 419. 
— var. iuerwis, Rvmllc *, 36, 
420. 

Centranrkera Brunoniana, Wall., 26, 
201; mentioned, 202. 
hispida, Benth., 26, 202. 


Oentrantliera bispida, R. Rr., 26,202. 

bumiliisa, Wall.. 26, 202. 

Centro thcrum chin ease, Less., 23,401, 
Centroplornm chin ease. Trie., 36, 
368. 

Cepa / ictorialis, Moencb, 36, 126. 
Cephalandra indtca, Naud., 23, 318. 
Cephalantbera ereefca, LindL, 36, 48. 
faleata, Ltndl 36, 48. 
japan tea, A. Gray, 36, 48. 
longibracteata, Bln me, 36, 464. 
platgcheUa, Beiclib. f., 36, 48. 
Itoyleanu, Begel, 36, 49. 
Gephalanthus chinends, Lam., 23,370. 
mania mis. Lour., 23, 870. 
naadeoldes , DC., 23, 570. 
occidentals, Linn., 23, 869. 
ortcnuUis , Boem. & 8ckult., 23, 
370. 

pH id ifir a, Lam., 23, 870. 
Cephalasidianus articulatus, JXees, 
36, 259. 

par uvs, Xees, 36, 2G1. 

Cephalutaxus argottema, Pilg., 36, 
464. 

drupaeea, Sieh. Zucc., 26, 544. 
Form net, &pbalm., 26, 545=seep 
Bortuni, Hook., 26, 545. 

— var. eoneolor, Franck., 26, 545. 
6 rijfjtkii, Oliver, 26, 515. 

kora iana, Rort., 26, 546. 

Mannii, Houk.f., 26, 545. 

Oliveri, Mast., 26, 545. 
pedunculata, tSieb. § Zucc., 26,1)45. 

— car. fastigiata, Carr., 26, 540. 
Ceraia umptinssima, Lour., 36,10. 
Uerastium alpinum, Linn., 36, 46i. 

aquatic inn, Linn., 23, 67. 
arvense, Linn., 23, 66. 
fimbriatum, E. Pntz., 26, 464. 
melanatidrum, Madim., 23, 66. 
pvt iota rr, Hance, 23, 67. 
pilosum, Ledeb., 23, 67. 
puimluii), Curt., 36, 464. 
repens , Linn., 23, 66. 
szeebuen.se, Williams, 36, 465. 
triviale. Link, 23, 67. 
viscosum* et 6'. vulgatum, auctor., 
23, 67. 

Cerasus glanditlosa , Loisel., 23, 219. 
japontca, Loisel., 23, 219. 

Pad us, DC,, 23, 220. 
serrulata, G. Dun, 23, 221. 

; Siebuldii, Carr., 23, 221. 
j CERATOPIIVLLACE.fi, 26, 538. 

Ceratopbyllum demersum, Linn., 26, 
I 538. 

I verthdllatim, Boxb., 26, 538. 
j Ceratostigma Griillthii, G. B. Clarke , 
| 36,465. 
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Ceratofetignia plumbaginoides, Bunge , 

26, 36. 

Cerbera JJanghas , Li mi, 26, 95. 

Odollam, Guerin., 26, 95. 

Cercis canadensis, Linn., mentioned, 

23 , 21a 

chinensis, Bunge, 23, 213. 

Griliillm, Boiss., mentioned, 23, 
213. 

oecidentahs, Torn., mentioned, 23, 
213. 

raeemosa, Oliver, 36, 465. 
Sihquastrum, LhuT, mentioned, 
23, 213. 

Ceropegia tri chant ha, Hems!., 26,117. 
Ckmno nicies japaniea, Lindl., 23, 257. 
Cheeradoplectron tipi ran (lies, Schau., 

36, 53. 

Cl&ri'phyttinti scahruni, Thunb., 23, 
337. 

Clue t a via trichodes, J Yccs, 36, 3S1. 1 

Chietaeypirns cost ala ins, jNets, 36, 
225. 

Litfinocharis , Kees, 36, 225. 
Chcetospnra imberbis, B. JBi\, 36, 261. 

japtoniea, Francli., 36, 201. 

Cbailletia baiuanensis, Hintce , 23, 
114. 

0HA]IiIXTIA.CEX, 23, 114. 

Chateau jirponensis, Lour., 23, 1U9. 

paniailata, Lour., 23, luS). 

Chati/nuchlf/»its tutomala, Franch., 
36, 341. 

Cbamabairua euspidata, Wight, 26, 
489. 

squeanigera, Wedd., 26, 489. 
Ckarrueeyparis f’ormosensis, Maisum., 
36, 465. 

Chamtefistula chinensis, G. Don, 23, 
211 . 

Chameemehtm limosum, Maxim., 23, 
439. 

Chammraphis sdom. Tar. SckultHi, 
llentli., 36, 334. 
spinescerm, Pair, 36, 339. 
Chameerhodos erecta, Bunge, 23, 
246. 

Chamcerops cave Isa, Thunb., 36,168. 
Fortunei, Kook., 36, 168. 
khasittna, Griff., 36, 169. 
Chamaesarache lieterophyUa, Hcmsl.*, 
m 26, 174. 

japonica, Branch. § Suv ., men¬ 
tioned, 26,174. 
sinensis, Bund. * , 26, 174. 
Chammoa cUchoionia. Ill ait., 26, 321. 

nodiflora , Mart., 26, 321. 
Ckampereia GrifSthiana, Planch., 26, 
409. 

Chapdliera glomemia, Kces, 36, 202. | 


Chapiaha lgrata, Spveng., 23, 473. 
Ohasalia sp., 23, 386. 

Chaviea Benthcumana, Miq, 26, 
360. 

Be tic, Seem., 26, 366. 
haw ana , C. DC., 36, 465. 
leptostaehga, Hance, 26, 355. 
officviarunt, Miq., 26, 364. 
paberula, Death., 26, 365. 
sarmentosa, Miq., 26, 366. 
sinensis , Champ., 26, 366. 

Walhchi , Miq., 26, 364. 
Clieiranthus apricus , Stev., 23, 44, 

-— var. trichosepala, Franeli., 23, 
44. 

aurantiacus, Bunge , 23, 39. 
roseus, Maxim., 36, 465. 
Cheirostylis chinensis. Rolfe, 36, 43. 
flabellata, Wight, 36, 43. 
yunnanensis, Rolfe * , 36, 43. 
Chelidonium Franehetianum, Brain, 
36, 465. 

japonicum, Thunb., 36, 465. 
lasiocarpum, Oliver , 36, 465. 
leptopodum, Brain, 36, 465. 
majus, Linn., 23, 35. 
mo jus, Lour., 23, 35. 
si noise, DC., 23, 35. 
sutchuenense, Franck, 36, 465. 
Ghelonopsis Denthamiana, Hetusl. *, 
26, 298. 

deflexa, Be nth., 36, 465. 
niosehatus, Miq., 26, 298. 

Chenolea divarieata, Hook./, 26,327. 
CiiENoroDiACE.n, 26, 323. 

Chenopodina australis, Moq., 26, 
328. 

glauw. Moq., 26, 329. 
itiarithna, Moq., 26, 328. 

Salsa, Moq., 26, 328. 

Cbenopodium acuminatum, WillcL, 
26, 323. 

album, Linn., 26, 323. 

— var. rhombifolium, Franck,, 26, 
323. 

amhroshides, ITnnce, 26, 323. 
ambrosioides, Linn., 26, 324. 
aristatum, Linn., 26, 324. 
australe , It. Dr.. 26, 328. 

Botrys, Linn 26, 324. 
bnonucfolium, Bunge, 36, 465. 
fieifolnini, Sin., 26, 324. 
glancum, Linn., 26, 324. 
hybridum, L£nn., 26, 325; men¬ 
tioned, 324. 

rubrum, Linn., 36, 405. 

Scoparia , Linn., 26, 328. 
urbieum, Linn., 26, 325. 

Vachelli, Hook. & Ann, 26, 323. 
Chimaphila japonica, Miq., 26, 33. 
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Ckimaphila umbellata, Knit., men¬ 
tioned, 26, 33. 

Chiinonanthus frograns, Lincll., 23, 

22 . 

nitens, Oliver, 36, 465. 

Chionanthus chiueusL, Maxim., 26, 

88 . 

retusws, Lindt . <J- Taxi., 26, 8?. 
terminal is, Eoxb, 26, 92. 

Chirita anachoreta, Hance, 26, 231. 
bifolia, I). Ton, mentioned, 26, 
228. 

cortusifolia, Hance , 26, 231. 
depressa. Hook./., 36, 465. 
eburnea, Hance, 26, 231. 

Fauriei, Franch ., 26, 231. 
macrosipbon, Hance, 26, 231. 
monopbylla, 6'. i?. Clarke, men¬ 
tioned, 26, 228. 
obtusa, a £. 26, 232. 

sinensis, Lindt., 26, 232. 
speciosa, Kurc, 36, 465. 

Chloopsis acaulis, Lftume, 36, 78. 

ClI LOKANTIIACEJE, 26, 367. 
Cklorantbus angustitbliiis, Oliver, 
26, 367. 

brachystacliys, Blumc, 26, 367; 

mentioned, 369. 
denticulatus , Oordem., 26, 367. 
clatior, R. Br., 26, 369. 

Fortunei, Sol ms, 26, 367. 

Henryi, Hemsl. * , 26, 367. 
iwconspicuus, <S’w M 26, 368. 
indie us, Wight, 26, 368. 
japomeus, 26, 368. 
'macrostach/s, R. Br., 26, 369. 
niandsh uric its, Rupp., 26, 308. 
wonander, R. Br., 26, 369. - 
monos faehys, 11. Br., 26, 369. 
officinalis. Bfume , 26, 369. 
Oldliami, Sol ms, 26, 369. 

Pernyanus, Saints, 26, 309. 
serratus, Bonn, cf’ Schult ., 26, 369. 
Chloripelalum Benihamiamtm, Hance, 
26, 62. 

ohoraftrm, Bentli., 26, 62. 

Chlons barbata, Sw., 36, 403. 
caudata, Trim M 36, 404 
digital a, Steud., 36, 404. 
incompleia, Both, 36, 404. 
virgata, Sw., 36, 404. 
Cliloropbytum chinense, Franch., 36, 
118. 

fair alum. Baker, 36, 119. 
laxijlorwn, Baker, 36, 119. 
laxum, B. Br. 36, 119. 
Chondraclme ariieulaia, R. Br., 36, 
258. 

Choricarpa aphylla, Boeck., 36, 25S. 
Chorisis repent, DC’., 23, 483. 


Cborispora tenella, DC,, 23, 50. 
Cbrysantbemum coronarium, Linn., 
23, 437; mentioned, 438. 
indie am, Linn., 23, 437. 
monspdiense, Scbku.br, 23, 433. 
oreastrum, Hance, 23, 438. 
procumbent. Lour., 23, 437. 
Segetum, Linn., 23, 438; men¬ 
tioned, 437. 

sibiricum, Fisch., 23, 438. 
sinense, Sabine, 23, 438. 

—■ var. \ estitum , Hemsl. *, 23,439. 
tat-dense, BCj\ §' Franch., 36, 
405. 

tripart if urn, Sweet. 23, 437. 
ChrvsopbYlJum pentagon inn, Hance, 
"26, OS. 

Roxburgliii, G. Ton, 26, 68. 
Chrvsopogon acieulatus, Trim, 36, 
‘303. 

•picius , Hance, 36, 370. 
sinensis, Ben die *, 36, 368. 
Chrysospleniuin aiternifblium, Linn., 
23, 270. 

aomorense, Tokubnchi, 36, 465. 
axillare, Maxim., 23, 270. 
baiealense, Maxim., 36, 465. 
cihatum, Franch., 36, 465. 
Daviclianum, Tecne., 23,270. 
Belavayi, Franch., 23, 270. 
flageiliierum, F. Schmidt, 23, 270. 
gracile, Franck 36, 405. 
Grayanuin, Maxim., 36, 465. 
GritSthii, Hook. f. Thoms., 23, 
270 

Henryi, Franch., 36, 465. 
macrophyllmn, Oliver, 36, 465. 
mierospermum, Franch., 36, 465. 
nepaiense, Franch 36, 405. 
nodulosum, Tokuhuchi , 36, 465. 
nudicaule, Bunge, 23, 271. 
pilosum, Komarov, 36, 465. 
puinilum, Franch., 36, 465. 
ramosum, Maxim., 36, 465. 
sinicuni, Maxim., 23, 271. 
sphserospennum, Maxim., 23, 271 
tian^chanicum, Krassn., 36,408. 
traebyspermum, Maxim., 23,271. 
umOorum, Maxim., 23, 271. 
yiilosum, Franch., 36,466. 
yunnanense, Franch., 23, 271. 

Chy local yx perfoliaius, Hassk., 26, 
344." 

« enticosns, Meisn., 26, 349. 

Circa flrxuaset, Sieb. & Znco., 26, 421. 

micrumrpa, Bentb., 26, 421. 
Oiekorium JEndivia, Linn., mentioned, 
23, 474. 

Intybus, Linn., 23, 474. 

Cicutaria aqmtica , Lam., 23, 328, 
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Oicuta sinensis, [Zuceagni] Roem., 23, 
555. 

virosa. Linn., 23, 328. 

Cimiciluga ealtinelolia, Oliver, 36, 

•mC 

davunca, 3Ia.vim , 23, 21 
fcrtida, Linn ., 36, 466 
heracleifolia, Komarov, 36, 4G6. 
japonica, Bpreng., 36, 466. 
simplex, 11 ormsk., 36, 466. 

Cineraria caeafifurmis , Lam, 23, 
454. 

compel at, Betz., 23, 451. 
chinensis, Spreng., 23, 457. 
repanda, Lour., 23, 457. 
bilirka , Liim , 23, 454. 
bpcciobtt, Sehrad., 23, 454. 
suhdentata, Bunge, 23, 451. 
Cinnamomum aromaibum, Nees, 26, 
371. 

Burmanm, Bhnnc, 26, 571. 
Camphora, JS'ee.s cj Eherm., 26, 
571. 

Cassia, Blame, 26, 371. 
chine ere, Blame, 26, 371. 
Goederletnu, Eng/., 26, 372. 
dulce, 2\ees, 26, 371. 

Recsian i>m, Meisn., 26, 372. 

— \ar. pefiolare , Aieisn., 26, 372. 
Parthdmxylon, JJeisu., 26 372. 
peduneulatum, Rees, 26, 372; men¬ 
tioned, 373. 

— var. angustifulium, Hems!. * , 
26, 372. 

Tam ala, Ft, Rees, 26, 373. 

— var. alhjkrnm, Meisn., 26, 
371. 

validinerve, Ha nee, 26, 373. 
zei/lmm mu, var. commune, Kees, 

26, 373. 

Circsea alpina, Linn., 23, 310. 
cord at a, Bogie, 23, 310. 
lutetiana, Linn., 23, 310. 
mollis, Sick $ Zvce., 23, 310. 
quadrisuleata, 31 a a im , 26, 466. 
Cireaaster agrestis, Rtiaim , 26,570. 
Ciirbopelalum bicolor, Eofjc*, 36, 
14. 

chineme, Lind!., 36, 14. 
dehtiseens, Rolfc, 36,15. 

Fordii, llolfe, 36,15. 
gamosepalum, tariff., mentioned, 
36,15. 

Henryi, Bvlfe *, 36,15. 
yetusiusculum, Hems!., 36, 15. 
tigridum, RoJfc * , 36, 15. 
Wallichii, Lind!., 36,15. 

Cirsium =Cnieus. 

or reuse, Scop., var. sciusiim, Ledeb., 
23, 460. 


Cirsium brericnule, A. Giay, 23, 401. 
chincnte, Gardn. & Champ., 23, 
401 ; 36, 46G. 

Eargesii, Branch., 36, 460. 

Henryi , Branch., 36, 460. 
jitpoiuciim, GO 1 ., 23, 461 
lineare, Soh.-Bip., 23, 461. 
littorale, Alaxim , 23, 461. 
igratum, Bunge, 23, 463. 

Maackii , Maxim., 23, 461. 
oreithates, Banco, 23, 461. 

Srqetum, Bunge, 23, 462. 
tchcfoncnsv, Gobeaux, 23, 462. 
riassoviantm, Fisch., 23, 462. 
Wallichii, GC., 36, 466. 

Cissus hrevipedmn ulaia, Maxim., 23, 
133. 

hryonifolia, Kegel, 23, 133. 
cmitouwibh. Hook. & Arn., 23,131, 
carnosa. Wall., 36, 466. 
con!at a, Roxb., 23, 135. 
dtversifolia, Walp., 23, 131. 
himalayana , Walp., 23, 133. 
japonica, Willd,, 23,134. 
setulom, Diels & Gilg, 36, 466. 
Thitnhergii, Sieb. & Zuce., 23, 133. 
viticifohu , Sieb. & Ztiec., 23, 136. > 
Cistanclie salsa, Benth, <J* Book. 

26, 222. 

Citrullus vulgaris, Schrad., mentioned, 
23, 318. 

Citrus Aurantium, Linn., 23, 110. 

— var. japonica , Hook, f., 23, 

111 . 

— var. sinensis, Linn., 23, 111. 

— sinensc, Gall., 23, 110. 
hravfeaia, Ivurz, 23, 5. 

Inuvi/utio, ron\, 23, 111. 

Gecumana, Lour., 23, 111. 
delicosa, Tenore, 23, 111. 
dujitaui sou thirocarpus, Lour., 23, 

111. 

fusca, Lour., 23, 111. 

Hystrix, I)LI, 36, 466. 
inermis, Boxb., 23, 111. 
japonica, 1 him!/., 23, 111. 

«M/7 fluruisis, Lour., 23, lit. 

Alediea, Linn., 23, 111. 
microcari a, Bunge, 23, 111. 
nobdis. Lour., 23, 111. 
sinensis, Pers., 23, 110. 
irifolia, Tliuub., 23, 111. 
trifohata, Linn., 23, 111. 
trip!era, Gerff, 23, 111. 
viitgaris , Risso, 23, 111. 

Cladium chnense, Nee.% 36, 262, 
ensigerum, Ha nee, 36, 262. 
germanium, Schrad., 36, 262. 
glomeratum, B. Br 36, 262. 
jamaicense, Crania, 36, 262. 
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Clatlinm leptostachymn, Nees, 36, 262. 

Mariscus, B. Br., 36, 2(52. 

Gladrastis amurensis, Maxim., men¬ 
tioned, 23, 201. 
sinensis, Hentsl 36, 48(5. 
sp , 23, 20i. 

Claudestmaria indiea, Spach, 23, 40. 
Claoxylum mdieum, Hassle., 26, 43G. 
muricatus, Wight , mentioned, 26, 
4-10. 

parviflorum, Hook. & Am., 26, 
438. 

Clausena Wampi, Oliver , 23,110. 
Glaytonia sp. } 23, 71. 

Cleidion ulmifolium, Muelh Arg ., 26, 
442. 

Cleisostoma rirginale, Ranee, 36,38. 
Clematis acerifolia, Maxim., 23, 1. 
sethusiefnlia, Turcz., 23, 1. 
alpina, Mill., 23, 1. 
angustifolia, Jaeq , 23, 2. 
apufolia, DC., 23, 2. 

Armandi, Frtmch., 36, 466. 
atragenoides, Batalin, 36, 466. 
Benthamiana, HemU. *, 23, 2 ; 

mentioned, 3. 
braeliTiira, Maxim , 23, 2. 
bract eat a, Xnrz, 23, 5. 
brevicaudata, DC., 23, 3. 
Buclianiana, DC., 36, 466. 
cad inia, Buck.-Ham., 23, 5. 
ire mica. Lindl., 23, (>. 
c.Tsanata, Ranee, 23, 3. 
cbinensis, Betz, 23, 3 ; mentioned, 
2 . 

chrysocoma, Franck., 36, 466. 
ckusanefisis, Pluk„ 26, 195. 
Clarkeana, R. Levedle cf Yaniot, 
36, 46(5. 

eoreana, H. Ltveilte $ Yaniot, 36, 
466. 

crassifolia, Benth 23, 3. 
dusyandra, Maxim., 36, 4<>6. 

DavidUtmt, Beene,, 23, 4 
Belavayi, French., 36, 466. 
Drakeana, R. Lcmille Vauiot , 36, 

466. 

Pargesii, Franck 36, 466. 
fascieuliflom, Franck., 36, 40(5. 
Flammuki ', Linn., var., 23, 7. 
florida , var. lanuginosa) Kuntze, 
23, 5. 

formosana, 0. Kuntze , 36, 466. 
fputieosa, Tar., , 36, 4(56. 

funebris, 77. Level lie Yaniot, 36, 

466. 

fusea, Turcz., 36, 48(5. 

Gourieana, Boxh. } 36, 4(56. 
grata, Wall „ 23, 3. 

Hancockiana, Maxim., 23, 4. 


Clematis hcrhiscmfolia. DC., 23, 5; 
36,466/ ' 

Henryk Oliver, 36, 466. 
heraclesefolia, 7)6'., 23, 4. 

— var. Bavidiana, Franck 23, 4. 
RouJccri, Beene., 23, 4. 
intrieata, Bunge , 36, 466. 

Kirilowi, Afra'OJ/., 23, o. 
koreana, Komarov , 36, 487. 
Kuntziana, //. Levedle *J' Yaniot, 
36, 467. 

lawciloUa, § Franch., 36, 

467- r 

lanuginosa, Lindl., 23, 5. 
lasiandra, Maxim., 36, 467. 
leioearpa, Oliver, 36, 467. 
leptomera, Ranee, 23, 6. 
longilobn, BC., 23, 5. 
macropetala, Ledeh., 23, 5. 
mandskurica, Bupr., 23, 7. 
Massoniaua., Maxim., 23, 5. 
Mcyeniana, Walp., 23, 5; men¬ 
tioned, (>. 
minor , DC., 23, 3. 
montana, var., Maxim., 36, 467. 
nannophylla, Maxim., 23, 6. 
nutans, var. cethusifolia, Q. Kuntze, 
23, 1. 

obscura, Maxim,, 36, 467. 
o^eophila, Hance, 23, 5, CL 
orientalis, Linn , 23, 6. 

— var. intrieata, Maxim., 23, 6. 
paniculata, Thunb 23, 6; men¬ 
tioned, 2, 5, 

parviloba, Garda. $ Champ., 23, 6. 
patens, 1\forr., 23, 6. 
pauciflora, Miq., 23, 2. 

Philippiana, H. Leveille $ Yaniot , 
36, 467. 

pinnata, Maxim., 23, 7. 
pogonandra, Maxim., 36, 467. 
Potanini, Maxim.. 36, 4(57. 

Praltii, Rcm&L, 36, 467. 
pterantlia, Dunn, 36, 467- 
ranunculoides, Franck 36, 467. 
recta, Linn., 23, 7 ; mentioned, 2. 

— var. angustifolia, 0. Kuntze, 
23 1 

rubifolia, C. H. Wright, 36, 487. 
sinensis. Lour., 23, 3. 
spectabilis, Pa lib in, 36, 467. 
spleudens, H. LiveiUi Yaniot f 

36, 467. 

stuns, Sieb., 23, 4. 

Stronacbii, Hance , 23, 7; men¬ 
tioned, 5. 

Tashiroi, Maxim., 36, 467. 
Tatarinowii, Maxim., 23, 7. 
tekefoueusis, Branch., 23, 2. 
tenniflom, auct., 23,2. 
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Clem'atis tenn flora, DC., 23, 2, 7. 
term flora, Benth., 23,‘ 2. 
termflora, DC., 23, 2, 3, 7. 
tern {folia, Benth,, 23, 2, 3. 
fubulosa , Turcz., 23, 4. 

— \ar. Hooker i, Hook., 23, 4. 
uucinata, Champ., 23, 7. 
uropkylla, Franck., 23, 7. 
virgin wna , Lour., 23, 2. 
virginica , Maxim., 23, 2. 

Yifalba, var., Franck ., 36, 467. 
Yitieella , Tar. flore pie no, Ho^k. & 
Arm, 23, 7. $ 

yunnanensis, Franck ., 36, 467. 
seylanica, Poir., 23, 8. 
Clematoclethra actinidioides, Maxim., 
36, 467. 

cordifolia, Franck., 36, 467. 

Faberi, Franck 36, 467. 

Giraldii, D?W* } 36, 467. 

Hemsleyi, Baill., 36, 467. 
integrifolia, Maxim., 36, 467. 
lasioclada, J/fflrzV/t., 36, 467. 
Maximowiezi, Bail)., 36, 467. 
scandens, Franck., 36, 467- 
strigillosa, Franck ., 36, 467. 
tomentella, Franck., 36, 467. 

Cl come icosandra, Linn., 23, 50. 

viscosa, Linn., 23, 50. 

Clerodendron amplius, Hance, 26, 
259. 

Bungei, Stench, 26, 259. 
canescens. 26, 259. 

casta neifolium , Hook. & Arn., 26, 
26i. ‘ 

cyrtophyllum, Turcz., 26, 259. 
divaricuinm, Sieb. & Zucc., 26, 
263. 

fietidmu, Bunge, £6, 259. 
formosanum, il/r/j.*///*., 26, 259. 
Fortunei, Hemsl. * , 26, 259. 
fortimateni, Linn., 26, 260. 
fragrans, Veni., 26, 260. 
Griffithianiun, < 7 . 27. Clarke, 26, 
261, 

karmatocalyx, Hance. 26, 259, 
inerme, Gacrtn., 26, 201. 
infortunatum, Ciaertn., mentioned, 
26,261. 

Lindleyi, Decne., 26, 260. 
lividum, Lindl., 26, 261. 
Mandarinonmi, Diels, 36, 467. 
moupinense. Franck., 36, 467. 
neri{folium, Wall., 26. 261. 
oxysepalum, Miq., 26, 261. 
panieulatum. Linn., 26, 261. 
pentagon urn, Hance 26, 261. 
puhescens, Wall., 26, 259. 
pumilum , Spreng., 26, 262. 
pgramidede, Andr., 26, 262. 


Clerodenilron series urn, “ Wall.,” 26, 
263. 

serotinnm, Carr., 26, 262. 
Siphonantkus, B. Br., 26, 262. 
squamatum, Valil, 26, 262. 
snbseaposuni, Hemsl., 36, 467. 
trickotomum, Thunb., 26, 262. 
Clethra barbiuervis, Sieb. & Zucc., 26. 
33. 


canescens, Reinw., 26, 33. 

Delavayi, Franck., 36, 467. 

Fabri, Hance, 26, 34. 

Favgesii, Franck 36, 467. 
lanetfolia, Turcz., 26, 34. 
scandens, Franck mentioned, 26, 
34. 


sp. ?, 26, 34. 

Cleyera duhw. Champ., 23, 75. 
fragrans, Champ., 23, 75. 
japoniea, Sieb. & Zucc.. 23, 70. 
japonica, Thunb., 23, 75. 

Millettii. Hook., 23, 76. 
ochnacea, DC., 23, 76. 

Clinaennthus Burmanni, Fees, 26, 
244. 


Clintonia udensis, Trautv., 36, 144. 
Clitoria cajamefolia, Benth., men¬ 
tioned, 23, 188. 

Haneeana, Hemsl. * , 23, 187. 
macropkylla, Hance, 23, 188. 
macrophylla, Wall., 23, 188. 
Ternatea, Linn., 23, 188, 

Cnemuha angnlosa, Lindl., 36, 39. 

semilibera, Lindl., 36, 40. 

Cnicus argyracanthus, Hook.. 36, 467. 
arvensis, Hoffm., 23, 460; men¬ 
tioned, 462. 

— var. setosus, Maxim., 23, 462. 
Bocfmieri, Ynnioi, 36, 468. 
Cerberus, Yacht, 36, 46S. 
chmensis, Maxim., 23,461. 
Fargesii, Franck., 36, 468. 

Henryi, Franck., 36, 468. 
involucratus, Book., 36, 468. 
japonicus, Maxim., 23, 461. 

Leduci, Franck., 36, 468. 
linearis, Maxim., 23, 401. 
monoeephulus, Van lot, 36, 468. 
Provosti, Franck., 36, 408. 
Segetum, Maxim., 23, 462. 
sinensis, C. B. Clarke, 23, 461. 
Smdiei, Franck , 36, 468. 
suffultus, Franck 36, 468. 
tchefouensi\ Franck., 23, 462. 
Ylassovianus, Maxim., 23, 462. 
Cmdium Monnieri, Cuss., 23, 333. 
Coccinia cordifolia, Cogn., 23, 318. 

indica, Wight cf Arn„ 23, 318. 
Coccoloba platijcfada, [F. Muell.l Eot. 
Mag., 26, 358. 
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Cocculus affinis, Oliver, 36, 468. 
euneatus, Be nth., 23, 28. 
diaathenis, Hook. & Am., 23, 28. 
ineanus, Colebr., 23, 29. 
macrocavpus, Wight 4' Am., 23, 

28. 

ovalifoMus , HO., 23, 28. 

Thunbergii, DC., 23, 28. 

Cochlear la scapi flora, Hook ., 36, 468. 
Cocos nucifera, Linn., 36, 170. 

Cochaum Beutzii, Muell. Arg., 26, 
435. 

umbellatmn, Hance, 26, 435. 
Codonacanthus pauciflorum, Wees, 26, 
244. 

C-odonopsis eonvolvulacea, Kurz, 26, 

5; 36,468. 
cor data. Hook., 26, 8. 

Henryi, Oliver, 36, 468. 

Jamaica, Hook. f M 26, 8. 
lanceolata, Benth. § Hook, f., 26,5. 

— \ar. ussunensis, Trautv., 26, 6. 
sylvestris, Komarov , 36, 468. 
Tangsben, Oliver, 36, 468. 
tmncata , Wall., 26, 7. 
ussuriensis, Hemst. * , 26, 6. 
■viridifiora, Maxim , 26, 6. 

Coelachne pulcbella, B. Br ., 36, 399. 

pulchclla , Bentb., 36, 399. 

Cuelodiscus lappaceus, Kurz, 26, 438. 
C'celoglobsttm acuminatum, LindL, 36, 
t)3 

densum, Hindi., 36, 57. 
laceriifemnt, Hindi., 36, 53. 
peristylokles, Eeichb., 36, 57. 
Ceelogyne barbata, Griff., 36, 468. 
bulbocodioides, Branch., 36, 21; 

mentioned, 23. 
chineusis, Hindi., 36, 24. 
corymbosa, LindL, 36, 22. 

DelavayL, Bolfe, 36,21; mentioned, 
23, 

elata, LindL, 36, 22. 
iimbriuta, LindL . 36, 22. 
grandbb >ra, Ruffe *, 36, 22. 

Henrj i, Bolj'e, 36, 22. 
Mandarinorum, KrdnzL, 36, 468. 
nitida, LindL, 36, 468. 
ochracea, LindL, 36, 468. 
ldwhs,Jkdichh l, 36,24. 
pogonoides, Bdehh f., 36, 23. 
praecox, LindL, 36,468; mentioned, 
22 , 

yumianensis, Bolfeff , 36, 23, , 

Ccelonema draboides, Maxim., 23, I 
49. 

C'nix agrestic. Hour., 36, 345. 
chinenris, Tod., 36, 345. 

Luchryma, Hinn., 36, 345. 
Lacbryma-Jobi, Linn., 36, 345. 


Coldenia procumbens, Linn T, 26, 
146 

CulehroaJeia oppositifolki , Lodd., 26, 
278. 

Coloeasna Antiquorunn, Sckoit, 36, 
183. 

Antiquonun , Wight, 36, 183. 
mdica , Benth., 36, 184. 
ayuiphcefoha, Wight, 36, 1&*3, 
odora, Brongn , 36, 184. 
pr it tripes, C. Koch, 36, 183. 
Celqutaounia eoccinea, Wall., 26, 
299 

Coluria Henryi, Batalin, 36, 468, 
longifolia, Maxim , 23, 239. 

I Colutea Delauxyi, Franck., 36, 468. 
Com beet acex 3 23, 294. 

Combretuin Alfred!. Hance , 23, 294. 

pilosum, Boxk ., 23, 294. 

Counnelina aunculata, Blame, 36, 

155. 

bengbalensis, Linn., 36, 155. 
com munis, C. B. Clarke, 36, 156. 
communis, Linn., 36, 155. 

— var. ludens, C. B. Clarke, 36, 

156. 

delicaiula, Sohlecht, 36,155. 
japonica, Thimh., mentioned, 36, 
152. 

longtcaulis , Jacq., 36, 156. 
Loureirii, Kanth, 36,156. 
ludens, Miq., 36, 156. 

'i medico , Lour., 36, 153. 
nudiflora, Linn., 36, 156; men¬ 
tioned, 153. 

obliqua, Bitch.-Ham., 36,157. 
ochreata, Sebau., 36,156. 
polygama, Both, 36,156. 
poly spot ha, Wight, 36, 157. 
proenrrens, Sehlecht., 36, 155. 
sal ici folia, Bentb., 36, 156. 
siniea, Eoem. & Sehult , 36,154. 
tuber om, Lour., 36, 152. 
imdulata, B. Br., 36, 157. 
vulgaris , Sehmidel, 36, 156. 
CoM.MELIXA.CEJ3, 36, 151. 

Composite, 23, 400. 

Conchidium suite inn, Hindi, 26,17. 
Coxifee.e, 26, 540. 

ConioHhmm Czerutevia,FisckMMey., 
23,147. 

CoNNAll ACE J3, 23, 149. 

Conuarus juglandifolius, Hook. & 
Am., 23,147. * 

j nticrophylla, Hook. & Arn., 23, 

149. 

Boxbitrghii, Hook. & Arn., 33, 

150. 

Conocephahis amceuus, King, men¬ 
tioned, 26, 471. 
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Conocepbalus sinensis, C, H. Wright, 
26, 471. 

Conophalfus Kon/ac, Scliofct, 36, 182. 
Conopodium Cymmimi, Be nth., 23, 
330. 

Convallaria cirrhifolia, Wall., 36, 
104. 

commuta, Scliult., 36,106. 
Govamana, Wall., 36, 106. 
japonica, Linn., 36, 78. 

— var. major , Thunk, 36, 77. 

— var. minor , Thunk, 36, 78. 
majalis, Linn., 36, l\% 
mnlh'flora, Linn., 36, 106. 
Polygonatum ,, Linn., 36, 107. 
rosea , Ledeb., 36, 108. 
spieata, Tliunb., 36, 70. 
umhcllafa, Bunge, 36, 106. 
rcrticillata , Linn., 36, 109. 

CoNVOLVUL.U'E E, 26, 17)6. 
Convolvulus acetoscefolius, Turcz., 26, 
164. 

altheoicles, Linn., 26, 16k 
Ammaunii, Bear., 26, 163. 
arvensis, Linn., 26, 163. 

Batatas, Linn., 26, 137. 
hi floras, Linn., 26, 137. 
bryoniaTolius, Willd., mentioned, 
26, 165. 

calycinust Eoxb., 26, 160. 
calystegoides, Chois?/, 26, 165. 
chinensis , Ker-Gawl., 26, 165. 
dahitricits, Sims, 26, 164. 
fadiyiatus, Boxh, 26, 159. 

Bar'd wick it. Spreng., 26, 160. 
ianthums, Ilanee, 26,166. 
involucratus, Ker-Gawl., 26, 163. 
Kit, Linn., 26,160. 
chseairtts, Linn.. 26,161. 
parvifloras, Vahi, 26, 166. 
pellita, Ledeb., 26, 164. 
ropens, Vahi, 26,157. 
reptans, Linn., 26, 157. 

Septum, Linn., 26,164. 

— var. amerimnits, [Sims] Bot. 
Mag., 26,164. 

— var. bretipes, Franch., 26, 164. 
sinensis, Dear, 26, 162. 

Soldanella, Linn., 26, 165. 
spinosifs. Bunge. 26, 166. 
Mibvoli'bilis, Ledeb., 26, 164. 
tomenfosns, Lour., 26, 163. 
tragacanthoides, Turcz., 26, 166. 
Turpcfhum , Linn., 26, 163. 

Conyza segyptisca. Ait., 23, 419. 
altaica , BO., 23,417. 
amhigua , DO.. 23, 418. 
balsamitera, Linn., 23, 420. 
chinensis, Lam., 23, 401. 
chinensis , Linn., 23, 420. 


Conyza hirsute?, Linn., 23, 4*22. 
indica, Miq., 23, 422. 
japonica, Less., 23, 419 
lanceolavia , Boxb., 23, 421. 
leueodasys, Miq., 23, 419. 
patula , Ait., 23, 401. * 
pinnatifida, Franc}?., 36, 468. 
pyrifolia, Lam., 23, 419. 
syringsetolia, Meyen tj* Wa 7 p., 23, 
420. 

mronictsfolia. Wall., 23, 419. 

Coolcia punctata, Sonne rat,' 23, 110. 

Wampi, Blanco, 23, 110. 

Ooprosma, Foist., mentioned, 23, 
391. 

Coprosumnthus japonicus, K until, 36, 
96. 

Coptis chinensis, Franch., 36, 468. 

Teeta, Wall, 23, 17. 

Corallodiseus, Bat ah n, 36, 468. 

conckefolius, Batalin, 36, 468. 
Corallorhiza innaia, B. Jh\, 36, 9. 
Corchoropsis erenata, Sieb. Zucc., 
23, 94. 

psilocarpa. Harms $ Loes., 36, 468. 
Corchorus acutangulus, Lam., 23, 
93. 

capsularis, Linn,, 23, 93. 
hirtus, Thunb., 26, 449 
japonicus, Thunb., 23. 229. 
olitorius, Linn., 36, 468. 
serrafus. Thunk, 26, 449. 

Cordia Lourciri. Boem. & Sehuit., 26, 
143. 

Myxa, Linn., 26, 143. 
sinensis, Lam., 26, 143. 
thyrsiflora , Sieb. & Zuce., 26,144. 
venosaj Hemsl. *, 26, 143. 
Cordyline Jacqitini, Kunlh, 36, 118. 
fcerminalis, Kunth, 36, 118. 

— var. i'errea, Baker, 36, 1 IS. 
Cordi/lablastc Henschelii, Mor., 26, 
73. 

Coreopsis hitcniata, Lour.,* 23, 434. 

leticorhiza, Lour., 23, 435. 
Conundrum sativum, Linn., 23, 386. 
Coriaria intermedia, Mafsnm., 36,468. 
nepalensis, Wall, 23, 149; 36, 
468. 

sinica, Maxim., 23, 149. 
i terminals, Hem si, 36, 468. 
i Cortaeie.®, 23,149. 

| Corispermum elongatum, Bunge, 36, 
468. r 

hyssopifolium, Linn., 26, 326 ; 

mentioned, 327. 
orientale, Lam., 26, 327. 

Bedowskii, Fitch., 26, 327. 
Stauntoni, Moq., 26, 327. 
tylocarpum, Banco, 26, 327. 
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Coknace.e, 23, 344. 

Cornus alba, Linn., 23,344. 
hrachypoda, 0. A. Mey., 23, 345. 
Bretscbneideri, J. Henry, 36, 4158. 
canadensis, Linn,, 23, 344. 
capitata, Wall., 23, 345. 
crispula , Hance, 23, 345. 

— var. foliis latioribus, 23, 346. 
hongkongensis, Hemsl. *, 23, 345. 
Kousa, Buerg ,, 23, 345. 
macrophylla, Wall., 23, 345. 

Mas, Linn., mentioned, 23, 345. 
officinalis, Sieh. § Zncc., 23, 345. 
paucinervis, Hance , 23, 346. 
quinquenervis, Franck., 36, 463. 
seabridus, Franck , 36, 468. 
tartarica, Mill., 23, 344. 

Cor nut la quinata , Lour., 26, 257. 

Cortusa Mattliioli, Linn., 26,46. 

pekineusis, A. Bickt., 36, 468. 

Corydalis acuminata, Franck 36,460. 
adunca, Maxim., 23, 36. 
iegopodioides, H. Leveille 4' Vaniot , 

36, 4(59. 

albicaulis, Tar, Franck., 36, 469. 
antliriscifolia, Franck., 36, 469. 
aurea, Willd., mentioned, 23, 38. 

— var. speciusa, Baker & S. Moore, 

23, 38. 

balsamiflora, Brain, 36, 469. 

Bataliana, Brain, 36,469. 
bulbosa, DC., 23, 36; mentioned, 

39. 

Bungeana, Turce ., 23, 36. 

— var. odontopetala, Hemsl. *, 23, 

36. 

cheilanthifolia, Hemsl , 36, 469. 
cheirifolia, Franck., 36, 469. r 
cbelidomifolia, H. Liveillc 4' Vaniot, 

36, 469. 

ekinenm. Fra neb., 23, 37. 
eonspersa, Maxim., 36, 469. 

Orista-galli, Maxim., 36, 469. 
cristata, Maxim., 36, 469. 
curvi flora, Maxim., 23, 37; 36, - 
469. 

dasyptera, Maxim., 23, 37. 
daucifolia, H. Leveille §* Vaniot, 

36 469. ■* 

David!, Franck,, 36, 469. 
decumbens, Bers., 23,37. 

Delavayi, Franck 36, 469. 
Drakeana,P?’42w, 36, 469. 

Duclouxii, H. Lu'effli § Vaniot, 

36, 469. 

eehinocarpa, Franck 36, 469. 
edulis, Maxim., 23, 37. 
elata, Bur. tf Franck., 36, 469. 

Fargesii, Franck., 36, 469. 
flexuosa, Franck., 36, 469. 
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I Corydalis Fumaria, H. Leveille 4' 
Vaniot , 36, 469. 

| gamoscpala, Maxim., 23, 36. 

gigantea, Trautv. 4' Mey., 36, 469. 
gracilipes, S. Moore, 23, 37. 
raeilis, Franck, 36,469. 
amata, Franck 36, 469. 

Hannm, Kanitz , 36, 469. 
Hemslevana, Franck. 4' Brain, 36, 

469. ' 

heterocarpa, Sieb. & Zucc., 23, 33. 
incisa, Bers., 23, 37. 
linarioides, Mlxim., 23, 37. 
livida, Maxim., 36, 469. 
longicornu, Franck., 36, 469. 
lopinensis, Franck., 36, 469. 
Martini, H. Leveille 4' Vaniot, 36, 
469 

I xnelanochlora, Maxim., 23, 37. 

I micropoda, Franck ., 23, 37. 

1 moupmonsis, Franck 36, 469. 
mucronata, Franck., 36, 470. 
ochotensis, litres., 23, 37. 
ophiocarpa, Hook. f. 4Thoms., 36, 

470. 

oxvpetala, Franck., 36, 470. 
pac by centra, Franck., 36, 470. 
pallida, Bers., 23, 37; mentioned, 
38. 

petrophila, Franck., 36, 470. 
Potanini, Maxim., 36, 470. 

Prattii, Franck., 36, 470. 
pulehella, Franck ., 36, 470. 
racemosa, Bunge, 23, 36. 
raceraosa, Bers., 23, 38. 

Eaddeana, Beg el, 23, 37. 

I remota. Baker & S. Moore, 23, 36. 
remote, Maxim., 23, 36. 
rosea, Maxim., 23, 38. 
scaberula, Maxim., 36, 470. 
scandens, Franck., 36, 470. 
Sheareri, S. Moore, 23, 38. 
solida, Sw., 23, 36 ; 36, 470. 
Souliei, Franck ., 36, 470. 
speciosa, Maxim., 23, 38. 
spectahihs, Willd., 23, 36. 
stenantha, Franck., 36, 470. 
straminea, Maxim , 23, 38. 
streptocarpa. Maxim., 23, 38. 
suaveoleus, Hance, 23, 39. 
taliensis, Franck 36, 470. 
temulifolia, Franck., 36, 470. 
thalictrifolia, Franck„ 36, 470. 
tbibetica, var., Franck , 36, 470. 

I tomentella, Franck 36, 470. 

, tomentosa, H. E. Br 36, 470. 

, tongolensis, Franck,, 36, 470. 

! trachyearpa, Maxim., 23, 39 ; men- 
I tioned, 38. 

’ triibliata, Franck., 36, 470. 
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Cory dal is friseota, Franch.. 36, 470. 
t ri (o rna l j i, Franeh ., 36,470. 

Till forrh, Regel, 23, 33. 

Wiisoni, K E. Ur., 36, 470.^ 
yunnanensis, Franck, 36, 470. 
Corvlopsis multiflora, Ha nee, 23, 
■’290. 

sp., Diets, 36, 470. 

Cory lus A veil an a, Baker & S. Moore, 
26, 504. 

•charMix, Franch., 26, 503. 9 
Column., Linn ., ?6, 503 ; men¬ 
tioned, 504. 

— mr. chinensis, Burkill *, 26, 
503. 

Danielian a, Baill., 26, 503. 
fVrox, Wall, 26, 503. 

— wn\ thibetica, Franck, 26, 

503. 

heterophylla, Fitch., 26, 504. 

— ifar, Crista-galli, Burkill *, 26, 

504. 

— var. sutchuenensis, Franch., 26, 
504. 

— mr. yunnanensis, Franch., 26, 
504. 

mandshurioa, Maxim., 26, 505. 

— car. Fargesii, Franch., 26, 
50.v 

rosfrata, var. manchhurica, Regel, 
26, 505. 

tihctica. Batalin, 26, 503. 

Costus arahiem , *Jueq., 36, 71. 

speeiosus, Em., 36,71, 

Cofcmus eoggyria, Scop., 23,146. 
Cotone >ster acuminata, Lindl 36, 
470. 

acntiJWia. Maxim , 23, 200. 
angustifulin, Franch ., 36, 470. 
bacillar is, Wall., 36, 470. 
him folia, Wall., 36, 470. 
coriacea, Franck , 36, 470. 
Bielsiana, E. Pnfz., 36, 470. 
Fontanesii, Spach , menlioned, 23, 
201. 

Fortuneana, Wenzig, 23, 262. 
Francheti, Boi.% 36, 470. 
irigida, Wall., 36, 470. 
glancophylla, Franck, 36, 470. 
integerrima, Medic., 23, 2G0; men¬ 
tioned, 201. 

mierophylla, Wall., 23,201. 
moupinensis, Franck, 36, 470. 
mueronata, Franck , 36, 470. 
multiflora, Bunge, mentioned, 23, 
201 . 

nummularia, Flsch. § Meg., 36, 
470. 

pannosa, Franck, 36, 470. 
Pgracantha, Spach, 23, 200. 


Culonensfer reflexa, Carr., 23, 261. 
rotundifolia, Mall, 36, 470. 
rugosa, E. Prifz., 36,470. 
salieifolia, Franch , 36, 471. 
vulgaris, Lindl., 23,26. 

Cut Ionia Chant pioni, Lindl., 36, 34. 
Cofcula an them nicies, Linn., 23, 430. 
Cotyledon fimbriata, Turcz, 23, 281, 
japomca, Maxim., 36. 471. 
laemiaia, Linn., 23, 281. 
leucantha, Lcdch., 23, 281. 
malaeophylla, Pull ., 23,282. 
minuta, Komarov, 36, 471. 
bpinosa, 0. B. Clarke, 23, 281. 
spinosa, Linn., 23, 282. 
thgrsifiora , Maxim., 23, 281. 
CovelUa dcenminm, Miq., 26, 462. 
dtibi/carpa, Miq., 26, 402. 
hispid a , Miq., 26, 462. 
oppos'difolia, Miq., 26, 402. 
radiata , Miq, 26, 464. 
ra pi for mis, Miq., 26, 464. 
venosa, Miq., 26, 464. 

Orantzia lineata, Linn., mentioned, 
23, 281. 

Crassula mongoliea, Franck, 23, 280. 
pinnata, Linn., 23, 280. 
yunnanensis, Franch., 36, 471. 
Crataegus Bibas, Lour., 23, 261. 
crenulata, Roxb., 23, 200. 
cimeata, St eh, Zucc., 23, 259. 

dsungarica, Zahel, 36, 471. 
glabra, Hort., 23, 263. 
glabra, 2lamb., 23,262; mentioned. 
263. 

Henryi, Dunn, 36, 471. 
indica , Lmn. f 23, 264 
Irerts, Ihunh., 23, 203. 

Oxi/acantha, var. pinna tifda, Rcgel, 
23, 259. 

pinnatilldii, Bunge, 23, 259. 
Pyraeanlha, Port., 23, 200; men¬ 
tioned, 202. 
rubra, Lour., 23, 264. 
sanguinea, Pall, 23, 260. 
ser rati folia, Best 4 ., 33, 263. 
spiralis, Steucl., 23, 204. 
tenuifolia. Komarov, 36, 471. 
villona, Thunb., 23, 263 
Cratarni fa hat a, DO., 23, 51. 
magna , DC., 23, 51. 

Knrvala, Buch.-Ham., 23, 51. 
religiosa, Fprst., 23 , 51. 

Cratoxylon cochi nchinense, Bltime, 
23, 74. 

ligitstrinum, Blnme, 23, 74. 
petiolaium, Blume, 23, 74. 
polyanthiun, Korth , 23, 74. 
Crawfurdia affinis, Wall., 26, 123. 

* Delavayi, Franck, 36, 471. 
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Crawfurdia fascieulata, Wall, 26, 122, 
Japan tea, JSieb. & Zuec., 26, 122. 
inteo-viridk , 0, B. Clarke, 26, 123. * 
Ptervgocalvx, Hems!*, 26, 123. 
sp,, 26, 123. 

tliibetica, Franch., 36, 471. 
Cremautbodium discoideum, Maxim., 
23, 447. 

huniile, Maxim., 23, 447. 
lineare, Maxim., 23, 447. 
plantagmenm, Maxim., 23, 447. 1 

Potanin i, Win/e!., 36, 471. 1 

Crenel as odor ifer. Lour., 26, 3(13. 

Crepis Bockiaim, 36, 471. 

Gilhi, *S'. il/oo/’f, 36, 471. 

Henryi, Diels, 36, 471. 
laelerophylla, Hems!*, 23, 475. 
Hooker ana, C. B. Clarke, 36, 471. 
Integra, Mlq., 23, 475. 
japoniea, Be nth., 23, 475; men¬ 
tioned, 470, 477. 

longipes, Hems!. * , 23, 476; men¬ 
tioned, 475. 

li/rata, Benth., 23, 473. 
otana, Seh.-Bip., 23, 475. 

Phoenix, Dunn, 36, 471. 
prenantkoides, Hems!. *, 23, 477. 
rapunculoides, Dunn , 36, 471. 
Eosthormi, Dieis, 36, 471. 
tangeana, Mlq., 23, 475. 
trichocarpa, Franck., 36, 471. 
Turczaninowii, C. A. Met/., 23. 
477. 

Umbrella, Franck 36, 471. 

Crinum anomalum, Herb., 36, 88. 
asiaticum, Benth., 36, 88. 
asiaticum, Linn., 36, 88. j 

— var. anomalum, Herb., 36, 88. i 

— var. declinafcum, Herb., 36, 68. 

— var. sinicum, Baker , 36, 88. 
declination. Herb., 36,88. 
latifdinin, Thunb., 36, 88. 

Loureirii, M. Boem., 36, 88. 
plicatnm. Livmgst., 36, 88. 
sinicum , Eoxb,, 36, 88. 
zeglankum, Lour., 36, 88. 

Crithmum, mentioned, 23, 332. 
Crossandra mfundib alifur mis, Nees, 
26, 243. 

undukefolia, Sallsb , 26, 243. 
Crossostephium artemisioides. Less., 
23, 440. 

Crotalaria albida, Heyne , 23, 150. 
Iwevipes, Champ., 23, 152. 
eaiycina, Schrank, 23,151. 
eapitafca, Benth., 36, 471, 
chinensis, Lam,, 23, 152. 
chinensis, Linn., 23,151. 
elliptiea, Eoxb., 23,151. 
eriantha , Sieb. & Zucc., 23, 152. 


Crotalaria ferrnginea, B. Graft., 23. 
151. 

forwosana, Matsu m , 36, 471. 
juneea, Linn., 23, 151. 
leiocarpos, Vogel, 23, 151. 
limfoha, Linn., 23, 151. 
medieaginea, Lam., 23, 152. 
nioliis, Wetnm ., 23, 152. 

Old ha ml, Miq , 23,152. 
pauieuLita, Wllld., 23, 152. 
retusa, Linn., 23, 152. 
rafestens, Franch., 23,151; 36,471. 
sessiliflora, Finn., 23,152. 
si mil is, Hems!., 36, 471. 
i plcndens, Yogel, 23, 151. 
striata, DC.. 23, 153. 

Vach dill. Hook. & Am., 23,150. 
verrucosa, Linn., 33, 153. 
yunnanensis, Franch., 36, 471. 
Croton a ru mat lens, Linn., 26, 434. 
ctromaflats. Lour., 26, 434. 
chinensis, Benth., 26, 434. 
chinensis, Geisel., 26, 439. 
congest us. Lour., 26, 434. 
erassifolius, Geisel, 26, 434. 
Cumingii, Muell. Arg., 26, 434. 
Hancei, Benth., 26, 434. 

Eroneanus, Mlq., 26, 435. 
laeknocarpus, Benth, 26. 435. 
Jajvigafcus, Vahl, 26,435. 
longifolius, Seem., 26, 434. 
mollksimus, Geisel., 26, 442. 
poh/stackyus, Hook.& Arn., 26,434. 
sebiferus, Linn., 26, 445. 

Tigiuun, Linn., 26, 435. 
fomeutosus, Muell. Arg., 26, 434. 
t'uherculatus, Bunge, 26, 436. 
Crozopham nwlllsshua, Spreng., 26, 

Crucianella stylosa, Linn., 23, 395. 
Crucipeile, 23, 39. 

Cry psiS aculeata, Alt., 36, 384. 
Crypforarya chinensis, Hems!. * . 26. 
370. 1 

concinna, Hcmce, 26, 370. 
Cryptolepis Edlthee, Maxim., 26,100. 
elegans, Wall., 26, 100. 
hxijlora, Blmne, 26, 100. 
paudflora, Wight, 26,100. 
Cryptomem FoBunei , Otto & Dietr . 
26,544. 

japoniea, D. Don, 26, 544. 
Cryptonema malaccemh , Turcz., 36, 


Cryptotasnia canadensis. 
329. 


DC., 23, 


japoniea, Hassk., 23, 329. 
Cryptotseniopsis, Dunn, 36, 471. 
asplenioideB, Bomleu, 36, 471. 
botrychioides, Dunn, 36, 471 
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Cryptotseniopsis cardioearpa, Dunn, 
36, 471. 

Delavayi, Dunn, 36,471. 
filicina, Boissieu, 36, 471. 
leptophylla, Dunn, 36, 471. 
mollis, Dunn , 36, 471. 

Tanakte, Boissieu, 36, 471. 
vulgaris, Dunn, 36, 471. 
Cubospermumpalustre, Lour., 23, 309. 
Cucubalus baccifer, Linn,, 36, 471. 
Cucumis cantonianus, Debeaux, 23, 
317. 

maderaspatanus , LTun., 23, 319. 
Melo, Linn,, 23, 317. 
sativus, Linn., 23, 317. 
trigonus, Boxb , 23, 317. 

Cucurbita maxima, Duck ., 23, 317. 
moschata, Duck 23, 318. 

Pepo, Xtnft., 23, 317. 
sinensis, Til., 23, 313. 
OUCURBITACEJE, 23, 312. 

Oudrania crenata, C. B. Wright * , 
26, 469. 

javaneusis, Trecul, 26, 4C9. 
obovata, Triad, 26, 469. 
reetispina, Dance, 26, 470. 
tricuspidata, Bur., 26, 470. 
triloba, Dance, 26, 470. 

Qudmnus. Humph., 26, 469. 
Ounningnamia lanceolata, Lamb., 26, 
548. 

sinensis, B. Br., 26, 548. 

Cupio corymbosa, Hook. & Arn., 23, 
380. 

mollissima, Hook. & Arn., 23, 881. 
Cupressus araee.no>, 0. Koch, 26, 541. 
funebris, EndL, 26, 540. 
horizmitalis, Mill., 26, 541. 
japonica, Linn, f*., 26, 544. 
patula , Spad., 26, 541. 
pendula, Abel, 26, 541. 
sempervirens, Linn., 26, 541. 
Tmrneforti, Audib., 26, 541. 
Cupulifer.e, 26, 496. 

Curanga amara, Juss., 26, 187. 
Curculigo en si folia, H. Br., 36, 87. 
graminifolia, Nimmo, 36, 86. 
orchioides, Gaertn., 36, 87. 

— var. minor, Bentb., 36, 87. 
recurvata, Dryand., 36, 87. 
sfans, Labill., 36, 87. 

Curcuma longa, Linn., 36, 69. 
pallida, Lour.. 36, 70. 
rotunda, Linn., 36, 69. 

Cuscuta chinensis, Lam., 26, 167. 
colorans, Maxim., 26,168. 
jvmhriata, Bunge, 26,168. 

Grasii, Delponte, 26, 168. 
hyalina, Wight, 26, 168. 
japonica, Choisy, 26,168. 


Cuscuta lupuliformis, Knock., 26, 
168. 

Millettii, Book. § Arn., 26,16S. 
monogyna, Vahl, 26,168. 
obtusillora, D. B. K., 26, 168. 
pedicellata, Ledeb., 26, 169. 
Cyananthus barbatus, Franch., 26, 6. 
Delavayi, Franch., 26, 6. 

Hookeri, C. B. Clarke, 26, 6. 

— var. hispidus, Franch., 26, 6. 

— var. levicaulis, Franch., 26, 6. 
incanus, Book cf* Thoms., 26, 6. 

— var. leiocalyx, Franch., 26, 6. 
inflatus, Book. f. $ Thoms., 26, 7. 

— var. rufus, Franch., 26, 7. 

— var. tenuis , Franch., 26, 7. 
longifiorus, Franch., 26, 7. 
petiolatus, Franch., 36, 471. 

Cyanitis sylvatica, Heinw., 23, 275. 
dyanopis pubesceus, DC., 23, 401. 

mllosa, DC., 23, 401. 

Cyanotis aiachnoidea, C. B. Clarke, 
36, 157. 

axillaris, Doem. $ Schtdt, 36, 157. 
barbata, D. Don, 36, 157. 
cristata, Bnem. Schulf., 36, 158. 

— var. GrifHthii, C. B. Clarke , 36, 
158. 

fascicnlata, Benth., 36, 157. 
nepalensis, Miers, 36, 4. 
nobilis, Hassk , 36,157. 
pilosa, Wight, 36, 157. 
vaga, C. B. Clarke, 36, 160 
vaga, Boem. 4' Schult., 36, 160. 
Cyanfhilliirm puhcscens, Blume, 23, 
401. 

villosim, Blume, 23, 401. 
Cyalhpdine lyrata, Cass., 23, 407. 
Cyathula prosfrata, Blume, 26, 
321. 

CycAPACEiE, 26, 559. 

Cycas Bellcfonii, Lincl. & Hod., 26, 
560. 

Boddami, Hort., 26, 560. 
circinalis, Linn., mentioned, 26, 
560. 

inermis. Lour., 26, 559. 
pectinata, Griff., mentioned, 26, 
560. 

revoluta, Thunb,, 26, 559. 

Eumphii, Miq., 26, 559, 560. 

— var. bifida, Dyer *, 26, 560. 
siamensis, Miq., 26, 560. 
taiwaniana, Carruth., 26, 560. 
tonkinensis. Dyer, 26, 560. 

Cyclea deltoidea, Miers, 23, 29. 
polypetala, Dunn, 36, 472. 
racemosa, Oliver, 36, 472. 

Cyclodon adnatm, Griff., 26, 7. 
disians , Griff., 26, 7. 
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Cyclodon tnmcatus, Hook. f. & Thoms.. 1 
26, 7, 8. 

Cydonia oathayensh, Hemsl., 36, 472. 
ckinensU, DO., 23, 250. 
japonica, Pers., 23, 257. 
sinensis, Thouin, 23, 256. 

Cymbaria d&urica, Linn., 26, 203. 
Oymbidium aloifolium, Lodd., 36, 

31. 

aloifoliuin, Sti\, 36, 33. 

Corallorhisa , S\v M 36, 9. 
cyperifbiium, Wall., mentioned, 36, 
30. 

eburneum, Lindl., not Chinese, 36, 
29. 

e mi folium, Hook., 36, 31. 
ensi folium, Sw., 36, 29; men¬ 
tioned, 31. 

erythminn, Lindl., 36, 31. 

Faberi, liolfe, 36, 30. 
floribundum, Lindl., 36, 30. 
fra grans, Salisb., 36, 31. 
giyanteum, Lindl., 36, 30. 
giganteum, Wall., 36, 472. 
grandiflorura, Griff., 36, 30. 
HooJeerinnum, Reichb., 36, 30. 
hyacinthinum, Sm., 36, 19. 
Leacbianum, Beiehb.f 36, 30. 
longifolium, I). Lon, 36, 31. 
Meyenii, Sehau., 36, 27. 
micans, Sehau., 36, 29. 
pendulum, Su\, 36, 31; mentioned, 

32. 

sinense, Willd. 36, 31; men¬ 
tioned, 30. 
sp., 36, 32. 
sp., Griff., 36, 30. 
striatum, Sw., 36, 19. 
trisie, LindL, 36, 33. 
xiphiifolium, Lindl., 36, 29. 
Gvuibopogon Nardus, Ben die, 36, 
376. 

— sithsp, hamatulus, Hack., 36, 
376. 

— sithsp. marginatus, w. G-oeringii, 
Hack., 36, 370. 

Sckoenantlms, Spreng.. 36, 377. 

— var. ecesius, Hack., 36, 377. 
Cymimmia *peduneulaia, DC., 23, 

108. * 

resinosa, DC., 23,108. 

Cymopterus liitoralis, A. Gray, 23, 
331. 

Cynanchum, a specie^ of Polygonum 
resembling, 26, 338. 
acuminatifolium, Hemsl. *, 26, 

104 

afBne, Hemsl *, 26,104. 
amplexieaule, Hemsl. * , 26, 104. 
atratum, Lunqe, 26,104. 


Cynanchum auricula!uni, Boyle, 26, 
105; mentioned, 109. 

Bungei, Leone., 26, 105; men¬ 
tioned, 110. 

caudatum, Maxim., 26, 105. 
can datum, Hemsl. * , 26, 110; 

sphalm. vide Eudotropis cau- 
data, Miq. 

ehinense, B. Br., 26, 105. 
deltoideum, Hance, 26, 105. 

Fordii, Hemsl * , 26, 106. 
formosanum, Hemsl. * , 26,106. 
grandifollum. Hemsl*, 26, 1U6. 
Henryi, Ward., 36, 472. 
inodorum, Lour., 26, 107. 
iusulanum, Hemsl * , 26, 107. 
japonicum, Hemsl. *, 26, 107. 
iinearifulium, Hemsl. *, 26, 107. 
mandslmrieum, Hemsl. * , 26, 107. 
mongolicum, Hemsl*, 26, 107. 
Mooreanum, Hemsl * , 26, 108. 
nipponicuni, Matsum , 36, 472. 
oduratisshmun, Lour., 26, 114. 
ovalifolium, Wight, mentioned, 26, 
106. 

puhescens, Bunge, 26, 105. 
roseum, R. Br., 26, 1U8. 
sibirieum, B. Br., 26, 108. 
stenopkyllum, Hemsl *, 26, 108. 
versicolor, Bunge , 26,109. 
yerticillatimi, Hemsl *, 26, 109. 
yiliosum, Mat sum., 36, 472. 
viridiflorum, Sims, 26,113. 
voluble, Hemsl. *, 26, 109; men¬ 
tioned, 104. 

"Wilfordi, Branch, $}• Sav., 26,109; 
mentioned, 110. 

Cunoctomim formosanum, Maxim., 
26, 100. ' 

insulannm, Hance, 26,107. 
ovalifolium, Wight, mentiuned, 26, 
106. 

roseum, Decne., 26, 108. 

Wilfordi, Maxim., 26, 109. 
Cynodon Daetylon, Pers., 36, 402. 
Cyuoglossum divarieatum, Steph., 26, 
149. 

furcatum, Wall., 26,149. 
ja-\anieum, Thunb 26,149. 
micranthum, Lesf, 26, 149, 150. 
nervosum, Benth., 26, 150. 
sp. n. ?, 26,150. 

Cynosorekis gracilis, Blume, 36, 472, 
Cynosurus eegyptius, Linn., 36, 406. 
coracanm, Linn., 36, 405. 
indicus, Linn., 36, 406. 

CYPERACEiS, 36, 202. 

Oyperorckis elegans, Btume, 36, 472. 
Cyperus albidus, Rets., 36, 208. 
alopecuroides, Roxb,, 36, 212. 
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Oyperus amoyensis, Ilanae, 36, 215, 
216. 

am uncus, Maxim.) 36, 2GS ; men¬ 
tioned, 209. 

angnlaius, Nees, 36, 20*2. 
ih'cnarias, Hanee, 36, 217. 
nristatus, fioffb., 36, 209. 

— Tar. Main act ui, C. B. Clarke, 
36, 208. 

a trains, Sleud., 36, 2 n 6. 
aitricomm , Benth., 36, 211. 
auneulatns , Nees, 36, 222. r 
Baccha, Kuntli, SISCOS. 
bract ectius , Steud., 36, 219. 
b coincides, Vachell, 36, 220. 
hcmincus , Hook. & Arn , 36, 206. 
bulboso-stjloniferus, Stead., 36, 

217. 

canescens, Yahl, 36, 220. 
eapiUctris, Roxb., 36, 203. 
cast emeus , Miq., 36, 219. 
eastaueus, JJdltf., 36, 209; men¬ 
tioned, 219. 

ceplialotes, Void, 36, 209. 
compact us, Betz., 36, 221. 
tViUplcniatus, Presl, 36, 204. 
compressus, Linn., 36, 210. 
conjunct us, Stead., 36, 217. 
cuspidatus, H. B. K„ 36, 219. 
cylindfostochys, Boeck., 36, 221. 
q/lindcostachyus, Boeck., 36, 221. 
ciensiflorus, G. F. W. Me?/., 36, 
222 . 

diehroostaehyus, Hochst 36, 210. 
dilformis, Linn., 36, 210. - 

difiusus, Vahl, 36, 211. 
digitate, fioxb., 36, 211; men¬ 
tioned, 207. 
dilutits, Vahl, 36, 221. 
dihmalis, Schultes, 36, 207. 
distans, Linn., 36, 211. 
dulcis, Humph., 36, 229. 
elegans, Sw., 36, 211. 
eleusinoides, Kunth, 36, 212. 
erectus, Roxb., 36, 205. 
eriophoms, Steud, 36, 212. 
exaltatus, fief-., 36, 212. 
ferax, Rich., 36, 222, 2*23. 
ferox, Vahl, 36, 222, 223. 
jimbriatus, French. & Say., 36, 218. 
Jiavesccns . var. ruhromarginata, 
Sebrenk, 36, 206. 
fleximus, Vahl, 36, 222. 

Fortune i, Steud., 36, 214. 
fuscus, Linn., 36, 212. 
fuscus, Maxim., 36, 210. 

— var. ckinensis, Debeanx, 36, 

218 . 

gigmiteus, Boeck., 36, 221. 
globosus, Allioni, 36, 203. 


Cyfievus glonieratus, Linn., 36, 213. 
Griffithii, Steud., 36, 216. 
gymnoleptv s, Steud., 36, 206. 
Haspan, Linn., 36, 213. 
hexaduchys, Eottb., 36, 217. 
hexaduvhyns, Nee-*, 36, 219. 

Ilcynei, Boeck., 36, 215. 
iujra-apicalis, Nees, 36, 212. 
inundatus, Nees, 36, 203. 
innndatm, Roxb., 36, 207. 

Iria, Linn., partim, 36, 207. 

Iria, Linn., 36, 213. 

— forma japonica, Boeck., 36, 
201. 

— var. ( amahilis ), C. B. Clarke, 
36, 208. 

— car. paniciformis. C. JB. Clarke , 

36, 214. 

Iria , Thwaites, 36. 214. 

Jacquhii, Scbrad., 36, 215. 

Japan tens, Miq., 36, 208. 

Hegelian its, Steud., 36, 259. 
Iceuisshnm, Steud., 36, 217. 
latesjdeatus , Boeck., 36, 205. 
lewveephalus, Hassk., 36, 224. 
Lhinmmvs, Kunth, 36, 205. 
littoralis , R. Br., 36, 217. 
lomentaceus, Nees, 36, 222. 
lucidulus, C. B. Clarke, 36, 220. 
macropus, M iq„ 36, 210. 
macroseiadion, Steud., 36, 216. 
malaeeensia, Lrnn., 36, 214; men¬ 
tioned, 223. 

— var. brevifolia, Boeck., 36, 
218. 

maryinelhts , Nees, 36, 215. 
Meyenii, Nees, 36, 210. 
mcekus, Sun Ik, 36, 211. 
manoygnus, Boeck , 36, 209. 
monostachyus, Linn., 36, 240. 

Monti , Linn., 36, 208. 
milticcps, Hook., 36, 222. 

Kecsii, Kunth, 36, 211. 
nigro-viridis, Tbwaites, 36, 211. 
n<fens, Betz., 36, 200. 
niveus, fietz. , 36, 215. 
nutans, Vahl, 36, 215. 
odoratns , Linn., 36, 205, 214, 222. 
odoratus, Osbeck, 36,*217. 
orthodachyus, Francli. <&? Sav., 36 
218. 

ovularis, Boeck., 36, 221. 
paniciformis, Francli., 36, 214. 
panuflorus, Nees, 36, 214. 
pattciflorus, Steud., 36, 215. 
pectiniformis, Nee?, 36, 210. 
pennatus, Lam., 36, 220. 

Pes-aomm, BertoL, 36, 213. 
pilosus, Vahl, 36, 215; mentioned, 
203. 
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Cyperns piptolepis, Steud36, 215. 
pmlystachyus, B. Br., 36, 205. 
Prescottianus, Hook., 36, 222. 
procerus, Botib., 36,215. 
pidvinatus , Nees, 36,206. 
pumihis. Linn., 36, 206. 
pmiciinilatus, Trimen, 36, 215. 
j panel kid at us, Vakl, 36, 203, 216. 
pygmmis, Bottb , 36, 207, 203. 

— var. [3, Boeck., 36, 252. 
racemustis, Boeck., 36, 212. 
radians, Fees, 36, 216. 
radkans, Kunfcb, 36,216. 
radiatus, Vahl, 36, 216. 

Betsii, Nees, 36, 219. 

Retzii, Poir., 36, 208. 
rotundas, Bentli., 36, 219. 
rotundas, Kunth, 36, 217. 
rotundus, Linn., 36, 216. 
mnguinolenfus , Vahl, 36, 206. 
Santonki, Bottb., 36, 214. 
septa fits, Sfend., 36, 221. 
serotinus, Bottb., 36, 20S. 
Sicberianus , Diels, 36, 221. 
sinensis, Debeaux, 36. 216. 
sol at us, Steud., 36, 219. 

sp., Bottb., 36, 207. 
spaniuphyllus, Steud., 36, 214. 
squar rasas, Linn., 36, 209. 
stolonifer, Betz., 36, 217. 
sir ictus, Lam., 36, 205. 
sfrigosas, Hook., 36, 222. 
stuppem, Forsfc., 36,22< >. 
suhalatus , Steud., 36, 215. 
subfnscus, Debeaux, 36, 218. 
tegetiformis, Boxk, 36, 218. 
tenuicidmis, Boeck., 36, 219. 
tenuijlorus, Boxb., 36, 219. 
terei if nidus, Steud., 36, 206. 
Teysmmmi, Boeck., 36, 207. 
tnrtuosus, Boxb., 36, 205. 
truncatus, Tnrcz., 36, 218. 

— var. orthostacbya, C, B. 
Clarke*, 36,218. 

tuherosus, Bojer, 36, 217. 
iuberosus, Bottb , 36, 219. 
nmbellafm, Bentb., 36, 220. 
umbel!a fas, Miq„ 36, 221. 
uneinaftts^ Poir., 36, 219. 
unioloides, B. Br., 36, 202. 
ven ustus, Nees, 36, 211. 
venmtus, B. Br,, 36, 212. 
verticil hit as, Noes, 36, 211. 
verticil!at us, Boxb.,*36, 210. 
vulgaris, TCunth, 36, 204. 

Wkjhtii, Hance, 36, 220. 

Zollingen, Stead., 36, 219. 
Cvpripediuin arietinum, R . Br., 36, 
63, 472. 

Calceulus, Linn., 36, 64. 


Cy pripedium nense, Branch., 36,05. 

corrugatuin, Franck, 36, 64. 

— var. obesa, Franck, 36, 64. 
ebraeteatum, Bolfe, 36, 64. 
elegans, Bekhkf., 36,472. 
Fargesii, French., 36, 04. 
fasciolatum, Franck, 36, 64. 
gnttatum, Sw., 36, 64. 

Henryi, Bolfe, 36, 65. 
himalaicum, Bolfe, 36, 65. 
japonicum, Thank, 36, 65; men¬ 
tioned, 64. 

luteum, Fraigdi., 36, 65. 
nmcranthu m, Hook., 36, 05, 06. 
macrantbum, Sw., 36, 06. 
margaritaceum, Franck, 36, 60; 
mentioned, 64. 

micranthum, Franch., 36, 60; 

mentioned, 64. 

Tarkliii, Beichb. f., 36, 67. 
plectrocMhm, Fmncb., 36, 63. 
purpuraiiun, Lmdl., 36, 67. 
sink urn, Hance, 36, 67. 
tibeticum, King , 36, 66. 
venustum. Wall., mentioned, 36, 
67. 

yuxmanense, Franch , 36, 66. 

Cyrta ay rest is, Miers, 26, 77- 
japonica, Miers. 26, 76. 
serrulata, Miers, 26, 77. * 
sahcrifolia, Miers, 26, 77. 
virgata , Miers, 26, 77. 

Cyrtandra Fortune!, C. B. Clarke, 26, 
224. 


Cy doper a hicarinata, Lindl., 
tioned, 36, 28. 
flava, Lindl., 36, 28. 
formosana, Bolfe, 36, 28. 
Cyrtophyllum imgrans, *DC 
121 . 


men- 


26, 


■percgrinurn. Blame, 26,121. 

Cy starch is nebular am, Hance, 36, 
45. 

Cyfisus Cajan, Linn., 23,195. 
Czcrnaria laevigata, Turoz., 23, 
334. 


Dactvlma sehizopetalum, Franck, 36, 
472. 

Dactylis glome rata, Linn., 36, 421. 
Daetyloetemum segyptiacaun, Width, 
36, 406. f ^ 
muerunahtm, Willd., 36, 406. 
Dsedalacanthus nervosus, T. Anders., 
26, 238. 

Dalbergia Delavayi, Franck, 36, 
472. 

Dyeriana, Praia, 36, 472. 
frondosa, Boxb., 23, 193. 
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Dalbergia Hancei, Benth, 23, 198. 
liupeana, Hance, 23/198. 
lanceolaria, Linn., 23, 19^, 

Millettii, Benth, 23, 198. 
mimusoides, Franck., 36, 472. 
monosperma, Bah., 23, 198. 
polyphylla , Benth., 23, 198. 
rubigmosa, Boxb., 23, 198. 
scandeus, Boxb., 23, 199. 
yunnanensis, Franck., 36, 472. 
Bamasonium indicum, Willd., 36, 
3. 

Damnacanthus indices, Gaertn 23, 
383. ^ 

nimropkyllus, Sieb., 23, 387. 
major, Sieb. & Zucc., 23, 387. 
JDanthonia neuroelytrum, Steud., 36, 
342. 

Daphne cannabinct, Lour., 26,398. 
cannabiua, Wall., 26, 395. 
Championi, Benth, 26, 395. 

For t line i, Benth., 26, 395. 

Fortunei, Lindl., 26, 395. 
gemmata, E. Fritz., 36, 472. 
Genkwa, Sieb. §• Zucc., 26, 395. 
gracilis, E. Fritz., 36, 472. 
inilica, [Loisel.] Herb. Gen., 26,395. 
vidica, Linn., 26, 398. 
japonica , Sieb. & Zucc., 26, 395. 
odorar Thunb., 26, 395. 
retusa, Hemsl., 26, 401; 36, 472. 
JRonmea, Meisn., 26, 395. 
sinensis, Lam., 26, 395. 
taugutiea, Maxim., 26, 396. 
tenmflora. Bur. tf Franck., £6, 
401; 36, 472. 
triflora, Lour., 26, 396. 
Baphiidium bifarmm, Nees, 26, 
386, 

Cubeba, Nees, 26, 380. 
elmgatum, Nees, 26, 381. 
lancifolhm, Sieb, & Zucc., 26, 
383 

Mynah, Sieb. & Zucc., 26, 392. 
sinense, Blume, 26, 392. 
strychnifoliutn , Sieb. & Zucc., 26, 
392 ; 36,472. 

Danknipkvllum Calleryanum, Baill., 
26, 429. 

calyeinum, Benth., 26, 429. 
Oraudickaudhinum, Baill., 26, 429. 
glaueescens, Blume, 26, 429. 

— var. Oldhami, Hemsl. * , 26, 
429. 

macropodum, Miq., 26, 423. 
Boxburghii , Baill., 26, 429. 
Basyloma bengkalense, DO., 23, 331. 
glaucum, DC., 23, 331. 
japonicum, Miq., 23, 331. 
mibpimuLluM, Miq., 23, 331. 


Datura alba, Keen, 26, 175. 
fastuosa, var. alba, C. B. Clarke, 
26, 175. 

ferox, Linn., 26, 176. 

Metel, Linn., 26, 176. 

Stramonium, Linn., 26, 176. 
Daueus Carota, Linn., 23, 336. 
Davidia, Baill., 36, 472. 

involuerata, Baill., 36, 472. 
Debregeasia edulis, Wedcl., 26, 492. 

obovata, C. H. Wright *, 26, 492. 
Decaisnea angxdosa, Lindl., 36, 39. 
Pargesii, Franck., 36,472. 
insignis, Hook.f. $ Thoms., 36,472. 
Decumaria sinensis, Oliver, 36, 472. 
Deermgia baccata, Moq., 26, 318. 

* celosioides, B. Br., 26, 318. 

Delavaya, Franck „ 36, 472. 
toxocarpa, Franck., 36, 472. 
yunnanensis, Franck., 36, 472. 
Beilina scmnentosa, Linn., 23, 22. 
Delphinium alboeseruleum. Maxim., 
23, 19. 

anthriscifoliurn, Hance, 23, 19. 
Boovaloti, Franck., 36, 472. 
Callerii, Franck., 23, 19. 
campylocentrum, Maxim., 36, 472. 
caucasicum, var., Maxim., 36, 
472. 

cavaleriense, H. Leveille $ Vaniot, 
36, 472. 

ceratophorum, Franck., 36, 472. 
cerefolium, H. Leveille # Vaniot, 
36, 472. 

chefoense, Franck., 36, 472. 
cheilanthum, Fisck., 23, 19. 
chinen*e, Lodd., 23,19. 
ccelestinum, Franck., 36, 473. 
Davidi, Franck., 36, 473. 

Delavayi, Franch, 36,473. 
densiflorum, Butkie, 36, 473. 
denuclatum, Wall., 36, 473. 
elatum, Linn., 36,473. 
exiguum, E. Fritz., 36, 473. 
Pargesii, Franck 36, 473. 
fatsieneuse, E. Fritz., 36, 473. 
Gilgianum, Filg., 36, 473. 
grandiflorura, Linn., 23,19. 

— var. chinense, FiscJj,, 23, 19. 
liamatum, Franck., 36, 473. 
Henryi, Franch, 36, 473. 
hirticaule, Franch, 36, 473. 
iliense, Huth, 36, 473. 
lankongensa? Franch, 36, 473. 
likiangense, Franch, 36, 473. 
longipes, Franch, 36, 473. 
Maackianum, Beg el, 36, 473, 
Maximowiczii, Franch, 36, 473. 
mosoynense, Franch, 36, 473. 
oliganfchum, Franch, 36, 473. 
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Delphinium ortbocentrum, French., 
36,473. 

pachycentrum, Hemsl., 36, 473. 
Potanini, Ruth, 36, 473. 
pycnocentrum, Franch., 36, 473. 
JEtobertianum, H. Leveille § Vaniot , 
36, 473. 

sertiferum, Franch 36, 473. 
siwanense, Franch ., 36, 473. 
Souliei, Franch., 36, 473. 
sutchuenense, Franch 36, 473. 
taliense, Franch 36, 473, 
fcanguticum, Maxim., 36, 473. 
tatsienense, Franch., 36, 473. 
tongolense, Franch 36, 474. 
tricTiophorum, Franch 36, 474. 
yunnanense, Franch., 36, 474. 
Bemocritea serissoides, DO., 23, 391. 
Dendrobium aciculare, Lindl ., men¬ 
tioned, 36, 11. 
aduncum, Wall., 36, 9. 
aggregatum, Roxb., 36, 9. 
atropurpureum, Miq., 36, 9. 
aurantiaeum, Reichb. /., 36, 9. 
aunjerum, Lindl., 36, 34; men¬ 
tioned, 10. 

bellatulum, Rolfe * , 36, 10. 
candiduin, Wall., 36, 13. 
eapillipes, Reichb. /., 36, 474. 
catenatum, Lindl., 36, 12. 

Ceraia, Lindl., 36, 10. 
chrysanthum, Wall., 36, 10. 
chrysenm, Rolfe, 36, 9. 
chrysostoxara, Lindl., 36, 474. 
elavatum, Wall., 36,10. 
JDalhousieanum, Wall., 36,12. 
Fargesii, Finet, 36, 474. 
fimbriatum, Hook., 36, 474. 
formosum, Roxb., mentioned, 36, 
10 . 

Gibsoni, Paxt., 36, 11. 
hainanense, Rolfe, 36, 11. 
Hancockii, Rolfs * , 36, 11. 
hercoglossmn, Reichb. men¬ 
tioned, 36,11. * 

japonicum, Lindl., 36,12. 
Linawianum, Reichb. f, 36, 12. 
Loddigeaii, Lindl., 36, 12. 
longicornu, Lindl., 36, 474. 
moniUforme, Lindl., 36, 12. 
moniliforme, Sw 36, 12. 
nobile, Lindl., 36,12. 

— var. formosanum, Reichb. f, 36, 
13. 

odiosnm, Finet, 36, 474. 

Pierardi, Roxb., 36, 474. 
pulchellum, Lodd., 36,12. 
pulehellum, Roxb., 36, 12. 
velutinum, Rolfe, mentioned, 36,11. 
yunnanense, Finet, 36,13, 474. 
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Dendrobium zonatum, Rolfe * , 36, 
13. 

Dendrocalamus affinis, Rendle * , 
36, 447. 

Brandisii, Kiirz, mentioned, 36, 

447. 

fiagellifer, Munro, mentioned, 36, 

448. 

latidorus, Munro, 36, 448. 
Lendrolobiinn Cephalotes, Benth., 23, 
171. 

imbcllaium, Benth., 23,177. 
Dendropanax japonicum , Seem., 23, 
342. 

parvidorum, Benth., 23, 342. 
proteum, Benth., 23,342. 

Dcntana dasyloba, Turez., 23, 43. 
repens, Branch., 23, 44. 
tenelto, Regel, 23, 44. 
tcmufolia, Ledeb., 23, 44. 

Dentella repens, Font., 23, 372. 
Bentidia nankmensis, Lour., 26, 279. 
Derris chinensis, Benth , 23, 199. 
Fordii, Oliver, 36, 474. 
laxiflora, Benth., 23,199. 
marginata, Benth., 36, 474. 
oblonga, Hance, 23,199. 
scandens, Benth., 23,199. 
trifoliate. Lour., 23, 3 99. 
uliginosa, Benth., 23, 15,9. 
Deschampeia csespibosa, Beam., 36, 
399. 

Desmantbus ?irga.tus, Willd., 23, 
214. 

Bcsmochceta prostrate , DO., 26,321. 
Dfcsmodium acrocarpum, Hance, 23 
177. 

amethystinum, Bunn, 36,474. 
Buergeri, Miq , 23,175. 
eallianthum, French., 36,474. 
Oepbalotes, Wall., 23,171. 
cineraseens, French., 36, 474. 
dubium , Lindl., 23,17*2. 
elegans, Benth., 23, 171. 
fioribundum, G-. Bon, 23,172. 
formosum, Vogel , 23,172, 
gangetieum, BO., 23, 172. 
Oardneri, Benth., 23, 172. 
gracillimum, Hemsl., 36, 474, 
Griffithianum, Benth., 36,474. 
gyroides, BO., 23,173. 
hamulatum, French., 36, 474. 
heferocarpim, DC., 23,175. 
heterophyllum, BO., 23,173. 
bispidum, French., 36, 474. 
'aponkum, Miq., 23,175. 
aburnifolium, BO., 23,172. 
latifolium, BO., 23,172. 
laxiflorum, BG„ 23,172. 
lutescens, BO., 23,173. 



Desmodium mkrophyttum , DC., 23, 
374. 

mutt iflora rn, DC., 23, 172. 
nervosum, Vogel, 23, 175. 
oblatum, Baker, 23, 174. 

Oldhami, Oliver, 23, 174. 
parvitblium, DU., 23,174. 
podoearpum, DC., 23, 174. 
podoearpum, Miq., 23, 172. 
polycarpum, DO., 23, 175. 

— var. tnchoeaulon, Baker , 23, 

175. r 

piirpiirewn, Hook. & Arn., 23, 
175. r 

rhabdocladum, Branch., 36, 474. 
sinuatum, Blame, 36, 474. 

Tashiroi, Matsu oi., 36, 474. 
trwhocauloit, DO., 23, 175. 
yunnanense, Branch., 36, 474. 
Desriwa chhicnsis, Lour., 23, 27. 
Dentzia albida, Batalin, 36, 474. 
Baroniana, Diels, 36, 474. 
corymbiflora, JRcv. Sort., 36, 474, 
corymbosa, R. Br., 23, 275. 
crenaia, Sieb. & Zucc., 23, 277. 

— var. taiwanensis, Maxim., 23, 
277. 

discolor, Hemal. *, 23, 275. 
Fargesii, Branch., 36, 474. 

Fort uni £ Carr., 23, 277. 
glaberrima, Koehie, 36, 474. 
giabrata, Komarov, 36, 474. 
glomerulifolia, Branch., 36, 474. 
grandiflora, Bunge, 23, 276. 
bamata, Koehne, 36, 474, 
longi folia, Franch., 36, 474. ^ 

parviflora, Bunge, 23, 276. 
seabra, Tkunbf 23, 276. 
setchuenensis, Branch., 36, 474, 
staminea, B. Br., 23, 277. 

Deyeuxia catthw, Pilg., 36, 856. 
effusiflora, Ben die *, 36, 302. 
elatior. Hook. 36, 898. 

Henryi, Bencfle * , 36, 393. 
Hugoniana, Bcndlc *, 36, 393. 
hupehensis, Ben die *, 36, 304; 

mentioned, 392. 
japonica, Spreng., 36, 360. 
moupinensis, Pilg., 36, 395. 
puleheila, Hook, 36, 395. 
sachalinensis, Bcndlc * , 36, 395. 
seabrescens, Munro. 36, 395. 
sylvatica, Kunth, 36, 395; men¬ 
tioned, 393, 

— var. borealis, Bcndlc *. 36, 
396. 


var. bracbytricha, Hack., 
396. 


— var. eollina, Bcndlc * , 36, 396. 

— var. birsuta, Hack., 36, 397. 


Deyen\ia sylvatica, var. latifolia, 
f Bcndlc * , 36, 397. 

— var. laxillora, Bend!e * , 36, 

397. 

— var. ligulafca, Bcndle* , 36, 
39S. 

— var. seiuroitles, Hack., 36, 398. 
Diaccecarpum rot midi folium, Hassle., - 

23, 344. 

Dianclla east folia, Red., 36, 119. 

Javan ica, Kunth, 36,119. 
nemorosa, Lam., 36,119. 
odorata, Blume, 36, 119. 
straminea, Yatabe, 36, 474. 

Dianthcra japonica, Thnnb., 26, 2-18. 
Dianthus arbuscula, Lindl., men¬ 
tioned, 23, 63. 
barbatas, Linn., 23, 63. 
Caryopbyllus, Lin n., 23, 63, 64. 
chinensis, Linn., 23, 63. 

— var. lachnata, DC., 23, 63. 

— var. sinensis, Rohrb., 23, 63. 
Fischeri, Spreng., 23, 63. 
japonicus, Thunb., 23, 63. 
longicalyx, Miq., 23, 63. 

Morrisii, Hance , 23, 63. 

Oreaduniy Hanee, 23, 64. 
pulchcrnmus , Loisel., 23, 63. 
Schraderi, ReichK, 23, 63. 

Seguieri, Chaix, 23, 63. 
superbus, Linn., 23,63. 
szechuensis, Williams, 36,474. 

DrA.pENSiACE.&, 26, 34. 

Diaphora cochinclunensis, Lour., 36, 
264. 

Diarrhena japonica, Franch 36,418. 
Diarthron linifolium, Turez., 26, 

401. 

vesici^losum, Flash. tj’ Mry,, 26, 

402. 

Dieentra macrantba, Oliver, 36, 474. 

spectabihs, Miq., 23, 85. 

Dicerma. elegans , DC., 23, 171. 

pulehdlnm , DC., 23, 171. 
Dichelactiua nodicauhs, Ilance, 26, 
421. 

Dichondra repens, Forst., 26, 167. 
Dichotomanthes trisianueempa, Kura, 

23, 307. 

Dichroa cyanitis, Miq., 2$, 275. 
febrifuga, Lour., 23, 275. 

JaUfolia, Miq., 23, 275. 
Dicbroeephala Bodimeri, Vaniot , 36, 
474. 

cbrysantbemifolia, DO., 23, 406. 

— var. giabrata, Hook, f., 23, 406. 

— var. Leveillei, Vaniot, 36, 475. 

— wrr.minutifolia, Vaniot, 36,475. 
Diekinsia, Branch., 36, 475. 

bydroeolyloides, Franck., 36, 475. 
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Biclidium J'crox , Sebrad., 36,' 2*22? 
Dicliptera Buergcnana, Miq., 26. 
248. 


Burmamri, Sees. 26, 248. 
cardtocarpa, Kees, 26, 248. 
cbineiisjs, Bees, 26, 247. 
crimta, Wees, 26, 248. 

— var. fieri bund a, Hemsl. * , 26, 
248. 


Boxburglmna, Kees, 26, 248. 
Diclytra specfabiUs, DO., 23, 36. 
Dktamnus Fraxinella [Gr. Don], 
Lindl., 23, 36, 489. 

Didissandra Delavayi, Franck., 36, 
475. 

Fargesu, Franck., 36, 475. 
glandulosa, Batalin , 36, 475. 
lancifolia, Franck 36, 475. 
lanuginosa, C. B. Clarke , 26, 226. 
lanuginosa, Wall., 26, 227. 
longifolia, Franch 36, 475. 
longipes, Hemsl 36, 475. 

Mihieri, Franch., 26, 227. 

Morgani, Franch., 36, 475. 
plieata, Franch ,, 36, 475. 
Ro&thornii, Diels, 36, 475, 
saxatilis, Hemd. * , 26, 227. 

— var. microealyx, Hemd. * , 26, 
227. 

sesquifolia, 0. B. Clarke, 26, 228. 
speeiosa, Hemd , * , 26, 228. 
Didymocarpusawra^iflea, 0. B. Clarke, 
26, 231. 

Auricula, S. Moore, 26,226. 
demissa, Hance , 26,229. 

Fordiij Hemsl. *, 26, 229. 

Hancei, Hemsl. *, 26, 229. 
lanugino&us, Maxim., 26, 226. 
Oreoeharis, Hance, 26, 226! 
rotundifolius, Hemsl. * , 26, 230; 
mentioned, 231. 

Didymoplexis pallens, Griff., 36, 
47. 

Dicnia congeda, Lindl., 36, 5. 

cylindrostachga, Lindl., 36, 5. 
DieVrilla amabihs, Carr., 23, 368. 
jlorihnnda, Hort., 23, 369. 
iloribunda, Sieb. <j- Zucc., 23, 369. 
ilorida, %ieb. $ Zucc., 23, 368; 

mentioned, 369. 
grandifiora, Hort., 23, 309. 
hortensis, Hort., 23, 369. 
japoniea, DC., 23, 369. 
multiflora, Lem., 23, 369. 
panel : flora, Carr,, 23, 368. 
rosea , Walp., 23, 368. 
versicolor , Sieb. et Zuee., 23, 369. 
Digitalis glutinosa, Oaertn., 26, 193. 

sinensis, Lour., 26, 185. 

Digitaria barbata, JYitld ., 36, 322. 


Digitaria debiiis, TV did., mentioned, 
36, 324. 

eriantha, JStend., mentioned, 36, 
323. 

formosana, Bendle *, 36, 323. 
glabra, Beaux., 36, 324. 

Henryi, Bendle * , 36, 323. 
humifusa, Pees., 36, 324. 
longiQora, Pcrs., 36, 324. 
pertenuis, Buese, 36, 327. 
sanguinalis, Scop., 36, 325. 

-- var. eiliaris, Doell , 36, 325. 

— me. eriicuita, Hook. /., 36, 326. 

— var. extensa, Hook. 36, 326. 

— var. pruriens, Hook . 36, 

326. 

setifolia, Stop/, 36, 326. 
femtiflora, Beam?., 36, 324. 
tenuispica, Bendle * , 36, 326. 
tevnata, Sfapf, 36, 327. 

Dilivaria ilicifolia, Nees, 26, 242. 
Dilleniace-e, 23, 22. 

Dilophia fan tana, Maxim, 23, 49. 
Dirneria faleata, Hack., 36, 359. 
fiiscescens, Munro, 36, 359. 
pusilla, Thw., mentioned, 36, 359. 
sinensis, Bendle *, 36, 359. 
Dimocarpus Longan, Lour., 23, 139. 
Dimorphanihus elatus, Miq., 23, 338. 
mandslmrkus, Rupr. A Maxim., 
23, 338. 

Dinefus racemosns. Sweet, 26,167.^ 
Dioscorea aeerifblia, Uline, 36, 475. 
aluta, Linn., 36, 90. 

3?atafcas, Decne., 36, 91. 

Buergeri, Uline, 36, 475. 
bulbifera, Linn., 36, 91. 
dasmona, var . reticulata, Hvuk.f., 
36, 91. 

Decaisneana, Carr., 36, 91. 
doryopliora, Hance , 36, 91; men¬ 
tioned, 92, 94. 

Rargesii, Franck., 36, 475. 
glabra, Boxb., 36, 91. 

Henryi, Uline, 36, 475. 
japoniea, Thitnb., 36, 92; men¬ 
tioned, 94. 

macrocarpa, Wall., 36, 91. 
oppositifolia, Linn., 36, 92. 
pentaphylla, Linn., 36, 94, 475. 
polystachya, Turcz 36, 92. 
quinqueloha, Thunb., 36, 92. 
rbipogonioides, Oliver, 36, 93. 
Rostbomii, Diels , 36, 475. 
sagitiata, Boyle, 36, 91. 
saliva, Linn., 36,93, 
sp., 36, 94. 

spinosa, Boxb., 36, 93. 

Swinhoei, Bolfe, 36, 91. 
tenuipes, Franck, Sea\, 36, 475. 
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Dioscorea t ilia folia, Kunth, 36, 03. 
tomentosa, Koen. [rnispr. “ Linn.”], 
alluded to, 36, 04. 
zingiberensis, C. H. Wright*, 36, 
93. 

Dioscoreace.e, 36, 90. 

Diospyros arruata, Hems!. * , 26, 69. 
eh menbis, Blume, 26,69. 
cost at a, Carr.. 26, G9. 
eriantha, Champ , 26, 69. 
japonica , Sieb. & Zucc., 26, 70. 
Kaki, Linn. f, 26, 69. m 

—’ wr, Aurantum^ Andre, 26, 

— var. Bertii, Andre, 26, 69. 

— var. costata, Carr., 26, 69. 

■— var. elliptica, Andre, 26, 69. 

— var. Sahuti, Andre, 26, 69. 
Lotus, Linn.. 26, 70. 
microcarpa, Sieb., 26, 70. 
Morrisiana, Hance, 26, 70. 
Oidbami, Maxim,, 26, 70. 
rhombitolia, Hemsl. *, 26, 70; 

mentioned, 71. 

Boxhurghii, Carr., 26, 69. 

Schitze, Bunge, 26, 69. 
sinensis, Hemsl. * , 26,71. 
utilis, Hemsl., 36, 475. 
vaceinioicles, Lindl., 26, 71. 

Dipelta elegans, Batalin, 36, 475. 
floribunda, Maxim., 23, 357. 
yimnanensis, Franch , 36, 475. 
Biphaca cochinchinensis, Lour., 23, 
370. 

Diphylleia cymosa, Michx., 36, 47£^ 
Diplachne fusca, Beam., 36, 411. 
serotina, Link, 36, 411. 

— var. aristata, Hack., 36, 411. 
sinensis, Hance, 36, 411. 
squarrosa, Bichter, 36, 411. 

— var. longe-aristata, Bendle*, 
36, 411. 

Diplacrum earieinum, B. Br., 36, 
267. 

Biploclinmm Evansiamnn, Lindl, 
23,321. 

Biploelisia macrocarpa, Miers, 23, 
28. 

Liplolepis aideulata, Lindl., 26,113. 

ovata, Lindl., 36, 475. 

Diplomeris chinensis, Bolfc, 36, 62. 
Biplmnornha canescens, C. A. Mex., 
26, 397. 

Chamadaphne, Meisn., 26, 397. 
virgata, C. A. Mey., 26, 397. 
Biplopappm asperrimus, DC., 23. 
416. 

haceharoides, Benth., 23, 409 
chinensis, Less., 23, 407. 
laxus, Bentb., 23, 416. 


Diploprora Cbampioni, Hook. /., 36, 

Biplobiphon Qryzcianm, Decne., 36, 

2 . 

Diplospora fruticosa, Hemsl. *, 23, 

382. 

pubeseens, Hook, f, mentioned, 23, 

383. 

sp., 23, 384. 

viridiflora, DC., 23, 383. 

Dipt ana, Branch., 36, 475. 

iberideum, Branch., 36, 475. 
Dipsace.e. 23, 399. 

Dipsaeus asper, Wall., 23, 399. 
chinensis, Batalin, 36, 475. 

Ghnelini, Maxim., 23, 400. 
mermis, Wall., 36, 475. 
japoniens, Miq., 23, 400. 
Biptcracanthus calycinus, Champ., 
26, 239. 

lanceolatus, Nees, 26, 238. 
snbdenticulatus, Miq., 26, 249. 
Dipterocarpeje, 23, 83. 

Dipteronia, Oliver, 36,475. 

sinensis, Oliver, 36, 475. 

Dischidia chinensis, Champ., 26, 

116 . 

formosana, Maxim., 26, 116. 
Bisemma Horsfieldii, Miq., 23, 312. 
Disporopsis aspersa, Hua , 36, 475. 
fusco-picta, Hance, 36, 110. 

Pernyi, Hua, 36, 475. 

Disporuin calcaratum, B. Bon , 36, 
142. 

Leschenaultianum, B. Bon, 36, 

142. 

pullum, Salish., 36, 142; men¬ 
tioned, 136. 

sessile, B. Bon, 36, 143. 
smilacinum, A. Crag, 36, 143. 

— var. xiridcscens, Maxim., 36, 

143. 

iiniflorum, Baker , 36, 144. 

Walliehii, D. Don, 36,142. 
Bissocheeta Barthei, Hance, 23, 300. 
Bissolana verticillata, Lour., 26, 
2 (> 6 . 

Distylium racemosum, Sieb. & Zucc., 
23, 289. 

— var. chinense, Franck*, 23, 

200 . ' 

Blihyrocarpus paniculatus, Kunth, 
36,158. 

petiolatm, Wight, 36,158. 
undidaim, Wight, 36, 158. 

Bothii, Wight, 36, 158. 

Diuranthera major, Hemsl ., 36,118, 
475. 

minor, C. H. Wright, 36, 118, 
475. 
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Dobinea Delarayi, Baill., 36, 475.' 
DoeUingeria scahrn, 2fees, 23, 415. 

trichocarpa, DO., 23, 416. 
DolicbandroneOauda-ielina, Benth. 4* 
Book. 28, 235. 

Dolichos albus, Lour., 23,194. 
biflorus, Linn., 23, 194. 

Caiiang , Linn., 23, 193. 
cultratm, DO., 23,195. 
ensifo rails, Linn., 23, 192. 
japmicus, Spreng., 23, 162. 

Lablab, Li mi., 23, 194. 

Lagopus, -Dunn, 36, 475. 
pcrennans, [Hemsl. * ], 23, 194. 
phaseoloidcs, Boxb., 23, 191. 
polystachyos, Thunb., 23, 162. 
purpureas , Linn., 23, 194. 
sinensis, Linn., 23, 193. 
Tetragonolobm, Linn., 23, 194. 
irilohas, Linn., 23, 194. 
unguiculatus, Thanh., 23, 195. 
Dontostemon dentatus, Lcdch., 23, 
45. 

eglanduhmts, 0, A. Mey., 23, 45. 
integnfulins, C. A. Mey., 36, 
476. 

mieranthus, C. A. Me //„ 23, 45. 
oblong if aims, Ledeb., 23, 45. 
Dopatmim junceum, Bach.-Bam., 
26, 187. 

JDorcoceras hygrometrica, Bunge, 26, 

Dorifcis Wightii, Benth., 36, 34. 
Doronicum stenoglossum, Maxim., 
23, 447. 

Borstenia chinensis , Loup., 26, 450. 

pahescens, G. Forst., 26, 483. 

Draba alpina, Linn., 36, 476. 
atuplexicaulis, Branch., 36, 476. 
bract,eata, Batalin, 36, 476. 
contorta, DO., 23, 41. 
dentata, Ledeh., 36, 476. 
elata, Book. cjf* 2'homs., men¬ 
tioned, 23, 42. 
incana, Linn., 23, 41. 
moupinensis, Branch., 36, 476. 
nemorosa, Linn., 23, 4L. 

— Tarr. hehec'trpa efc leiocarpa, 
Ledeb., 423, 42. 
surculosa, Branch , 36, 476. 
yuunanensis, Branch 36, 476. 
Draoiena ensafa, Thunb., 36, 119. 
ensifulia, Linn., 36, 119. 
ferrea, Linn., 36, 118. 
grandn(folia, Linn., 36, 79. 
terminalis, Jaeq., 36, 118. 
terminal is, Linn., 36, 118. 
Bracoeephalum altaiemis, Laxm., 26, 
291. 

Faberii, Hemsl. *, 26, 291. 


Dracocephalum fmiidmn, Bungfe, 26, 

grandidorura, Linn., 26, 291. 
Henryi, Hemsl. * , 26, 291. 
imberbe, Bunge , 26, 292. 

Moldaviea, Linn., 26, 292. 
rupestre, Hanee, 26, 291. 
Buj’sehianinn, Linn., 26, 292. 
sinense, S. Moore. 26, 293. 
tangutieum, Maxim., 26, 293. 
urtieifolium, Miq., 26, 293. 

- * car. pedunculatum, Hemsl, * , 
26,293. * 

Dracuntwho polyphyllum, Thunb., 36, 
182. 

Dracontomelum mangiferum, Maxim., 
23, 149. 

sinense, Stapf 36, 478. 

Dregea sinensis, Hemsl. *, 26, 115. 
volubilis, Benth . § Hook. /., 26, 
115. 

Drosera Biirnaanni, Vahl, 23, 288. 
indicia, Linn., 23, 2S9. 

Loureiri, Hook. § Am., 23, 289. 
liimta , Buch.-Ham., 23, 289. 
peltata, Sm., 23, 289. 
rot until folia. Lour., 23, 289. 
umbel lata, Lour., 23, 289. 
DllOSERACE.E, 23, 288. 

Drytfndra contain, Thunb., 26, 433. 
oleifem, Lam , 26, 433. 
vernicia, Correa, 26, 433. 

Dryuiaria cordata, WdLl., 23, 71. 
Bubreuilia ; qjeqjt aides, Gaudich., 26, 
. 477. 

Bahama ramosissinia, Hanee, 23, 
‘481. 

Biichesnea fragarioPs, Sin., 23, 240. 

sundaica, Miq., 23, 240. 

J)uh'dflea chinensis, DC., 23, 429. 

Du mart ruga fag i folia, Gaud., 26, 
454. 

Dumasia cordi folia, Hemsl., 36, 
478. 

vdlosa , DC., 23, 489. 

Dunbaria eonspersa, Benth., 23, 
195. 

pulehra, Benth., 36, 478. 
subrhombea, Hemsl., 23, 195. 
Dupinia japonica, Franck., 36, 478. 
By soda fa menial a, Lour., 23, 391. 
Dysopbylla aurieularia, Blume, 26 
278. 

Bcnthaminna, Hanee, 26, 277. 
crueiata, Benth., 26, 278. 
japonica, Miq , 26, 277. 

Sampsoni, Hanee , 26, 278. 
tetraphylla, Wight, 26, 278. 
verticil lata, Benth., 26, 278. 
verfioiltafa, Benth., 36, 278. 
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Ebe^acejE, 26, 69. 

Ebermaiera coneiunula, Hcmcc, 26, 
237. 

Eccoilopus anclropogonoidcs . Steucl., 
36, 351. 

Ecdysunthera braehiaia, A. DC.. 26, 
98. 

mierantba, A . DC., 26, 98. 
peduncidosa, Miq., 26, 98. 
rosea, Hook . cf Ar??,., 26, 98. 
Echinocarpus sinensis, Hanee , 23, 
91; 36,476. 

Echinocaulon perfoliatym, Hassk., 26, 
344. 

Echinocldoa Grits- Galli, Dum., 36, 
329. 

Eehinodorus guianensis , Griseb., 36, 
190. 

Echinolyimm clipsaceum , Desv., 36, 
235. 

Echinops dahurieus, Fiseh., 23, 439. 
Gmetini, Ledeb , 26, 459. 

Grijsii, Hanee, 23, 459. 
sphcerticephala , Miq., 23, 459. 
Echinopsilon d tear icatum, Kar. & Kir., 
26, 327. 

Ecbin osper m u m ani sacn ntliran, 

Turcz., 26, 150. 
anisaeaiithinn, Turcz., 26, 150. 
javanidum, Lehm., 26, 149. 
Lappula, Debeaux, 26, 150. 
Lappula, Linn., mentioned, 26,150. 
Echiies sa liana, Pelile, 26, 100. 

sinensis, Hort. Angl., 26, 115. 
Eclipta alba, Hassk., 23, 433. *-» 
erecta , Linn., 23, 433. 
inarginafa , Boisa., 23, 433. 
prostrata, Linn., 23, 433. 
ther mails, Bunge, 23, 433. 
Edgewortkia clirysantba, Lind!,, 26, 
401. 

ch'ysanfha , Lindl., 26, 396; cf. 401. 
Gardner!, Meisn., 26, 396; men¬ 
tioned, 401. 

papyri Jem, Sieb. & Ziiee., 26, 396. 
Eli ret ia acuminata, D. Br., 26, 143. 
btixifolia, Doxb.. 26,144. 
corylifolia, C. H. Wright, 36, 476. 
Dickson i , Hanee, 26, 145. 
formosana, Hemsl. * , 26,144. 
Hanceana, Hems!. *, 26, 145. 
heterophylla, ftpreng., 26, 144. 
longiflora, Champ., ZB, 145; men¬ 
tioned, 149. 

macrophylla, Wall., 26,143. 
ovalifolla, Hassk., 26, 144,145. 
pgr (folia, D. Don, 26, 143. 
resinosa, Hanee, 26, 146. 
serrala, Roxb., 26, 143. 

— Tar. obovata , DC., 26,143. 


Erf.l3AGNACE<E, 26, 402. 

Ekeagnus anguslit’olia, Linn., 26, 
402. 

Boekii, Diels, 36, 476. 
crispa, Thunb., 26, 404. 

David ii, Fran eh., 36, 416. 
edulis, Sieb., 26, 404 
glabra, Tlumb., ZB, 402. 
gonyantbes, Bench., 26, 403. 

Grijsii, Hanee, 26, 403. 

Henryi, Ward., 36, 476. 
hortensis, Bieb., 26, 402. 
lanceolata, Warh 36, 476. 
lntifolia, Linn., 26, 403. 

Iongipcs, A. Gray, 26, 404. 

Loureiri, Champ., 26, 403. 
macrophylla, Thunb., 26, 403. 
imiltillora, Thunb., 26, 404. 
Oldhami, Maxim., 26, 404. 
orienfa/is, Linn., 26, 402. 
parcifolia, Wall., 26, 404. 
pungens, Thunb., 26, 404. 
re flex a, Decne., 26, 404. 

Sinicini, Carr., 26, 403, 404. 
sp., 26, 405. 

tenuijlora, Bentli., 26, 402. 
umbellata, Thunb., 26, 404; men¬ 
tioned, 405. 

Elicocarpus cbinensis, Hook. 23, 

94. 

decipiens, Hemsl. *, 23, 94. 
hainanensis, Oliver, 36, 476. 
Henryi, Hanee, 23, 95, 
japonieus, Sieb. Zuce., 23, 93. 
Lmeemfolius, Don b . 23, 95. 
phot in tee foh us, Sieb. & Zuce., 23, 

95. 


serrulafus, Bentli., 23, 94, 95. 
FJtenenuris, see Eleoeharis. 

Bheucocva cor data, Bluine, 26, 433. 
cord at a, A. Juss., 26, 433. 

Ferment, A. Juss., 26, 433. 
verrucosa, A. Juss., 26, 433, 
EUeodendron Fortune?, Turcz., 23, 
124. 


glaucuni, Vers., 23, 125. 
japonicum, Franck. $ Sav., 36, 
476. 

Elatine.e, 23, 72. ^ 

Elatost ema, Font., genua Tnentioried, 
26, 456. 

ficoides, Wedd., ZB, 482 
involueratum, Franck. A Sav., 26, 
_ 482. ^ 

japonicuin, Wedd , 26, 483. 
lesvigatim, Hassk., 26, 484. 
lineolatum, var. major, Thw., ZB, 
482. 

Marianna, C, B. Clarke, 26, 482. 
opposilijolmin, Dalz., 26, 480. 
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Elatostema ovatirn , "Wight, 2&, 
480. 

platyphyllum, Wedd., 26, 482. 
pubescens, Pers., 26, 4S3. 
sessile, J. $ G. Font, 26, 483; 

mentioned, 482. 
spp., 26, 483, 484. 
surculosura, Wight, mentioned, 26, 
483. 

umbellatum, Blnme, 26, 483. 

— vat*, maj us, Maxim., 26, 
482. 

Wighliamtm , Wedd., 26, 4S4. 
Eleocharis aeicularis, R. Br 36, 
228. 

acictdam , Lecleb., 36, 225. 
acvtangula, Scbnlt., 36, 227. 
afflata, titevd., 36, 226. 
eapitata, It. Br., 36, 227. 

CkiBtaria, Hance, 36, 2*25. 
erythrocklamys, Miq., 36, 228. 
fistulosa, X?w/t, 36, 227. 
interstmeta, R. Br , mentioned, 36, 
228. 

media , Sehult., 36, 227. 
mntata, P. Br., mentioned, 36, 
227. 

ochroslachys, Steud., 36, 226. 
palastris, R. Br., 36, 227 ; men¬ 
tioned. 228. 

pel lucid a, Presl, 36, 226. 
p ileal a, A. Gray, 36, 227. 
plantaginea, R. Br., 36, 228 ; men¬ 
tioned, 229. 

— var., Nees, 36, 229. 
setacea, K. Br., 36,227. 
spiralis , Hance, 36, 230. 
suhprolifrra, Steud., 36, 2SG. 
tetraquetra, Nees, 36, 228. 
tuberosa, Sehult., 36, 229. 
nniglu/iiU, Scbnlt., 36, 227. 
variegata, Kunth, 36, 229. 

— var. laxiflora, Ridl., 36, 229. 
Eleogenus at pit at us, Isees, 36, 227. 
Elepbantopus scaber, Linn., 23, 402; 

mentioned, 400. 

Eleusine (Egypt ta, Desf., 36, 40G. 
corn(*ana, Gaertn.. 36, 405. 
indica* dhertn., 36, 406. 
Eleutherococcus Henryi, Oliver, 23, 
341. 

leueorrhizus, Oliver, 23, 342. 
senticosus, Maxim., 23, 342. 
sp., 23, 342. 

Elodea chivensis. Hance, 23, 74. 
Elsnoltzia blanda, Benth mentioned, 

26, 278. 

calycoearpa, Diels, 36, 476. 
crist at a, Wit Id., 26, 277. 
incisa, Bentk., 26, 277. 


ElsboHzia incisa, var. major, Hook. /., 
26, 277. 

integrifolia, Benth 26, 277, 
Qldhami, He nisi. * , 26, 277. 
polystacbj'a, Benih 26, 278. 
rugulosa, Hcmsl. * , 26, 278. 
Stauntoni, Benth., 26, 278. 

Elymus arenarius, Linn., 36, 433. 
dahuricus, Trin., 36, 433. 

— var. cylindricus, Franck., 36, 
433. 

CiasystaJiys, Trin., 36, 433. 
exeelsus, T c re?., 36, 434. 
Bseiiclo-agnpyrum. Trin., 36, 432. 
sibincus, Linn., 36, 434. 

Ely net ste notar pa, Ear. & Eir., 36, 
268. 

Embelia Fordii, Me;, 36, 476. 
longifolia, Etuis !.* , 26, 62. 
myrtifolia, Me?, 36, 476. 
nervosa, A. DC'., 26, 62. 
oblongifolia, HeuisL * , 26, 62. 
obovata, Hem A. * , 26, 62. 
pauciflora, Diels, 36, 476. 
polypodioides, He nisi. $ Me?, 36, 
476. 

procumbent, Eeml., 36, 476. 
prunitulia, Me?, 36, 476. 

Kibes, Burn. /., 26, 62.. 
saxatilis, He nisi., 36, 476. 

Emhlim offit in alls, Gaertn., 26, 421. 
Embry opt cr is Kali, G. Hon, 26, 
69. 

Emerida sinensis, Koetn. & Sehult., 
26, 101. 

Emilia angust(folia, BC., 23, 449. 
flammea, Cass.. 23, 449. 
prenantboidea, DC., mentioned, 23, 
449. 

sag ill at a. 1)0., 23, 449. 
sin mi, Miq., 23,449. 
sonebiiblia, DC., 23, 449. 
Emmeuopterys Henryi, Oliver , 36, 
476. 

Enipusa paradoart, Lindl., 36, 7. 
Endosj ernuuti cb men sis, Benth„ 26, 
444. 

Endotropis aurmdata, Decue., 26, 
105. 

amiculafa, Branch., 26, 109. 
aurieulata, Miq., 26, 105. 
caudata, Miq., 26, 105, 110 [as 
Cyua n chu m caudatum]. 

Enemfun Raddeanum , Kegel, 23, 18. 
Engelhardtia acerifolia, Blurne, 26, 
495. 

chrysolepis, Hance, 26, 495. 
Colebrookiana, Lindl., 26, 405. 
villus a, Kurz, 26, 495. 

Wallichiana, Lindl., 26, 495, 
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Engelhardtia W al li eh i an a 7 var. chryso- 
lepis, C. DC, 26, 495. 
sp., Benth., 26, 495, 

Enhahis, Griff., 36, 3. 

Enhalus acoroides, Rich., 36, 3. 

Koenigii, Rich, 36, 3. 

Enkianthus biflorus, Lour., 26, IS. 
brachyphyllus, Franch., 36, 476. 
chinensis, Fmnch., 36, 476. 
himalaicus, Hook. f. Thoms., 36, 

476. 

quinqueflorus, Lour., 26, 18. r 
retieulatus , Lmdl., 2f>, 18. 
Rosthornii, Diels, 36, 476. 
wiifloras, Benth., 26, 18. 

Enkylia digym , Griff., 23, 321. 

trigyna. Griff., 23, 321. 
Enneapogon brachvataehyus, Stctpf, 
36,407. 

Entada Adenanfha, DC., 23, 214. 
Gigalohhtm, DC., 23, 214. 
monostackya, DC., 23, 214. 
Pursatha, DC., 23, 214. 
seandens, Benth , 23, 214. 
Enteropogon gracilior, Rendle *, 36, 
403. 

melicoides, Sees, mentioned, 36, 
403. 

Eoraecon qhionantba, IJance, 23, 34. 
Eopepon aurantiacus , Naud., 23, 313. 

vitifolius , Naud., 23, 313. 

Epaltes australis. Less., 23, 423. 
Ephedra equisetina, Bunge, 26, 538. 
Gerardiana, Wall., 26, 538. 

— var. sikkiiuensis, Stitpf, 

539. 

glauca, Regel, 26, 539. 
intermedia, Schrenk Jp C. A. Mey., 
26, 539. 

— var .glauca, Stapf, 26, 539. 
macrocephala , Bert ol„ 26, 539. 
monosperma, (J. A. Mey., 26, 539. 
monospermos, S. G. Gmei., 26, 539. 
mono&tachya , var., Willd., 26, 539. 
proccra, var. ccrnm , Regel, 26, 

538. 

— var. iypica, Regel, 26, 538. 
vulgaris, Brandis, 26, 539. 

Epicarpuras orientals, Blume, 26, 
454. 

Epidendruni ensifolium , Linn., 36, 
29. 

mobile, Thunb., 36, 12. 
moniliforme, Linn., 36, 12. 
nervosum , Thunb., 36, 7. 
non-chinense, Reichb. mentioned, 
36, 28. 

pendulum, Roxb., 36, 31. 
sinense , Andr., 36, 31. 
smews*', Red., 36, 29. 


Epidendrum striatum, Thunb., 36,19. 
teres, Thunb., 36, 33. 
tuberosum, Lour., 36, 10. 

Epilobium affine, Maxim., 23, 307. 
angulatum, Komarov , 36, 477. 
angustifulium, Linn., 23, 307. 
calyeinnm, Haussk., 36, 477. 
cephalostigma, Haussk., 36, 477. 
decipiens, Haussk., 23, 308. 
himalayense, Haussk., 36, 477. 
hirsutum, Linn , 23, 307. 
japonicum, Haussk., 23, 307. 
la*tnm, Wall., 36, 477. 
lividum, Haussk., 36, 477. 
iniiiutifforum, Haussk., 36, 477. 
inolle, Lam., 36, 477. 
nepalense, Haussk., 36, 477. 
nervosum, Bom., 36, 477. 
nudiearputn, Komarov, 36, 477- 
palustre, Linn., 23, 308. 
pmpim/uum, Haussk., 23, 308. 
roseum, Schrcb 23, 308. 
Rouvanum, H. Levcille, 36, 477. 
sp., 23, 308. 
spicatum, Lam., 23, 309. 
tetragonum, Linn., 23, 308. 
tetragonuja, Lour., 23, 309 
Waliichianuui, Haussk., 36, 477. 

Epiiuedium acuminatum, Franch., 36, 
477. 


brevicornu, Maxim , 36, 477. 
Dawdi, Fmnch., 36, 477. 
Eargesii, Fmnch., 36, 477. 


macranthum, Morren $ Beene., 23, 


pubescens, Maxim , 23, 32. 
mmittiitum, Baker, 23, 33. 
sineutis, §ieh. f 23, 33 
hiitchuenense, Franch., 36, 477. 
viol ace urn, Morren & Decne., 23, 
32. 


Epipactis americana , Lindl., 36, 49. 
umlsehatea, Sw., 36, 40. 
consimilis, B. Bon, 36, 48. 
gigantea, DoityL, 36, 49. 
Helleborine, \nr., Crants, 36, 477. 
latifolia, &'to., 36, 48, 49, 477, 
macros!aeh}<i, Kriinzl., 36, 477. 
Royleana, Lind]., 36, 49. 
Thunbergii, A. Gray, mentioned. 
36, 49. 

veratrifolia, Boiss , 36, 48. 
Epipkanes pattens , Reichb. 36, 

47. * 


Epipremnmn mirabile, Schott, 36, 
180 . 


Epirhizanthes tenella , Hook, f., 23, 
59. 


Episfi/liim Icpioclados, Hance, 26, 
422. 
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Eragrost is amabilis, Wight tf* Arn., 
36, 412. 

atrovlrem , Hack., 36, 413. 
haMcnsis, Hance, 36, 413. 

Brownei , Nees, 36, 413. 
cylindrka , Nees, 36, 414. 
elegantula, Steud., 36, 412. 
elongata, 36, 413. 
ferruginea, Beauv., 36, 413. 
genieulata, N&s, 36, 414. 
harpachnoides, Hack., 36, 414. 
Hugoniana, Rendle *, 36, 414. 
interrupta, Beany., partim, 36, 
415. 

interrupta, Beauv., var. tenuissima, 
Stapf, 36, 415. 
japonica , Trin., 36, 415. 
major, 36, 410; mentioned, 
422. 

Makinoi, Hack., 36, 410. 
meqrtsiachya, Link, 36, 410. 

Milhttii, Nees, 36, 417. 
minor. Host , 36, 416. 

Nevinii. Hance, 36, 414. 
orientalis, Nees, 36, 413. 
orientalis, Trin., 36, 413. 
pilosn, Beauv. , 36, 417- 
pilosissima, Link , 36, 417. 
phimosa , Link, 36, 418. 
poceoides, Beauv., 36, 416. 

2)0(50ides, Trin., 36, 416. 
stenophylla, Hochst., 36, 417. 
teucUff, Bentb., 36, 415. 
tenella, Boon. $ Schvlt., 36, 418. 

— var. phtmosa, , Stapf, 36, 418. | 

tenuissima, Sehrad., 36,415. 
unioloides, Nees, 36, 412. 
verthillaia, Beauv., 36, 417. r 
Willdenoviana, Nees, 36, 413 ; 

mentioned, 415. 
zeylau ica, Nees, 36,413. 
Eranthemum aspermm, Hook, f., 26, 
243. 

bicolor, Schrank. 26, 243. 
crenulatum, Wall., 26, 243. 
nervosum , B. Br., 26, 238, 
palatiferum, Nees, 26, 243. 
pulchelltm , Andrews, 26, 238. 
Brantbis albiflara, Branch., 36, 477. 
stellate, Maxim., 23,17, 

Yaniotiana, Id. Reveille, 36, 477. 
Eremoehloa fa kata, Hack., 36, 363. 
leersioides, Hack., 36, 363. 
opbiuroides. Hack., 3o, 363. 
zeylanica, Hack., 36, 364; men- 
- tioned, 863. 

Eria ambrosia , Hance, 36,14. 
anneuiaea, Lindl.,. mentioned, 36, 


Eria Corneri; Tteiehh. f., 36, 10. 
formosana, Rolfe , 36, 16. 
bainanensis, Rolfe* , 36,16. 
lucbuensis, Yatahe , 36, 17. 
myosurensis, Lindl. , mentioned, 
36,171. 

ornata, Lindl., mentioned, 36, 16. 
rosea, Lindl., 36, 17. 
pannea, Lindl,, 36, 17, 
pusdla , Bentb., 36, 17. 
sirnca, Lindl., 36,17. 
tomentosa, Hook./., mentioned, 36, 
16. ♦ 

Eriachne chinensis, Hance, 36, 398. 
Hoolceri, Mtmro, 36, 398. 
pallescens, R. Br., 36, 398. 

Enantbus fastigiatus, A. Henry, 36, 
350; mentioned, 851. 
formosanus, Stapf, 36,851). 
fulvus, Nees, 36, 350. 

Hookeri, Hack., 36, 3.50. 
japonicus , Beauv., 36, 348. 
pollinioides, Rendle * , 36, 350. 

&permits, Debeaux, 36, 357. 
tristaehyus , Nees, 36, 356. 

Emc \CEiB, 26, 32. 

Ericed a Lourdri , (4. Don, 26, 129. 
Erigeron acris, Linn., 23, 417. 
alpinus, Linn., 23, 418. <• 
anibiguus, Sch.-Bip., 23, 418. 
annuus, Pers., mentioned, 23, 418. 
canadensis, Linn „ 23, 418. 
chinense, Jacq., 23,418. 
ciliafits , Ledeb., 23, 417. 

Ktl futus, Lour., 23, 418, 
kamtschaficus, DO., 23, 418. 
latisqmmatus, Maxim., 23, 417* 
linifolius, Willd., 23,418. 
moupinensis, French,, 36, 477. 
pyrifalius, Bentb., 23, 419. 
Eriobolrya dubia, Beene,, 36, 477. 
fragrans, Champ., 23, 261. 

Griffiths, Branch., 36, 477. 
japonica, Lindl., 23, 261. 
lasiogyna, Franck., 36, 477. 
priotiopbylla, Franch 36, 477. 
EmoCAunACE.i:, 36,198. 

Erioeaulon, Linn., mentioned, 23, 
289. 

alpesfere, Hook. f. $ Thoms., 36, 
198. 

australe, R. Br., 36,198. 
Buergerianurn, Koern., 36, 198. 
eautoniense , Hook. & Arn.,. 36, 
201; mentioned, 202. 
cineremn, R. Br., 36, 199. 
erisiatum, Benth., 36,199. 
cristaturn, Mart., var. brevioalvx, 
C. H. Bright*, 36, 190. 
decemflorum, Maxim., 36, 477. 

2 q 
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Eriocaulon dieline, Maxim., 36, 477. 
echiuulatum, Mart., 36, IDO. 

Faberi, Bnhland, 36, 1D9. 

Henryainiin, Bnhland, 36, 199. 
heieranthum, Benth., 36, 199. 
intermedium, Koern., 36, *200. 
kiusianuni, Maxim., 36, 477. 
tongi folium, ICoern., 36, 201. 
luzulsefolinm, Mart., 36, 199. 
Miquelianurn, Koern., 36, 200. 
nipponicum, Maxim., 36, 200. 
officinale, Koern., 36, 200. r 
setaeeum, Linn., 36, 200. 
sexangulare, Linn., mentioned, 36, 
201. 

semngularc, Miq,, 36, 201. 
sexangulare. Rnhland, 36, 202. 

— var. jQ, ICoern., 36, 201. 
Sieboldianum, Sieb., 36, 2U0. 
simcutn, Miq., 36, 201. 
truncatum, Buch,-Ham., 36, 201. 
Wallicbianum, Mart.. 36, 201. 
Wigbtianum, Mart., 36, 202. 
Eriochloa anmdata, Kuntb, 36, 
320. 

polyslaehya, H. B. K., 36, 320. 
■yillosa, Kunth, 36, 3*20. 

Enochryds Ncaenga, Nees, 36, 349. 

porphyrocoma , ilance, 36, 349. 
Eriodendron anfractuosum, BO., 23, 
89. 

Eriopborum alpinum, Linn., in obs., 
36, 249. 

angustifolium, Both, 36, 255. 
comosum, Nees. 36, 256. 
cyperinum , Linn., 36, 249. 
latifolium, Hoppe, 36, 256. 
polystacldon, Linn., 36, 255, 236. 

— Var., 36, 235. 

Eriosema chinense, Vogel, 23, 197. j 
Erismanthus sinensis, Oliver, 26, i 
444. j 

Eritrichium japonic urn, Miq., 26,153. | 
pectinatum, DC., 26, 150. 
peditnculace, X. J*C., 26, 153. 
radicans, A. DC., 36, 477. 

Erodium Stephanianum, Willd., 23, 
98. 

Eruca satiya, Lam., 23,47. 

Ervum hirsnturn, Linn., 23, 1S4. 

Lens, Linn., mentioned, 23, 187. 
tetraspermum, Linn., 23,185. 
Erycibe glaucescens, Hoot. & Am., 26, 
156. 

obtusifolia, Benth., 26,156. 
Eryngium fcetiduro, Linn., 36, 477. 
Erysimum aurantiacura, Mctiim., 36, 
477. 

eheiranthoides, Li mi., 23, 46. ! 

hieraciifolium, Linn., 23, 46. \ 


Erysimum maeilentnm, Bunge, 23,46. 
stigmatosum, Franck, 23, 46. 
yunnanense, Franch., 36, 477. 
Erythrsea, genus mentioned, 36,139. 
japonica, Maxim., 26, 122. 
pulchella . Ilance, 26,122. 
ramosissima, Bers., 26,122. 

— var. altaica, Pei*s M 26, 122. 
Erytbrina Coralladendron, Linn., 23, 
189. 

indica, Lam., 23,189. 

Erythrochceiepalmat ijida, Sieb.& Zuee., 
23, 453. 

Erythropbloeum Fordii, Oliver , 23, 
214. 

Erythrospermum liypoleucum, Oliver , 
36, 477. 

Erythrostaphyle vitiginea, Hanee, 23, 
115. 

Er$ tbroxylon monogynum, Boxh., 23, 
96. 

Eucapnos speciabilis, Sieb., 23, 86. 
Eucbresta Horsfieldii, Benn., 23, 200. 
tenuifolia, Hemsl. * , 23, 200. 
tubulosa, Bunn, 36, 478. 

Euelea berbacea. Lour., 26, 71. 
Eucommia ulmoides, Oliver , 36, 478. 
Eugenia ac-uminatissima, Kurz, 23, 
296. 

Bullcekii, Hance, 23, 296. 
Obampioni, Hemsl*, 23, 296. 
fluviatilis, Hemsl. *, 23,296. 
gracilenta, Hance, 23, 296. 

Grijsii, Hance, 23, 298. 

Henryi, Hance, 23, 297. 

Jam bos, Linn., 23, 297. 
malaceensis, Linn., 23, 297. 
mfirophyUa, Abel, 23, 298. 
Millettiana, Hemsl. *, 23, 297. 
minutillora, Hance , 23, 297. 
myrsinifolia, Hance, 23, 297; men¬ 
tioned, 296. 

operculata, Boxh., 23, 297. 
pyxophylla, Hance, 23, 298. 
sinensis, Hemsl. *, 23, 298. 
tephrodes, Hance, 23, 298. 

Eulalia cotulifera, Munro, 36, 351. 
densa, Baker, 36, 348. 
dense, Munro, 36, 347 r 
japonica , Trim, 36, 348. 

Eulopbia campestris, Wall., men¬ 
tioned. 36, 28. 

Faberi, Bolfe, 36, 28. 

{lava, Hook, 36, 28. 
formo^ana, Bolfe * , 36, 28. 
nuda, LindL, 36, 29. 
sinensis, Miq., 36, 29. 
yunnanensis, Bolfe * , 36, 29. 
Euonymus acanthocarpus, Branch., 
36,478. 



rSTDEX. 


*587 


Euonymus actinocarpus, Loes 36, 
478. 

aculeatus, Hemsl 36, 478. 
alaius, Regel, 23, 121. 
amygdalifolius, Franck., 36, 478. 
Bockii, Loes 36, 478. 

Bungeanus, Maxim., 23,118. 

.. carnosus, Hemd. *, 23, 118. 
chinensis, Lindl 23,119; 36,478. 
chinensis, Lour., 23,119. 
eornutus, Hemsl., 36, 478. 
Dielsianus, Xocs., 36, 478. 
echinatus, BTz#., 23,119. 
europneus, Linn 23,119. 
fimbriatus, BM., 36, 478. 
flavescens, Loss., 36, 478. 
Forbesianus, Loes., 36, 478. 

Forbesii , Hance, 23,118. 
gibber, Ha,nee, 23,119. 

Giraldii, Loes., 36, 478. 
graeillimus, Hemsl. * , 23, 119. 
grnndiflorus, Wall., 36, 478. 
bederaceus, Champ., 23, 120. 
Hemsleyana, Loes., 36, 478. 
bupehensis, Loes., 36,478. 
ilicifolius, Franck., 36, 478. 
japomeus, Thumb., 23, 120. 
kiantsehovieus, Loes., 36, 478, 
lanceifolius, Loes., 36, 478. 
lot if alias, A. G ray, 23,1*21. 

— var. sachulinensis, F. Schmidt, 
23,1*21. 

laxifloms. Blame, 23, 121, 
laxiflorus, Champ., 23,121. 
linearifolius, Franck., 36, 478. 
longifolius, Champ., 23,120. 
lutchuensis, T. Jto $ Maisim., 36, 
478. 

maeropteruR, Bnpr., 36, 478. 
micronfhm, Bunge, 23, 118. 
inyriantbus, Hemd., 36, 478. 
nanus, Bieh„ 23,120. 
nifidus. Benfh. t 23,119. 
oxypkyllus, Miq., 23, 121. 
patens, Behder, 36, 478. 
phellomamis, Loes., 36, 478. 
Przewalskii, Maxim., 23, 121. 
Rostkornii, Loes., 36, 478. 
saehalippnsis, Maxim., 23, 121. 
salicifolms, Loes., 36, 478. 
sanguineus, Loes., 36, 478. 
sekensianus, Maxim., 23,121. 
subtriftorus, Blume, 23,121. 
Taekiroi, Maxim., 23, 121; 36, 
478. 

theitblia. Wall., 36, 478, 
Tkunbergiamis, Blume, 23, 121. 
tonkmensis, Loes., 36, 478. 
yenosus, Hemsl., 36, 478. 
yerrucosoides, Loes., 36, 478. 


Euonymus verrucosus, Scop., yar. 
tchefouensis, Debeaux, 23,121. 
yunnanensis, Franck ., 36, 478. 
Eupatoriuin cannabinum, Linn., 23, 
404; 36,478. 
chinense, Linn., 23, 404. 

— var. tri parti turn, Mlq., men¬ 
tioned, 23, 405. 

Fortanei , Turcz., 23, 403. 
japonicim, Franeh., 23, 404. 
japonicum, Thmb., 23, 403; men¬ 
tioned, 404. 

Kirilowii, Btircz., 23, 404. 
Lindleyanum, LG., 23, 404; men¬ 
tioned, 405. 

Lindlei/anum, Hook., fide Herasl., 
23, 503. 

melanadenium, Hance , 23, 405. 
pimduanum. Wall., 23, 404. 
Reevesii. Wall., 23, 405. 
scandens, Linn., 23, 405. 
sp., 23, 405. 

stoechadosmum, Hance , 23, 405. 
subtetragonmu, Miq., 23,404. 
Wallieku, DC., 23, 403. 

Euphorbia altaica, C. A. Mey. y 26, 

411. 

Atoto, Forst 26, 411. 
bilida, Hook. $ Am., 26,.412. 
Chamasyce, Bunge, 26, 414. 
coralloides, Thunb., 26, 416. 
Cyparis&ias, Turcz., 26, 412. 
Erythnea, Hemsl. *, 26, 412; men¬ 
tioned, 414. 

Esala, Linn., 26, 412. 

— var cyparissoides, Boiss., 26, 

412. 

Helioseopia, Linn., 26, 413. 
Henryi, Hemd. *, 26, 413. 
kippocrepirn, Hemsl. *, 26, 414. 
humifnsa, Wdid., 26,414. 
byperci folia, Linn., 26, 414. 

Jolkini, Boiss., 26, 415. 
lasiocaula, Boiss., 26, 416. 
Lathyris, Linn., mentioned, 26, 
415. 

lunulata, Bunge, 26,415. 
macrostegia, Boiss., mentioned, 36, 
414. 

nrpalensh, Boiss , 26, 416. 

Pallasii, Tims., 26, 415. 
palnstm , A. Gray, 26, 415. 
pekinensis, Bupr., 26, 415. 

Peplns, Seem , 26, 413. 
pilosa, Linn., 26, 416, 
pilulifera, Linn, 26, 416. 
problem, Bueh.-Ham., 26, 416. 
Psemlmhamcesyce, Fisch.&Mey., 26, 
414. 

mmusksima, Boiss., 26, 417. 

2q 2 
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Euphorbia Scmqmni, Ha nee, 26, 
415. 

sail guinea, Racist, St end., 26, 

4l7. 

semi lata, Beirno., 26, 417. 
Spnnnanni, Bom., 26, 417. 
Straeheji, Bom., 26, 417. 
thymifolia, Z5/;o, 26, 417. 
thymifolia, Thunb., 26, 414. 
Tiruealli, Linn., 26, 418. 

VachclUi, Hook. & Arn., 2$, 417. 
Euphorbiace.e, 26, 411. * 

Euphoria Long ana, La*n., 23, 140. 
Euphrasia officinalis, Linn., 26, 204. 
Euplelea Bavidiana, Batll, 36, 

478. 

Belavayi, Van Tieqh ., 36, 478. 
FranchVtii, Van Tieqh., 36, 478. 
pleiosperma, Rook. f. £ Thoms., 36, 

478. 

polyandra, Sich, £ Zncc., 36, 478. 
Eurotia ceraloides, C. A. May., 26, 
3211 

Eurva ckinensis, 7?. Br., 23, 76. 
clistiebophylla, Hemsl. *, 23, 77. 
gynaudio, Vesque , 36, 478. 

Jlenrvi, Hemsl., 36, 470. 
japonic;!, Thunb., 23, 77. 

Hit oral Ip, Sieb., 23, 76. 

Macarineyi, Champ., 23, 77. 
obliquifolia, Hemsl., 36, 479. 

Ei try ale ferox, Salish., 23, 33. 
Euscaphis staphyleoides, Sieb. & Zucc , 
23, 143. 

EuBtigma oblongifolium, GarcflTr* § 
Champ., 23,291. 

Futhodm paniculate, Griff, 26, 97. 
Eutmna thibetieum, Franck., 36, 

479. 

yurtnanense, Fraud., 36, 479. 
Fitxotm olcraceus. Moq., 26, 319. 

viridis, Moq., 26, 321. 

Evrtnsm chhtensis, Salish., 36, 82. 
didol ton a, Beene., 36, 81. 
jimbriaia, Beene., 36, 82. 
trsperfina, Beene., 36, 81. 

Evodia Banlellii, Hemsl. * , 23, 104; 
mentioned, 105. 
glauca, Miq., 26, 104. 

Lamarckian a, Benth., 23, 104. 
roelissfolia, Benth., 23, 104. 
rneiice folia, Hook, f., fide Hemsl., 
23, 503. 

ruheearpa, Benth., 23,104. 
triphylla, DC., 23, 104. 

Evolvulus alsinioides, Linn., 26, 1C6. 
dinensis, Choisy, 26, 166. 
hmntus, Bam., 26, 166. 

Unifdius, Linn,, 26,166. 
pudieus, Hanee, 26^166, 


Evblvnlufl mucus. Miq., 26, 166. 
Exaeum helium, Hance, 26, 122. 

tetragonnm, Bosch., 26, 122, 
Exeoecana Agallocha., Linn., 26, 416. 
discolor, Mnell. Arg., 26, 445. 
japonica, Mudl. Arg., 26, 446. 
sebifera, Muell. Arg., 26, 445. 
Exochorda grandiflora, Lindl., 26, 
228. 

serratifolia, S. Moore, 26, 229. 
Eyrea vmuilis, Champ , 26, 113. 

Fabercr, Sch.-Eip., 23, 479. 

Eaberia, Hemsl. * , 23, 479. 

sinensis, Hemsl. * , 23, 479. 

Fag am =Zan th oxyl on, 36, 479. 
Avicenna, BO., 36, 479. 
dimorphylla, Engl., 36, 479. 
dissita, Engl, 36, 479. 
cchinocarpus, Engl,, 36, 479. 
khasiana, Engl, 36, 479. 
micrantha, Engl., 36, 479. 
piperita. Lour., 23, 100. 
stenophylla, Engl., 36, 479. 
triphylla , Bam., 23, 104. 
voluhilis, E. Fritz., 36, 479. 
Fagopyrum cymomm, Meisn., 26, 
387. 

emarginahm, Meisn., 26, 339. 

— Tar. kunawarense, Meisn,, 26, 
337. 

cmtlcntum, Moeneh, 26, 339. 
tatarimm, Gaertn., 26, 351. 
triangulare, Meisn., 26, 337, 

Fayrm fmgrems, Boxb , 36,121. 
Eagus Cast a nett, Bmn., 26, 525. 
Castanea, Lour., 26, 523. 
Englemna, Secmcn, 36, 479. 
hnqipetiolata, Seetnen, 26, 525. 
Sieboldi, Emil, 36, 479. 
sinensis, Oliver, 26, 525. 
sylvatira, Linn., 26, 525. 

— car. chinensis, Fraud., 26, 525, 

— var. lougipes, Oliver, 26, 525. 

Fat curia duhtrica , BO., 23, 328. 
Fallopio nervosa, Lour.. 23, 92. 
Farfmjium grande, Lindl., 23, 454. 

KeSiUpfen , Benth., 23, 454. 

Fargesia spathncea, Frtmch., 36, 438. 
Fatoua jupimica, Blume, 26, 454. 
laneeolutn, Gaudich., 26, 454. 
pilosa, Gaudich 26, 454. 
pilosa, Gaudich., 26, 454. 
snbeordafa, Gaudich,, 26, 454. 
Fatsia papyri!era, Benth. Hook, f, 
23,341, 

Ferula mantthrophylla, Walp., 23, 
33a. 

Festuea filifermF, Fees, mentioned, 
36, 405. 

* 
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Festuea gigantea, ViU , 36, 429. ’ 
modest a, Stead.* 36, 429. 
ovina, Linn., 36, 429. 
parvigluuna, Stead.. 36, 429. 
pane (flora, Thunb., 36, 430. 
procumbens , Kuntk, 36, 429. 
remot flora, Steud., 36, 430. 
Fibraurea tinctoria, Lour., 23, 30. 
Ficoidej2, 23, 323. 

Ficus Abelii, Miq., 26, 457. 
altissima, Blame, 26, 457. 
a ng oat {folia, Roxb., 26, 464. 
angmi l folia, Seem, 26, 464. 
Beecheyana, Hook. f Am., 26,457 ; 

mentioned, 459, 467. 

Benjamma, Linn ., 26, 457. 
bightnduloaa, Wall., mentioned, 26, 

458. 

Carica, Linn., 26, 458. 

Cariea, Sieb. & Zticc., 26, 458. 
caricoides, Roxb., 26, 458. 
caudal a, Wall., 26, 459. 

Champion i, Benth , 26, 468. 
chloroearpa, Be.nth., 26, 458. 
eomim, Roxb., 26, 458. 
cuspid if era, Miq, 26, 460. 
Becaisneana, Mia., mentioned, 26, 
461. 

diadema , Hemsl., spkalm., 26, 573, 
= seq. 

diadena, Stead., 26, 458. 
erecta, auct. plur., 26, 466. 
erecta, Thunb., 26,459; mentioned, 

459. 

— var. Beecheyana , King, 26, 457. 
— Tar, Sieholdii , King, 26, 467. 
fistulosa, Reinw ., 26, 459. 
formosana, Maxim., 26, 459, 
foTeolata, Wall., 26, 460; men¬ 
tioned. 463. 

— Tar. Henryi, King, 26, 460. 

— Tar. imprem , King, 26, 463. 
gibbosa, Blume, 26,460; mentioned, 
461. 

glabella, Blame, mentioned, 26, 
465,469. 

glaberrima, Blume, mentioned, 26, 
464. 

rosmlariaides, Burm. f., 26, 462. 
amatocarpa, Beene., 26, 458. 
Hanceana, Maxim., 26, 465. 
Harlandi, Benth., 26, 461. ’ 
Henryi, Warh., 36, 479. 
heteromorpha, HetfkL, 26, 461. 
heterophylla, Linn. /., 26, 461. 
hibiscifolia, Champ., 26, 462. 
hirfer, Sieb. & Zucc., 26,458. 
hirta, Vahl, 26, 462. 

— var. Roxburghii. King, 26, 462. 
hispida, Linn. 26,462. 


Ficus irapressa, Champ., 26,* 463; 
mentioned, 460, 463. 
infectoria, Roxb., 26, 463. 
insularis, Miq., mentioned, 26,460, 
461. 

ischnopoda , Miq., 26, 466. 

Japan tea, Blume, 26, 459. 

Kingiana, Hemal., 26, 463. 

Kurzii, King, 26, 463. 
laccifera , Roxb., 28, 457. 
leueantatoma, Poir., 26, 464. 
jMillem, Miq., 26, 466. 

Millettii, Mqjp, 26,466. 
negleeta, Decae., 26, 458. 
nervosa, Heyne, 26, 464. 
nippomea, Franck, if Scrv., 26, 460. 
nitida, Thunb., 26, 466. 
obseura, Blume, 26, 464. 
obtusifolia, Roxb., 28, 465. 

Oldhami, Hance, 26, 464. 
oppositi folia, Willd., 26,462. 
pnlmata, Forsk., 26, 458. 
pandui*c,ta, Hance, 26, 465. 
parasitica, Koen., 26, 460. 
paryifolia, Miq., 26, 465. 
pertusa, Linn., mentioned, 26, 
465. 

philippensis , Miq., 26, 461. 
pomifera, Wall., 26, 465. 
Pseitdo-sycomorns, Decne.T 26, 458. 
pumila, Hook. & Arm, 26, 460. 
pumila, Linn., 26, 465. 
pumila, Thunb., 26, 459, 465. 
pyriformis, Hook, f Am., 26, 466. 
piriformis, Miq., 26, 457- 
— Tar. Abelii, King, 26, 457. 
radiata, Miq., 26, 464. 
ramentaeea, Roxb., 26, 466. 
rapiformis, Roxb., 26, 464. 
retusa, Lmn., 26, 466. 

Roxburghii, Miq., 26, 462. 
Ruxburgkii, Wall., 26, 467. 
septica , Rumph., 26, 464. 
setosa, Blume, 26, 462. 

Sieholdii, Miq., 26, 467. 
stenophylla, Hemsl., 26, 467- 
stipulata, Thunb., 26, 465, 466. 
subpyriformis, Miq., 26,466. 
subulate, Blume, 26, 467; men¬ 
tioned, 461. 
superba, Miq., 26, 469. 

— var. japonica, Miq,, 26, 469. 
Swinhoei, King, 26, 46S. 

Tashiroi, Maxim., 36,479. 

Tikoua, Bur., 26, 468. 
trachycarpa., Miq., 26,459. 
Taccinioides, Hemd.f King, 26,468. 
variegata, Tar. chloroearpa, King 
26, 458. 

variolosa, Lindl ., 26, 468. 
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Ficiuf vasculosa, Wall., 26, 468. 
virgata, Roxb., 26, 45&. 

Wiglitianu, Benth ., 26, 489; men¬ 
tioned, 465, 469. 

WrightiU Benth , 26, 460. 
Filipendula mgmtihba, Maxim., 23, 

pahnata, Maxim., 23, 226. 
Fimbristylis abjiciem , Steud., 36,246. 
acicvlaris, R. Br., 36, 230. 
Aetinoschcenus, C. B. Clarice , 36, 
230; mentioned, 247. • 

— var. chinensis, O^B. Clarice, 36, 

230. * 

acuminata, Vahl, 36, 230. 
aestivalis, Vahl, 36, 230; men¬ 
tioned, 231. 

amblyphylla , Steud., 36, 231, 238. 
Arnottii, Thw., 36, 246. 
arvensis, Vahl, 36, 235. 
autumnalis, Linn., mentioned, 36, 
232. 

— var. a, Boeck., 36, 231. 
barbata , Benth., 36, 247. 
hispicata, Nees, 36, 243, 244, 246. 
bmmbellafa, Boeek., 36, 244. 
Buergeri , Miq., 36, 239, 

ccesia, Miq., 36, 245. 
capillaris, F. Muell., 36, 248. 
Cmncurttometorum, Hance, 36, 236. 
Cinnamometorum, Kunth, 36, 233. 
communis , Kunth, 36, 234, 242. 

— (forma), Kunth, 36, 241. 
complanata, Benth., 36, 246. 
complanata, Link, 36, 231; «ea&n- 

tioned, 246. 

— var. Kraussiana, C. B. Clarke, 

36.231. 

— var . microearpa, C. B. Clarke , 

36.232. 

connecters, Thw., 36, 231. 
eglindroearpa, Kunth, 36, 246, 
cymosa, JR. Br., 36, 232; men¬ 
tioned, 242. 

eyperoides, JR. Br., 36, 232, 

— var. Cinnamometorum, Kunth, 
36, 233. 

debilis, F. Muell., mentioned, 36, 
238. 

decora , Nees, 36, 243. 
depauperate, R. Br., 36, 233. 
dichotoma, Vahl, 36, 233; men¬ 
tioned, 238. 

BidricJiseni, Boeek., 36, 239. 

— var. minor , Boeek., 36, 242. 
diphylla, Vahl, 36, 233. 

— var . leptophylla, Benth., 36,234. 

— wr.tomentosa, Benth., 36, 234. 
dipsaeea, Benth. % Hook . /., 36, 

235. 


Fimbristylis Eragrostis, Ilancc , 36, 
235; mentioned, 241. 
ferruginea, Vahl , 36, 235. 

Fordii, C. B. Clarke * , 36, 236 ; 

mentioned, 237. 
ftUvescens, Hance, 36, 237. 
i'ulveseens, Thw., mentioned,36,237., 
fusea, Benth. cf Hook./ 1, 36, 286; 
mentioned, 237. 

— var. eantoniensis, C. B. Clarke *, 
36, 237. 

globulosa, Kunth, 36,237. 

— var, Torresiana, C. B. Clarke, 
36, 237. 

glomerata , Boeck., 36, 232. 
glomerata , Nees, 36, 244. 
gracilenta, Hance, 36, 237; men¬ 
tioned, 236. 

Hanceana , Boeck., 36, 242. 

Henryi, C. B. Clarke*, 36, 237. 
insignia, Thw., 36, 238. 
japonica, Sieb., 36, 244. 
jmeea, Boeek., 36, 241. 
jwiciformis, Munro, 36, 244. 
Kamphoveneri, Boeck., 36, 236. 
Kra;ussia?ia , Krauss, 36, 231. 
kwantungensis, C. B. Clarke *, 36, 

238. 

laxa, Regel, 36, 231. 
laxa, Vahl, 36, 233, 
leiocarpa, Maxim., 36, 231. 
leiocarpa, Miq., 36, 243. 
leptoclada, Benth., 36, 238. 
leptoclada, Benth . (sp. div,), 36, 

239. 

limom , Kunth, mentioned, 36, 
231. 

longispica, Steud., 36, 239. 
JMicheliana, Reiehb., 36, 252. 
micrantha, Boeek., 36, 239. 
microearpa , F. Muell., 36, 232. 
mihacea, Vahl, 36, 239; men¬ 
tioned, 245. 

monostaehya, Hassk., 36, 240. 
multifolia, Boeek., 36, 232. 
nigro-brunnea, Thw., 36, 240. 
nutans, Vahl, 36, 241. 
ovalis, Nees, 36, 234. 
pallescens, Nees, 36, 233. 
pilosa , Presl, 36,233. 
podocarpa, Hook./., 36, 241. 
podocarpa, Nees, 36, 234. 
polymorpha , Boeck., 36, 234. 

— forma, Bcfeck., 36, 241. 

— var. depmiperata , Boeck, 36,243. 
polytrichoides, Vahl, 36, 241; 

mentioned, 236. 

— var. halophila, C. B. Clarke, 36, 
242. 

pyamtachya, Hance, 36, 240. 
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Fimbristylis quinquangularis, Kunth, 
36, 242 ; mentioned, 238. 
quinquangularis, Munro, 36, 231, 
235. 

retusa, Thw., 36, 239. 
rigida , Kunth, 36, 244. 
rigidala, Kunth, 36, 242. 
rigidula, Fees, 36, 242. 
salbundia, Boeck., 36,242. 
sehoenoides, Fa/d, 36, 243; men¬ 
tioned, 245, 24ft. 
sericea, R. Br., 36, 243. 

Sieboldii, 3%, 36, 243. 
sp., F. Muell., 36, 232. 
spadicea, Fa/d, mentioned, 36, 
239. 

— var, major, Boeck., 36, 239. 
spathaeea, Roth, 36, 244; men¬ 
tioned, 232. 

squarrosa. Fa/d, 36, 244. 

Stauntoni, Debeaux , 36, 244; men¬ 
tioned, 245. 

stolonifera, C. B. Clarke , 36, 
244. 

subbispieata, Fees 4' Meyen, 36, 
244; mentioned, 239. 
subletrastachya, Boeck., 36, 240. 
tenera , Boeck., 36, 232. 
tetragona, R. Br., 36, 246. 
Thomsomi, Boeck., 36, 246. 
Thwaitesii, Boeck., 36, 238. 
foment osa, Vahl, 36, 233. 
Torresiana, Gaudich., 36, 237. 
tristachya, R. Br., 36, 235. 
velutina, Franeh., 36, 243. 

Wight iana, jNees, 36, 244. 
yunnanensis, C. B. Clarke *, 36, 
247. 

Firmiam plaianifolia , Schott & 
Bndl., 23,90. 

Flaronrtia chinensis, Clos, 23, 57. 
Flagellaria indica, Linn., 36, lftO. 

repens , Lour., 36,186. 
Flagellariace^e, 36, 160. 

Fleiningia congesta, Roxh., 23,197. 
Grahamiana , Wight & Arm, 23, 
197. 

Lamontii, Hance, 23,197. 
prostrafa , Roxb., 23, 197. 
semialafd, Roxb., 23,197. 
stricta, Roxh., 23,197. 
vestita, Benfk ♦ 36, 479. 
yunnanensis, Franeh 36, 479. 
Fleurya interrupt#* , Gnudieh ., 26, 
473. 

Floseopa panic id at a, Benth., 36, 158. 

seandens, Lour., 36,158. 

Flueggea Gnffithii, Baker, 36, 77. 
Jaburan, Kunth, 36, 77. 
ptponica, Rich., 36, 78. 
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Flueggea jctponica. Tar. umbrqtkola, 
Baker, 36, 78. 

— Tar. WaUichiana, Baker, 36, 
78. 

spicata , Sehult., 36, 79. 

Wallichiana, Kunth, 36, 78. 
Fluggea capiilipes, Pax, 36, 479. 
microcarpa, Blume, 26, 427. 
sinensis , Baill., 26, 427. 
suffmticosa, Bail!., 26, 426. 
Fcenieulum vulgare, Gaertn., 23,331. 
Fontanesia chinensis. Hance, 26, 67, 
Forfmiei. Carr,, 26, 87. 
phillyreoid#3, LabdL, 26, 87. 

— Tar. sinensis, Debeaux, 26, 87. 
Fordia, Hemsl. *, 23, 160. 
cauMora, Hems/. *, 23, 160; 
mentioned, 489, 491. 
Fordiophvton, Stapf 36, 479. 
cantoneuse, Stapf, 36, 479. 

Faberi, Stapf, 36, 479. 

Fordii, Kra&ser, 36,479. 

Forrestia chinensis, N. E. Br. *, 36, 
158. 

hispida, Less. 4' Rich., mentioned, 
36,159. 

Forsythia euspensa, Fahl, 26, 82. 

viridissima, Lindt., 26, 82. 
Fortun<sa chinensis , LindL, 26,495. 
Fragarea collina , Maxim., 23, 239, 
elatior, Ehrh., 23, 239. 
filipendula, Hemsl. * , 23, 239. 
indica, Andr 23, 240; mentioned, 
239. 

vesca. Lour., 23, 239. 

Frangula crenata, Miq., 23,128. 
Fraxinus bracteata, Hemsl. *, 26, 

84. 

Bungeana, DC., 26,84; mentioned, 

85. 

chinensis, Roxh., 26, 85. 

— var. rbynehopliylla, Hemsl. * , 
26, 86. 

fioribunda, Bunge , 26, 84, 86. 
Griffiths C. B. Clarke , 26, 84. 
insularis, Hemsl. * , 26, 86. 
longicuspis, Sieb. 4' Zucc., 36, 479. 
malacophylla, Hemsl., 36, 479. 
manclshuriea, Rupr., 26, 8ft, 
Mariesii, Hook. /., 26, 86. 
obovata, Blume, 26, 85. 

Omits, var. Bungeana, Hance, 26, 
85. 

platypoda, Oliver, 36,479. 
puhinervis, Blume, 26, 85. 
retusa, Champ., 26,86; mentioned, 
84. 

— var. Henryana, Oliver , 36, 479. 
rhynchophylla, Hance, 26, 85, 8ft. 
xanthoxyloidcs, Wall., 26, 85, 8ft. 
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Freycmetia formosana, Heml 36, 
171,470. 

Frmia chiuensis, Gardn., 23, 94. 
Fritillaria camschafceensis, Ker-Gawl., 
36, 136. 

cantoniensis, Lour., 36, 136. 
cirrhosa, D. Don , 36,136. 

— var. ecirrhosa, Franck., 36, 
137. 

dagana, Turcz 36, 137. 

Davidi, Franch 36, 479. 

Delaiayi, Franch,, 36,137. r 
kamtschatcensis, Fisch., 36, 136. 
lophophom , Franch., Q6, 132, 479. 
macrophylla, D, Don, 36, i 33. 
Przewalskii, Maxim., 36, 137. 
Boylei, Hook., 36,479. 

Souliei, Franch., 36,137. 
Thompsmiana, D. Don, 36, 133. 
TJmnbergii , Miq., 36,137. 
vertidllata , Wall., 36,137. 
verticillata, Willd., 36, 137. 

— mr. ecirrhosa, Franch ., 36, 138. 

— twr. Thunbergii, Baker, 36,137. 
Fuirena glomerata, Lam., 36, 256. 

pentagon a, ISees, 36, 257. 
pubescens, Boeck., 36, 257. 
Eottboellii, Nees, 36, 256. 
umbellata, Eottb., 36, 256. 
Walliehiana, Kunth, 36, 257. 
Fumaria spectabilis, Linn., 23, 36. 
FlTMARIACEiE, 23, 35. 

Funkia lancifolia, Spreng 36, 116. 
ovata, Spreng., 36,116. 

— var. «, Ivunth, 36, 117. 

— var. /3, Kunth, 36,116. * 

— w. minor, Baker, 36,117. 
Sieboldi, Lindl., 36,117. 
Sieboldiana, Hook., 36,117. 
subcordata, Spreng., 36,117. 

Gmrtnera hongkongensis, Seem., 26, 
121. 

sp., Seem., 26, 94. 

Gagea faseimlaris, Salisb., 36, 138. 
lutea, Ker-Gawl., 36,138. 
pauciflora, Turcz., 36,138. 
serotina, Ker-Gawl., 36,139. 
trijlora , Sehult., 36, 140. 

Gahnia javanica, Merit zi, 36, 262. 
Marisem, F. Muell., 36, 262. 
tristis, Nees, 36,263. 

Wichurai, Boeek., 36, 263. 

Galactia formosana, Mat sum., 36, 
479 

sp., 23,190. 

Tashiroi, Maxim., 23,190. 
Galaiella Meycndorjfii, Kegel, 23, 
412. 

GaleoiaFaberi, Eolfe, 36, 39. 


Galeola Lindleyana, Ecichh. /., men¬ 
tioned, 36, 39. 

Galium Aparine, Linn., 23, 393. 
aeprellum, Michx., 23, 393 ; men¬ 
tioned, 394. 

boreale, Linn., 23, 393. 

— var . molle, Hemsl. *, 23, 394. 
Bungei, Steucl, 23,394. 
chinense, A. Sprang., 23, 394. 
damricmi , Turcz., 23, 393. 
gracile, Bunge, 23,394. 
linearifolium, Turcz., 23, 394. 
miltorrhizum , Hance, 23, 394. 
Mollugo, Linn., 23, 395. 
paradoxum, Maxim., 36, 479. 
parvijlonm, Maxim., 23, 393. 
paucifiorum, Bunge, 23, 393. 
pogonanthmi , Franch. & Sav., 23, 

394. 

rotundmn, Thunb., 23, 394. 
sororiim, Hance, 23, 393. 
trachyspermum, A. Gray, 23, 394. 
tricorne, Stokes, 23, 395. 
triflorifonne, Komarov, 36, 479. 
triflorura, Michx., 36, 479. 
tuberosum , Lour., 23, 395. 

Vaillantii, DC., 23, 393. 
verum, Linn., 23, 395. 

Garciana cochinchinensis, Lour., 36, 
150. 

Garcinia multiflora, Champ., 23,75. 

oblongifolia, Champ., 23, 75. 
Gardenia amcena, Sims, 23, 883. 
daphnoides , Hance, 23, 384. 
florida, Linn., 23, 382. 

Fortuniam, Bot. Beg., 23, 382. 
grandiflora , Sieb. & Zucc., 23, 382. 
jasminoides, DC., 23, 383. 

Mantoa, Sieb., 23, 382. 

Bictorum, Hassk., 23, 382. 
radicans, Thunb., 23, 382. 
scandens, Thunb., 23, 383. 
voluhilis, Lour., 23,383. 

Gardneria nutans, Sieb. Zticc., 26, 

121 . 

Garnotia drymeia, Hance, 36, 386. 
patula, Munro, 36,386. 

— var. mutica, Eendle *, 36, 387. 
strict a, Benth., 36, 387. 

Gastrodia elata, Blrnne, 36, 43. 
Gaultheria crenulata, Kurz, 26,16. 
fragrantissima, Wall., 36, 479. 
laxiflora, Diels, 36, 479. 
nummularioiderc, D . Don, 36, 
479. 

Gaura chinensis. Lour., 23, 310. 
Gehl&ra suffmticosa, Fisch. & Mey,, 
26, 426. 

Geissaspis cristata, Wight f Am., 23, 
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Gekmium aequoreum, Hance , »26, 
444. 

— var. bainanense, Hemsl. *, 26. 

A AA 

Gelsemium elegans, JSentk 26, 117. 
Gendarussa vulgaris, Nees, 26, 245. 
Geniosporum lioloebilum, Hance, 26, 
267. 

Gempafiam, Lour., 23, 383. 
Gentiana algicla, JV/. } 36, 480. 
alsinoides, Franck., 26, 123. 
Araarella, Linn., mentioned. 26, 
124. 

aperta, Maxim,., 26, 123, 
aquatiea, Linn., 26, 123; men¬ 
tioned, 125. 

aquatiea , Lour., 26,129. 
argentea, Boyle, var. albescens, 
Franck. *, 26, 124 
aristata, Maxim., 26, 124. 
arreeta, Franck. *, 26, 124. 
harhata , Froel., 26, 127. 
bella, Franck. *, 26,124. 
belliditblia, Franck ., 36, 4S0. 
hi flora, Hegel, 36, 480. 

Buergeri , Miq., 26, 134. 
cephnlantha, Franck.*, 26, 125; 

mentioned, 129. 
chinensis, Kusnezow, 36,480. 
eontorta, Boyle, 26, 125. 
crassuloides, Bur. & Franck 36, 
480. 

crassuloides, Franck., 36, 480. 
cyananthiflora, Franck . *, 26,126. 
dahurica, Fisch., 36, 480. 

Lav idi, Franck 26, 326; men¬ 
tioned, 125. 

decemfida, Buck-Bam , 26,126. 
decumbens, Linn. /., mentioned, 
26,130. 

Lelavayi, Franck, 26, 126; men¬ 
tioned, 129. 

delicata, Hance, 26,127. 
detonsa, Bottb., 26, 127. 

Luclouxii, Franck, 36, 480. 
fastigiata, Franck, 26,127. 
filicauHs, Hemsl. *, 26,127. 
Fortuui, Hook., 26,134. 
frigida, Hegnke, 36, 480. 
gentilis? Franck., 36,480. 

Grimm, Kusnezow, 36, 480. 
Haynaldi, Kanitz , 36, 480. 

Henryi, Hemsl. * , 26,128. 
hexapbylla, Maxim, 36, 480. 
bumilis, Stev,, mentioned, 26, 

* 133. • 

Jamesii, HemsL *, 26, 128. 

Jankae, Kanitz, 36, 480. 

Karroo, Boyle , 36,480. 
Kusnezowii', Franck., 36, 480. 


Gentiana leucomelama, Maxifti., 36, 
480. 

lineolata, Franck, 26,128. 

— var. verticillaris, Forbes § 
Hemsl.*, 26,128. 
linoides, Franck. *, 26,129. 
Loureiri, Griseb., 26,129. 
macropbylla, Ball., 26, 129. 
maeulcbanensis, Franck , 36,480. 
Maximowiczi, Kusnezow, 36,480. 
Maximowiezii, Kanitz , 36,480. 
melandrifoba, Franck *, 26,129. 
microdonta, Franck. *, 26,130. 
microphyta; Franck. * , 26, 130. 
myrioclada, Franck , 36, 480. 
napulifera, Franck., 36, 480. 
ornata, Wall., 36, 480. 
otophora, Franck. * , 26,130. 
papillosa, Franck, 26, 131; men¬ 
tioned, 136. 

pedicellata, Wall., mentioned, 26, 
126. 

Phob, Franck , 36,480. 
phyllocalyx, C. B. Clarke, 26, 131. 
Piasezkii, Maxim., 26,131. 
picta, Franck. * , 26, 131; men¬ 
tioned, 129. 

Bneumonanthe, Hance, 26,134. 
Pneumonantke, Linn., 26, 134. 
praticola, Franck., 36, 480. 

Prattii, Kusnezow, 36, 480. 
primulaeflora, Franck ., 26,132. 
prostrata, Hamke, mentioned, 26, 

125. 

P^zewalskii, Maxim., 26,132. 
Pseudo-aquafcica, Kusnezow, 36,480. 
pterocalyx, Franck * , 26, 132; 

mentioned, 127. 
puberula, Franck * , 26, 132. 
pulla, Franck. * , 26,133. 
Puhnonaria, Ihircz., mentioned, 26, 

126. 

purpurata, Maxim., 36,480. 
quadrifana, Blume , mentioned, 26, 
126. 

recurvata, C. B. Clarke, 26,133. 
rhodantha, Franck * , 26, 133; 

mentioned, 127. 
rigescens, Franck. *, 26, 134. 
rosularis, Franck, 36, 480. 
rubicunda, Franck, 26,134. 
samolifolia, Franck, 36, 480. 
scafcra, Bunge, 26,134. 

Serra, J Franck, 26,134; mentioned, 
127,133. 

serrata, Gunn., 26,127. 
sikkimensis, C. B. Clarke, 26,135. 
siphonantba, Maxim., 36,480. 
Souliei, Franck 36, 480. 
spatbulsefolia, Kusnezow, 36,480. 



594, 


INDEX 


Gentiana squarresa, Lecleb ., 26, 135; 
mentioned, 126. 

stellarirsfolia, Franck * , 26, 135. 
strain inea, Maxim., 26, 136. 
striata, Maxim., 26, 136. 
stylophora, 0. B. Clarke, 26, 136 ; 
mentioned, 137. 

sutchuenensia, Franck. * , 26, 136. 
Szeckenyii, Kanitz , 36, 480. 

. tatsienensis, Franck , 36, 481. 
tenella, Rotth., 26,124, 1*28, 135. 
ternifolia, Franck, 26, 136; men¬ 
tioned, 129. 

tetrapbylla, Knsnezo'So, 36, 481. 
Thunbergii, Grisek, 26, 136. 
Thunbergii , Sieb. & Zucc„ 26, 138. 
tibetiea, King. 26,136. 
tizuensis, Franck , 36, 481. 
tongolensis, Franck , 36, 481. 
tricholoba, Franck 36, 481, 
trickotoma, Kusnezuw, 36, 4S1. 
tubiflora, mentioned, 26, 

128. 

vandellioides, Hemsl. * , 26,137. 
venosa, Hemsl. *, 26, 137. 
volubiiis , 1). Don, 26, 122. 
yunnanensis, Franck 26, 138. 
iZollmgerii, Fawcett , 26, 138. 
GeNTIANACE^E, 26, 122. 

Geodoruirf dilatatum, J?. 36, 32. 

formosanum, AW/e, 36, 32. 
fucatum , Lindl., 36, 32. 
purpureum, A. An, mentioned, 36, 
32. 

semicristatum, Lindl., 36, ; 

mentioned, 40. 

Geophila reniformis, B. Bon. 23. 
388. 

Georchisfoliosa, Lindl., 36, 44. 
Geraniaceas, 23, 97. 

Geranium bifolium, Maxim., 23, 97. 
davuricum, DC., 23, 97. 

Delavayi, Franck , 36, 481. 
eriostemon, Finch., 23, 97. 
koreanum, Komarov, 36, 481. 
melanandrum, Franck, 36, 481. 
moupinense, Franck., 36, 481, 
napuligerum, Franck ., 36, 481, 
nepalense, Sweet , 23,98. 
ocellatum, Camh., 36, 481. 
palusfcre, var., Franck., 36, 481. 
platypetalum, Franck , 36, 481. 
pogonanthum, Franck , 36, 481. 
pratense, 23, 98. 
psendosihiricum , Maxim., 23, 97. 
Pylzowianum, Maxim., 23, 98. 
Robertianum, Linn., 36, 481. 
soboliferum, Komarov, 36, 481. 
strigosum, Franck , 36, 481. 
Thunbergii, Sieb„ 23, 98. 


Geranium umbelliforine, Franck, 36, 
481. 

Vlassovianum, DC'., 23, 98. 
Wilfordi, Maxim., 23, 98. 
Wlcmowianum, Fisch., 23, 98. 
yunnanense, Franck., 36, 481. 
Gerardiu glutinosa, Bunge, 26, 192. 
Gerbera amabilis, Hance, 23, 473. 
Anandria, Sek-Bip., 23, 472, 
Delavayi, Frcmck, 23, 473. 

Henryi, Bunn, 36, 481. 
ovalifolia, DO., 23, 473. 
piloselloides, Cass., 23, 473. 
raphanifolia, Franch , 23, 473. 
rnficorna, Franck, 23, 473. 
Schimperi, Sck.-Bip., 23, 473. 
Tananti, Franck., 36, 4S1. 
Genriainia capitata, Bed. <f' Poitr., 
36, 379. 

Germaria latifolia , Presl, 23, 223. 
Gesneracejs, 26, 224. 

Geum elatum, Wall., 36, 481. 
intermedium, Bess., 23, 239. 
strietnm, Ait., 23, 239. 

Gilibertia dentigera, Harms, 36, 481. 

protea, Harms, 36, 481. 

Ginkgo biloba, Linn., 26, 546. 
Giraldia, Baroni , 36, 481. 

Stapfii, Baroni, 36, 481. 

Giraklinia condensata, Wedd., 36, 
481, 

vitifolia, Franck, 36, 481. 
Girardinia cuspidata, Wedd., 26,475. 
heterophylta, Deone., 26, 475. 
palmala, Gaudieh., 26, 475. 
Gironniera ckinensis, Benth., 26, 452. 
niticla, Benth., 26, 452. 
suhiequalis, Planck, 26, 452. 
Glahrarui tersa, Linn , 26, 385. 
Glaucium leptopodum, Maxim., 23, 
39. 

Glaux rnaritima, Linn., 26, 59. 
Gleckoma hcdcracca, Linn., 36, 290. 
Gleditschin, Linn., 23, 207. 
australis, Hemsl. *, 23, 208; men¬ 
tioned, 209, 491. 

Delavayi. Franck , 36,481. 
Fvnfanem , Spach, 23, 209. 
keteropkylla, Bunge, ^3, 209. 
japoniea, Miq., mentioned* 23,209. 
macracantha, Besf, 23, 209. 
officinalis, Hemsl., 36, 481. 
sinensis, auct., 23, 208. 
sinensis, Bentta., 23, 208. 
sinensis, Lam., 23,209; mentioned, 
208, 210. 

xylocarpa, Hance, 23, 209. 

Gleknia littoralis, F. Schmidt, 23, 
331. 

Globba bulbosa, Gagnep., 36, 67. 
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Globba erect a, Red., 36, 71. * 

japan ica, Thunb., 36, 72. 

• nutans , Linn., 36, 72. 

Glochidion Arnottianum. J. luell. Arq., 
26, 424. 

cantoniensis. Hance, 26, 425. 
distichum , Hance, 26, 425. 
eriocarpum, 'Champ*, 26, 424. 
flexuosum, Muell. Arg., 26, 421. 
formosanum, Hayata, 36, 4S1. 

Fort,uni. Ranee, 26, 424; men¬ 
tioned, 425. 

hongkongensis, Muell . Ary., 26, 

laneeolatum, Hayata , 36, 4S1. 
liiiorale, Benth., 26, 424. 
macrophyllum, Benth., 26, 425. 
molle, Hook. & Arn , 26, 424. 
obovatum, S/eA dj 1 - 26, 425; 

mentioned, 425. 
obscurum, Blame, 26, 425. 
philippinense, Benth., 26, 426. 
Boxburgianum, Muell. Arg., 26, 
425. 

sinieum, Hook. & Arn., 26,425. 
villicaule, Hook.f, 26, 426. 
Wrightii, Benth., 26,426. 
Glossaspls antennifera , Reichb., 36, 
63. 

tentaculata, Spreng., 36, 63. 
(rlossocomia, hortensis, Rupr., 26, 5. 
lanceolate , Regel, 26, 5, 6. 
m&uriensis, Rupr., 26, 6. 
Glossogyne tenui folia, 6V&&, 23, 436. 
Glvmbtylis arvensis, Benth., 26, 201. 
Glossula tentaculata, Lindt., 36, 63; 
mentioned, 59. 

Glyceria aquatica, Wahhnh ., 36, 428. 
eonvoluta, AWes, mentioned, 36, 
428. 

distans, Wahtenh., 36, 428. 

— var. con mint a, Boiss., 36, 428. 
procumbens, Bimort., 36, 429. 
Glycine chinensis, Sims, 23, 161. 
jionbmda , Willd., 23, 162. 
liispida, Maxim., 23, 188, 
javanica , Linn., 23,189. 
sinensis , [LindL] Bot Reg., 23,161. 
Soja, Siebn# Zncc., 23, 188. 
tabacina, Benth., 23, 188. 
tomentosa, Benth., 23,189. 
fttftKrfcffofe, Regel & Maack, 23, 
189. 

villosa , Thunb., 2o, 195. 

Glycosmis chinenm, Oliver, 23, 109. 
citrifolia, LindL, 23, 109. 
pentaphyila, Correa, 23, 109. 
Glycyrrniza asperrima, Linn., 23, 
168. 

echinata, Linn., 23,16S. 


Glycyrrhiza glabra, Linn., 23*, 168; 
mentioned, 169. 

glandulifera, Waldst. ef* Kit., 23, 
168. 

inflata, Bcualin, 36, 481. 
palhdiilora, Maxim., 23,1G9. 
uralensis. Fisck, 23,169. 
Glyptostrobus heterophyllous, Endl ., 
26, 544. 

pensilis, 0. Rock, 26, 544. 

Gmelina chinensis, Benth., 26, 257. 

huinanensis, Oliver, 26, 257. 
Gnaphalium amoyense, Hance, 23, 
426. * 

bicolor, Branch., 36, 481. 
ehrvaocepkalum, Franch., 36, 

481. 

confcrtnm, Benth., 23, 426. 
confusum , DC., 23, 427. 
corvmbosum, Bur . cf* Franch., 36, 
481. 

Dedekensii, Bur. 4* Franch., 36, 

481. 

Delavayi, Bur. # Franch., 36, 

482. 

bypoleucum, DC., 23, 426. 
indicum, Linn., 23, 427- 
vivolueratum, Forst, 23, 427. 
japonicnm, Thunb., 23, 427- 
javamm, DC, 23, 427. * 
leontopodoides, Willd., 23, 427. 
likiangense, Franch., 36, 482. 
htteo-albam, Linn., var. muhiceps. 
Hook, f., 23, 427. 

. 'm.irgaritacmm, Linn., 23, 425. 
multiceps, Wall., 23, 427; men¬ 
tioned, 428. 

nobile. Bur. 4* Franch., 36, 482. 
pellucidum, Franch., 36, 482. 
pterocaulon, Franch. & Sav., 23, 
424. 

purpureum, Linn., 23, 428. 
ramigerum, DC., 23, 427. 
serieeo-albidum, Vaniot, 36, 4S2. 
Siefaoldianum, Franck § Sav., 23, 
424. 

sinense, Franck , 36, 482. 

Stracheyi, Franch. , 36, 482. 
subulatum, Franck , 36, 482, 
sylvaticum, Linn., 36,482, 
uliginosura, Linn., 23, 428. 
yunnauensis, Franck, 36, 482, 
Gnetacejg, 26, 538. 

Gnetum edide, Blume, 26, 536. 
funicidare , Wight, 26, 539. 
gnemomides, Brongn., 26, 539. 
tcUifolium, Pari., 26, 539. 
pyrifolium, Miq., 26, 539. 
scandens, Boxb., 26, 539. 

Ufa; Brongn., 26, 539, 
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Goldbffohia lancifolia, Franch., 36, 
48*2. 

Goklfus&ia Citsia, Nees, 26, 240. 
pcnfstcmonaides, Nees, 26, 242. 
Thomson i, Hook., 26, 242. 
Grolowmuia japonica, Maxim., 26, 
112 . 

Gromphia neilahcrrcnsis, Wight, 26, 
429. 

Grom phopefalum sp,, Maxim., 23, 
334. 

Gomphostenuna chi non sis, Oliver, 26, 
30(1 

Gomphrena globosa, Linn., 26, 323. 

sessilis, Linn., 26, 322. 

Gongronema Fmlaysonii, JDecne., 
mentioned, 26, Il3. 

Goniocarpits micranfhus, Thunb., 23, 
292. 

sealer, Tv on. & Sims, 23, 292. 
Gonothcca Bh/mei , DC , 23, 377. 
Gonus amamsimus, Lour., 23, 112, 
Gonyanthes neper lens is, Miers, 36, 4. 
Goodkxovie.e, 26,1. 

Goodyera discolor, A. Hick., men¬ 
tioned, 36, 44. 
flubellata , A. Rick., 36, 43. 
foliosa, Bentl., 36, 44; mentioned, 

45. 

fomiosaitfi, 7 Ioffe, 36, 45. 

Henryi, Eolfe, 36, 45. 
japonica, Blume, 36, 46. 
nebularum, Eolje *, 36, 45. 
procera, Hook., 36, 45. 
repens, E. Br., 36,45. • 

Schlechtendaliana, Eeichb. 36, 

46. 

see and flora, Griff,, 36, 46. 
smith, Blume, 36,46. 
spy. nn., Griff., 36, 45. 
velutina, Maxim,, 36, 40, 

Gordonia anoraala, Spreng., 23, 80. 
axillaris, var. acuminata, E. Fritz., 
36,482. 

jamnica, Hook., 23, 80. 

Gorteria. Lmreiriana, DO., 23, 459. 

setosa, Lour., 23, 459. 

Gossypium arboreum, Linn., 23, 

herbaeeum, Linn., 23, 88. 
indicum, Lam., 23, 89. 
reiiqio&um, Roxb., 23, 89. 

Goujfera emssmscula, Camb., 23, 
70. 

Govindooia nervosa, Wight, 36, 39. 
Gramike^e, 36, 319. 

Grangea maderaspatana, JPoir., 23, 
407. 

Grapbistemma pictum, Benth, & 
Hook./., 26,103. 


Graptophyllnm h or tense, L T ees, 26, 
247.. 

Graiiola grandijlora , Roxb., 26, 
192. 

veronicafolia, Roxb., 26, 192. 
Graya degam , Nees, 36, 387. 

Grewia aflinis, Lindl., 23, 92. 
biloba, G. Bon, 23, 92. 
glabrescens, Benth., 23, 92. 
hirsute, Vnhl, 23, 92. 

Microcos, Hook. & Am., 23, 92. 
Microcos, Linn., 23, 92. 
nitida, Juss., 23, 93. 
parviflora, Bunge, 23, 93. 
Piscatorum, Hanec , 23, 93. 
polygatna, Eoxb., 23, 93. 
Siauntoniana, G. Don, 23, 92. 
Grislea tomen tom, Roxb., 23, 304. 
Grumilea Ecevesii , Hook. & Am,, 
23, 387. 

Guatteria ; rufa, Lindl, 23, 2G. 

suherosa, Dum., 23, 27, 
Guelclenstaedtia Delavayi, Fran eh., 
23,164. 

diversifolia, Maxim,., 23,164. 
Giraldi, Harms , 36, 482. 

Guilloni, Branch., 23,164. 
mariiima, Maxim., 23, 463, 
multiflora, Bunae, 23,164. 
paueiflora, Fisch., 36, 482. 
stenophylla, Bunge, 23, 164. 
yunnanensis, Franck., 36, 482. 
Guettarda speciosa, Linn., 23, 384. 
Guettardella chin en sis, Champ., 23, 
384. 

Guilandina Bondue, Linn., 23, 205. 

Bonchtcella, Linn., 23, 205. 
Giissoncg cyperoides, R. Br., 36, 
232. 

paueiflora, Brongn., 36, 236. 
Gutdajfin afrieana, Hance, 26, 23. 
Gyas humfhs, Salisb., 36, 19. 
Gynmadenia Chnsua, Lindl., 36, 49. 
conopsea, M. Br., 36, 52. 
crassinervia, Find, 36, 482. 
eucullata, Eich,, 36, 52. 

Faberi, Eotfe*, 36, 52,53. 
Galeundra, Eeichb. j 1, 36, 56. 
gracilis, Mir/., 36, 52. r 
kemipiiiodes, Finet, 36, 482. 
lepida, Eeichb. /., 36, 53. 
obcordata , Reicbb. f\, 36, 56. 
Pinguicula, S. Moore, 36, 53; 

mentioned, 52. 
spaihuhta, Lindl., 36, 50. 
tryphiieformis, Reiehb. f., 36, 53. 
viridis, A. Rich., 36, 54, 
Gymnagatbis, Stapf, 36, 482. 
peperomiifolia, Biapf, 36, 482. 
i Gymnandra borealis, Pall., 36, 250. 
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Gymnandm Gmdini, Cham. & 
Seblecht., 26, 250, 

Pa Haul, Cham. & Schleekt., 26, 
250. 

Stctleri, Cham. & Schleeht., 26, 
250. 

Gymnema affine, Beetle , 26, 112. 
Finlctysonii , Wight, 26, 113. 
inodomm, Beene., 26, 107. 
sylvesire, var. chinense, Benth., 26, 
112 . 

tmgens, Wight # Am., 26, 112. 

— var. cordifolia, Wight, 26, 

112 . 

Gymnoeladus ehinensis, Baill., 23, 
v 207. 

Williams?t, Hance, 23, 209. 

Gvmnopetalum coehincbinensis, 
Kurz, 23, 314. 
sp., 23, 314. 

Gymnopogon digitatus, Fees, 36, 
404. 

Gym ?} ospori <7=Cel as t ru s, 36, 482. 
acuminata. Hook. i\, 36, -182 
durrsifolia, Nlaxim., 23, 123. 
cmarguiata, M. Laws., 36,482. 
variuhilk, Loes., 36, 482. 

G.>mnotheca ehinensis, Beene., 26, 
304. 

Gy mu at hr hr hordciformis, Hance, 
36, 339. 

japnnicn, Kunth, 36, 338. 

— var. vindesecus, Alia., 36, 
339. 

Gynandropsis pentaphylla, 1DC., 23, 
50. 

sinica , Miq., 23, 5. 
mscida, Bunge, 23, 50. % 

Gyno^temma eardiosperma, Cogn., 
36, 482, 

emoides, Franck. & Sav., 23, 321. 
pedatum, Plume , 23, 320. 

Gynura unguium, Hance, 23, 447. 
auric (data, DC , 23, 448. 
aurita, WhdcL, 36, 482. 
bicolor, PC., 23, 447; mentioned, 
448. 

hulhoset, Hook. & Arn , 23, 448. 
divaricate, PC., 23, 447. 
ovali$ PC., 23, 448. 

— var. pinnatifida, Hemsl. *, 23, 
448. 

pinna ti fid a, Patriot, 36, 482, 
Psetidochina, Beftth., mentioned, 
23, 448. 

garment osa, PC., mentioned, 23, 
448. 

sinica, Piets, 36, 482. 

Gypsophila acutifolia, Finch., 23, 
04. 


. Gypsophila Oldhamiana, 3/7$.*23,64, 
perfoliata, Linn., 36, 482. 
Gyrus/uehgs australis, Blume, 36,41. 

Habenaria aouifera, LindL, 36, 57; 
mentioned, 58. 
hraeteata, E. Br., 36, 54. 
camptoeeras, Bolfe, 36, 58. 
chi or" nth a, Bab., 36, 55. 
ciliolaris, Krdnzl., 36, 58. 
commelinifulia, Wall., mentioned, 

- 36, 58. 

conopsea, Benth., 36, 52. 
cueullaia , flolft.. 36, 52. 

Bavidi, Fraud)., 36, 482. 

Belavayi, Ft act, 36, 482. 
endothrix, 31 iq, 36, 58. 
en-ifolia, LindL, 36, 58. 

Fa her i, Eoli'e, 36, 52. 

Fargesii, Find, 36, 482. 

Fordii, Bolfe, 36, 58. 

Galeundru, Eeiebb. f., 36, 50. 
geniculata, P. Pun, 36, 58. 
giganicu. D. JDon, 36, 57. 
glaueifolia, Bur.. 36, 59. 
goody oroides, B. Bon, 36, 54. 
Hnncoekii, Bolfe, 36, 59. 

Henryi, Bolfe, 36, 55. 
herhiola, E. Br., 36, 55. 
humidicola, Bolfe, 36, "59. 
iantha , Hook f., 36, 55. 
intermedia, D. Bon, 36, 59. 
japoniea. A. Gray, 36, 50. 

Keiskei, Franck., 36, 56. 
kbasiana, Hook. mentioned, 36, 
60. 

laceriifera, Benth., 36, 53, 63. 
latilabris. Hook, f., mentioned, 36, 
60. 

leptoloba, Benth., 36, 59; men¬ 
tioned, 03. 

linearifolia, Maxim., 36, 01. 
Ungiielltt, Lindl., 36,57, mentioned, 
58. 

Miersiana, Champ., 36, 60. 

— var. ynnnanensis, Finet, 36, 60. 
writ it arts, Kr nzL, 36, 61. 
mibtaris, Beichb, f, mentioned, 

36, 61. 

monophylla, Eolfe, 36, 50. 
omeiensis, Bolfe, 36, 60. 
pectiuata , Hook, f., 36, 58. 

2 >eristyloides, Wight, 36, 57. 
Phigukula, Benth., 36, 53. 
poly tri elm, Bolfe , 36, 60. 
radiata, Kriinzl., 36, 60. 
radiata, Miq., mentioned, 36, 60. 
reniformis. Hook . /., 36,60; men 
tioned, 59 

rbodocheila, Hance, 36, 01 
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Habenaria sagittifera, JReJchb. /., 36, 
61. 

Sampsoni, Hance, 36, 54. 
Sieboldicma, Miq., 36, 60. 
stenantha, Hook, /., 36, 60.^ 
denostachya , Benth., 36, 56. 
Susanna, R. Br,, 36, 57. 
tentaculata, Kransd., 36, 53; men¬ 
tioned, 59. 

tentaculata. Rpiehb. f., 36, 63. 
ternatea, Reichb.J mentioned, 36, 
60. * 
virescens , Spreng., 36„ 55. 
viridis, R. Br., 36, 5*. 
yunnanensis, JRolfe * , 36, 61. 
H.EMADOKACE/E, 36, 75. 

Hsemaria argyroncura, Miq., 36, 44. 

discolor, Lindl ., 36, 44. 

Halenia elliptica, R. Ron, 26, 141. 

— var. grandiflora, Hand. *, 26, 
141. 

sibirica, BorJch 26, 141. 

Halesia Portunei, Hemsl ., 26, 75. 

hispida, Benth. §' Houle, f, 26, 76. 
Halopbila oval is. Hook, f., 36, 3. 

ovata, Gaudich., 36, 3. 

Halokage.e, 23, Ii92. 

Haloragis inicrantba, R.Br., 23, 292. 
scahra, Benth., 23, 292. 
tetragyna, Hook. /., 23, 292. 
Haloxylon reeurvum, Bunge, 26,331. 
Hamamelidile, 23, 289. 

Hamamelis arborea. Mast, 23, 290. 
chinensis, R. Br., 23, 290. 
japonica, Sieb. #• Zucc., 23, 206*. ^ 
mollis, Oliver, 23, 290. 

'Virginiana, Linn., 23, 290. 
Hamiltoma ublonga, Branch., 23, 390. 

suaveolens, RoxK. 23, 390. 

Hancea, Hemsl. *, 26, 309. 

sinensis, Hemsl. *, 26, 310. 

Hancea, Seem., 26, 310. 

Hookeriana , Stem., 26, 440. 
muricata , Benth , 26, 440. 
Hancockia, JRolfe * , 36, 20. 

imiflora, JRolfe *, 36, 20. 

Hapalosia LwjUngia, Wall., 23, 71. 
HaplosfyHs Meyenii, Hees, 36, 1.60 
Harlan (Ha bryonioides, Hance, 23, 
318. 

Harrisonia Bennettii, Hook. 23, 
112. 

Hartia, Rmm, 36, 482. 

sinensis, Bunn, 36, 482. 

Hastingia eacmnea, Poem, 26, 263. 
Hecatmtia pilosa, Lour., 23, 15. 
Hedemna nepalensis, Benth . 26, 280. 

nepalensis , Seem., 26, 281. 

Hedera eokhica, O. Koch, 23,343. 
Helix, Linn., 23,343, 


Hedera hypoglccnea , ITance, 23, 131. 
japonica, 3 ungh., 23, 343. 
parvijiora, Champ., 23, 343. 
protea, Champ., 23, 343. 
rhombea, Sieb. & Zucc., 23, 343. 
senticosa, Rupi\, 23, 342. 

Hedona Davidi, Williams, 36, 482. 

sinensis, Lour., 23, 66. 

Heducapjios spectabilis, Planch., 23, 
36. 

Hedyehium eoronnrium, Koen., 38, 
69. 

spicatum, Buck.'Ham., 36, 482. 
Hedvotis acutangula, Champ., 23, 
'372. 

a lata, Koen., 23, 376. 
ampliflora, Hance, 23, 373. 
angustifolia, Cham. & Scklecht., 
23, ,->7 5. 

Aurioularia, Linn., 23, 373. 
boerhanvioides , Hance, 23, 377. 
borrerioides, Champ., 23, 376. 
bracteosa, Hance, 23, 373. 
capitellata, Wall., 23, 373. 
capituligera, Hance, 23, 373. 
cephalophom , R. Br., 23, 376. 
consangumea, Hance , 23, 373. 
cosfata, R. Br., 23, 373. 
effusa, Hance , 23, 374; mentioned, 
376. 

fruth osa, Rottl., 23, 373. 
herbax'ea, Osherk, 23, 377. 
hispida, Jletz., 23, 374. 
lnncea, Thanh., 23, 374. 

Lawsoniee, Benth., 23, 372. 
loganioides, Benth., 23, 374. 
hmyitlens , Hance, 23, 372. 
niacrostemon, Hook. Am., 23, 
374. 

ovata, Tfmnb., 23, 374. 

Parry i, Hance, 23, 374. 
pinifolia, Wall., 23, 375, 
pterita, Blume, 23, 377. 
recurva , Benth., 23, 374, .376, 
sp., 23,376. 

teneiliflora, Blame, 23, 375. 
tenoipes, Hemsl. *, 23, 375. 
Thtcaifemtna , Hance, 23,377, 
uncinella, Hook, fr Atrn.^ 23. 
37fi. 

Yachellii, Hook. # Am., 23, 376. 
xanthoehroa, Hance, 23, 376. 
Hedysarum brachypterum, Bunge, 
2tZ, 169, 

diphyllmn, Linn,, 23, 171. 
eiegans, Lour., 23,171. 
eseulentum, Ledeh., 23,169. 
gamgeticum, Lmn., 23,172. 
lagopodioides, Linn., 23, 17$. 
lihifoliim , Ruxb., 23,173. 
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Hedysarum lutescens. Poir., 23, 174. 
nmltijugum, Maxim, 23, 109. 
obseurum, Linn., 23, 169. 
picimn , Jacq., 23, 178. 
pulchelhm , Linn., 23, 175. 
reniforme, Lour., 23,178. 
sp M * 23, 169. 

sikkimense, Bentk, 36, 482. 
tanguticum, Fedt$ch., 36, 483. 

in forum, Lmn., 23, 176. 
tuberosum, B. Fedtsch., 36, 483. 
umbellatum , Linn., 23, 177. 
Vespertilionis, Xm*., 23,178. 
Hcleocharis a civilians, Koch, 36,225. 

— var .japonica, Diels, 36, 226. 
afflata, Naves, 36, 226. 

alia, Boeek,, 36, 229. 
atropiirpurca, Koch, 36, 226. 
capitala, Boeck., 36, 227. 
chlorocarpa, Boeek., 36, 226. 
fistulosa, Boeck., 36, 227. 
Greeffeana, Boeck., 36, 230. 

K tinted, Boeck., 36, 226. 
ockrosfachys, Boeck., 36, 226. 
palustris, Lindl., 36, 228. 
planiagmea, Boeck., 36, 228. 
teiraqnetra, Boeck., 36, 229. 
Wichirai, Boeck., 36, 229. 

Bellanfhas gigo hints, Lour.. 23,434. 
Helkandra sinensis, Hook. & Arn., 
26, 96. 

Helicia c och in chin en sis, XoMr., 26, 

394. 

each inch in ousts, Meisn., 26, 594. 
erratiea, Houk.f, 26, 394. 
formosana, Be nisi. * , 26, 394 ; 
36, 483. 

graudis, Hemsh, 36, 483. -> 

/and folia , Sieb. & Zuee., 26, 394. 
tennmalis, Kurz, 26, 394. 
Helicodiceros crinitus, Schott, men¬ 
tioned, 36,182. 

Helicteres angus-titblia, Linn., 23, 

90. 

spieata, Colehr., 23,90. 

— var. hainanensis, Ha nee, 23, 

91. 

undidafa , Lour., 23, 39. 
Heliotropnun brevifoiium, Wall., 26, 
147. 

indieum , DO., 26, 147. 
indieum, Z/ww , 26, 147. 
strigosum, Wild., 26, 147. 
Helleborus ehhiensik Maxim., 36,483. 

thibetanus, Front h.. 36, 4f3. 
Bellcnia ahnvrmis , Lincll., 36, 71. 

chinensii s, Willd., 36, 71. 

Bdunias viddis, Ker-G-awL, 36, 147. 
Heloniopis jnponiea, Maxim., 36,140. 
umbellata, Baker, 36,140, 


Helopus anmilatus, Nees, 36, 320. 
Helwingia ehmen&is,Batalin, 36,483. 
kimalaica, Hook. f. § Thoms., 36, 
483. 

jnponiea, Dietr. & Stead., 23, 341. 
Bemarthria compresm, B. Br., 36, 
361. 

fasciculata , Kuntli, 36, 361. 
Heineroeallis alba, Andr., 36, 117. 
caralea, Andr., 36, 117. 
citrina, Baroni, 36, 115. 

*urdata, Thunb., 36, 130. 
disfieka, Bonn, 36, 115. 
flava, Linn., 36, 115. 
fulva, Linn., 36,115. 

— var. Kwanso , Kegel, 36, 115. 

— var. maculata, Baroni , 36, 116. 
graminea., Andr., 36, 110. 
graminca, [P. L. Warren], 36, 

115. 

japomca, Bed., 36, 117. 
japonica, Thunb., 36, 117- 
land folia, Thunb., 36, 116. 
Midclendorlh, Trautv 36, 116. 
minor, Mill., 36, 110. 

Sieholduma, Lodd., 36, 117- 
Hemiboea foilicularis, C. B. Clarke, 
26, 232. 

gracilis, Branch,, 36, 483. 

Henryi, C. B. Clarke , 26, 232. 
subcapitata, C. B. Clarke. 26, 232. 
Hemkicca japonica, Bail!., 26, 421. 
Hemigraphis ckinensis, T. Anders . * , 
26, 238, 

^ rzeenuanica, Bataiin, 36, 483. 
r Hemilophia, Branch., 36, 483. 
pulehella, Branch., 36, 483. 
Heiniphragma heterophyllum, Wall., 
26,192. 

Hemipilia brevicalcarata, Ft net, 36, 
62. 

cordifolia, Lindl, mentioned, 36, 
02 . 

eruciata, Find, 36, 02. 
flabellata, Bur , 36, 62. 

Henryi, lieichb f., 36, 62. 
Hcmiptetea Davidii , Planch., 26,449. 
Hcmisieptn lgrata, Bunge, 23, 403. 
Hemslega chine mis, Oogn., 23, 490: 
36, 483. 

Henrya, HemsL * , 26, 111. 

Augustiuiana, HemsL * , 26, 111. 
Henrga, Nees, 26, 112. 

Henslovia Irutescens, Champ., 26, 
409. 

sessdiflora, HemsL * , 26, 409. 
Hepatica tntoha, Chaix, 23, 11. 
Beptaca ladfolia, Gardn., 23, 78, 
Heptapleurum Delayayi, Franck, 
36, 483. 
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Hepta$leurum Fargesii, Fpanch., 36, 

Hoi, Dunit, 36, 483. 
inaerophyllum, Dunn, 36, 483. 
octophyllum, Hance, 23, 342. 
product urn, Dunn , 36, 483. 
Heracleuni acuminatum, Franck., 36, 
483. 

harhatiun, Ledeb., 23, 336. 
biyittatum, Boissien , 36, 483. 
candicans, Wall., 36, 483. 
coreammi, Boissien, 36, 483. r 
dissect uni, Ledeb, 23, 336. 
dulce, Fisch., 23,336. r 
Fargesii, Boissien , 36, 483. 
Hemslevana, Diels, 36, 483. 
lanatum, Michx., 23, 336. 
Moeflendorffii, Hance, 23, 336. 
Rapula, Franck., 36, 483. 
scabriclum, Franck., 36, 483. 
8ouliei, Bumicu , 36, 483. 
vicinum, Boissien, 36, 483. 
yunnanenae, Franck., 36, 483. 
Heritiera ckumuis, Koen., 36, 71. 

littoralis, Ait.. 23, 90. 

Herminium alaschanicum, Maxim., 
36, 52, 483. 

— Tar. tangutica, Maxim., 36, 52. 
angustifolium, Benth ., 36, 50; 

mentioned, 51. 
biporosum, Maxim., 36, 51. 
fiillax, Finet. 36, 483. 

Monorcbis, B. Br., 36, 51. 
reniforme, Lindl,, 36, 60. 

Souliei, BoJfe * , 36, 51. * n 

tanguticum, Bolfe * , 36, 51. 
Hernaudia peltata, Meisn,, 23, 393. 
Herpestis Monniera, H. B. K 26, 
186. 

Hesperis aprica. Pair., 23,44. 

triekosepata, Turez., 23, 45. 
Heteropauax fragrans, Seem., 23, 
343. 

Heieropappus dccipicns , Maxim., 23, 
412. 

hispidits, Less., 23,412. 
in,ci^m, Sieb. & Zucc., 23, 412. 
ripens, Sieb & Zucc., 23, 412. 
Sampson i, Hance, 23,415. 
subsemttus, Sieb. & Zucc., 23, 412. 
Heteropogon eontortus, Beam., 36, 
366. 

hirtus, Pers., 36, 366. 

Heterosm i lax Caudiclmudiana, 
Maxim.. 36, 95. 
japonica, Knnik, 36, 96. 

Hewittia bicolor, Wight, 26,163. 
Hibiscus Abelmoschus, Linn., 23, 
87. 

eancellatus, Boxb., 36, 483. 


Hibfscus chinensU, DO., 23, 88. 
esculentus, Linn., 23, 87. 
jicidneus, Linn., 23, 87. 
mutabilis, Linn., 23, 87. 
Rosa-sinensis, Linn., 23, 87. 
simplex, Linn,, 23, 90. 
sinensis, Mill., 23, 87. 
surattensis, Linn., 23, 88. 
syriacus, Linn., 23, 88. 
ternatus, Oav., 23, 88. 

•tiliaceus, Linn., 23, 88 ; 36, 483, 
Tnonum, Linn., 23, 88. 
venustus, Blame, 36, 483. 
Hieracium crocatmn, Fries, mentioned, 
% 23, 478. 

sinense, Vaniot, 3fe, 488. 
umbellatum. Linn., 23, 477; men¬ 
tioned, 47S. 

Hieroohlne borealis, Baker & Moore, 
36, 3S0. 

borealis, Tloem. § Stiudt., 36, 380. 
Bungeana , Trim, 36, 380. 
dahurica, Trim, 36, 380. 
glabra, Trin., 36, 380. 

Huokeri, Maxim., 36,380. 
Hiuiantoqlamimencidlatum, Reiclib. f., 
36,52. 

viride, Reich b. f., 36, 54. 
Hippocratea obtusifolia, Boxh., 23, 
125. 

Hippuplrae rhamnoides, Linn., 26, 
405. 

Hippuris indica, Lonr , 36, 229. 

vulgaris, Linn., 23, 292. 

Hiptage Madablota, Qactin., 23, 

96 . 

minor, Dunn, 36, 483. 
obt usilolia, DO., 23, 96. 
scrlcea , Hook, f., 26, 263. 

Hisingem japonica, Sieb., 23, 57. 

racemosa , Sieb., 23, 57. 

Hisutsm cantoinmsis, DC., 23,413. 

serrata. Hook. & Arn., 23, 413. 
Iloeckia Aschersoniana, Ena l, tf 
Grachn., 36,484. 

Holurrhena ajfinis, nook. & Am., 26, 
90, 99. 

Ilolboellia angustifolia, Wall., 36, 
484. 

cbinensis, Franck., 36, 4S4f 
coriacea, Diels, 36, 484. 
ouneala, f. liver, 36,484. 
lati folia, Wad., 36, 484. 

Hole us fufvus, R. llr., 36, 367. 
latifolius, Osbeck, 36,419, 
spiral ns, Linn., 36, 359. 
Holmskiolclia sanguiuea, Willd., 26, 
26.1. 

Holostemma pictum, Champ., 26, 
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Hotosfemma sinense, Heaisl. * , 26, 
103. 

Holostemn sinense, Henri/, 36, 484. 
Homalantbus Leackenaultianus, A. 
Juss 26, 444. 

Homnliuxn fagifolium, Bentk, 23, 
312. 

Homceatherum chinense, Nees, 36,371. 
Homoiceltis aspera* Blume, 26, 452. 
Homolostachus sinensis, Boeck., 36, 
299. 

Homonoia riparia, Lour., 26, 443. 
Homoplitis nrinita* Trin., 36, 358. 
Hoppea nbirica , Reichb., 23, 454. 

speciosa , Reichb., 23, 454. 
Hornemannia bicolor, Willd., 26,183. 
ovata, Link & Otto, 26, 189. 
prostrata , Jacq., 26,190. 

Hosta japonica , Trait., 36, 117. 

Hot fin chinensis* Maxim., 23, 265. 

Thunhecgii , Sieb. & Znec., 23, 266. 
Houttuynia cordata, Thunb., 26, 
364. 

Hovenia acerla, Lindl., 23, 131. 

dulcis, Thunb., 23,131. 

Hoy a angustifolia, Traill, 26, 116. 
carnosa,i?. 26,115; mentioned, 
116. 

chinensis , Traill, 26, 116. 
crnssifolia, Haw., 26, 116. 
laurifolia, Miq., 26, 116, 

Motoskei , Teysm. & Binn., 26,116. 
picta, Hort., 26,116. 

— var. argentea, Hort., 26,116. 

— var. aurea, Hort., 26,116. 

Rotten, TraiU, 26, 116. 
rntimdifolia, Sieb., 26, 116. 
trinervis, Traill, 26, 116. * 

variegaia , Sieb., 26,116. 
viridifiora , R. Br., 26,115. 

Humulus aculeatus , Nutt., 26, 453. 
cordifolms, Miq., 26, 453. 
japonicns, Sieb. $ Zucc., 26, 453. 
Lupulus, Linn., 26, 453. 

Hutohinsia peirm, Desv., 23, 41. 
Hybanthera cordifolia, Link, 26,115. 
Hydrangea acuminata, var. Bueryeri, 
Sieb. & Zucc., 23, 273. 
alfcissima, Wall., 36, 484- 
ArbostTana, H. LSveilU, 36, 484, 
aspera, 2). Bon, 23, 27*2. 

— var. angustifolia, Hemd. *, 26, 
273. 

— var. macropbylll, Hemal. *, 26, 
273. 

Azisai, Sieb., 23, 273. 

Belzomi , Sieb. & Zucc., 23, *273, 
chinensis, Maxim., 23, 273. 
G-iraldii, Diels, 36, 484, 
Hemsleyana, Diels, 36, 484. 
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: Hydrangea ffortensia, DC., 23r, 273, 
japonica , 'Sieb. & Zucc., 23, *273. 
Kamienskii, H. LereilM , 36, 484. 
longipes, Franck, 36, 484. 
longipes, JKwwX *, 23, 273. 

| — ynr. lanceolata, Hemsl . *, 23, 

274. 

Mandarinorum, 2?zWs, 36, 4S4. 
Maximowiezii, HI LeveilU* 36, 
484. 

i Moellendorffi, Hance, 23, 274. 

I oUongifolia , Blume. 23, *273, 

' Otalcsa, Sieb. & Zucc., 23, 273. 
i petiolaris , Sfeb. & Zucc., 23, 274. 

; Rosthornii, D/efe, 36, 484. 
scandens. Maxim., 23, *274. 
stellata , Sieb. & Zucc., 23, *273. 

; vestita, 23, 274. 

| — var. Jimbriata, Wall., 23, 272. 

| xantboneura, Diels, 36, 484, 
Hydrilla dental a, Casp., 36, 1. 
i japonica, Miq., 36,1. 

; verticillata, Boyle , 36,1. 
j — var. crispa, Casp., 36,1. 

| — var. Roxburghii, Casp., 36,1. 

; Hydrochakidace.e, 36,1. 

S Hydrocharis asiaticus, Miq., 36, 2. 

| Morsus-rarue, Linn., 36, 2. 

! Hydrocotyle abbreviate* A. Rich., 23, 
325. 

! asiatica, Linn., 23, 324. 

— var. erispata, Maxim., 23, 325. 
Batrachium , Hance, 23,325. 
burmanica, Kurt, 23, 325. 
chbiensis, Linn., 33, 326. 

' javaniea, Thumb., 23, 325. 
lurida, Hance, 23, 325. 
nepalenm. Hook., 23, 325. 
nitidula, A. Rich., 23, 325. 
perexigua* Hance, 23, 325. 
pohjcephala, Wight & Arm, 23,325. 
rotundifolia, JRoxb,, 23, 325. 
rubescens, Branch 36, 484. 
sihthorpmdes. Lam., 23, 325, 
sinensis, Thunb., 36, 326. 

Wilfordi, Maxim.* 23, 326. 
Hydrolea inermis, Lour., 26,142. 

zeylanica, Vahl, 26,142. 
Hydrophyllace^s, 26,142. 
Hydropyrwm latifolimi, Griseb., 36, 
345. 

Hydroschcenus kullingioides, Morifczi, 
36,209. ‘ 

Ht/drome Biuieri , Engl., 36,182. 
Hygrophila a&surgens* Nees, 26, *237. 

salicifolia, Bees, 26, 237. 

Hylomecon japonicum, Brantl, 36, 
484. 

sutchuense, Branch.* 36,484. 
vernalis, Maxim.* 36,484, 

m. 2 It 
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Hymennehne amplexicaulis, Nees, 36, 
328. 

Myuros, Benuv., 36, 328. 
lit/men oehmfe grosser . Nees, 36, 250. 
Hyoscyamus niger, Linn., 26, 177. 

physaloides, Linn., 26, 176. 
Hypaelyptum argentmm, Yalil, 36, 
257. 

mlcroccpkalum, R. Br., 36, 257. 
Hypecoiun chinense, Franck ., 23, 
35. 

erectum, Linn 23, 35. r 
leptoearpum, Hooli.f & Thoms., 23, 

35. 

Hyperxcine.e, 23, 72. 

Hypericum Ascyron, Linn., 23, 72. 
attenuatuin, Choisy, 23, 72; men¬ 
tioned, 73. 

aurmm, Lour., 23, 72. 
bijlorum, Lam., 23, 74. 
chinense ; Hook., 23, 72. 
chinense, Linn., 23, 7*2. 
chinense , Retz., 23, 74. 
cotkinchinense , Lour., 23,74. 
elccirocarpim , Maxim., 23, 74. 
elodeoides, Choisy, 36, 484. 
erectum, Thumb., 23,73. 
formosanum, Maxim., 23, 73. 
gemimijprum, Hemsl, 36, 484. 
japonioum, Thunk., 23, 73. 
Lalandei, Choisy, 36,484. 
longistylum, Oliver, 36, 484. 
monanthemum, Hook. f. Thoms., 

36, 484. 

monogymim, Linn., 23, 72. * ^ 
— -var. salicifolmm., Choisy, 23, 
72. 

mitilum, Maxim., 23, 73. 
nepaulense, Choisy, 36, 484. 
nerratum, Hance, 23, 73. 
ohlongifolium, Wall., 23, 73. 
olympicum , Lour., 23, 73. 
patulum, Thunk., 23,73. 
perforatum, Linn., 23, 74. 
j peiiolatum, Lour., 23, 73. 
petiolulata, Hook./. $ Thoms,, 36, 
484. 

Prattii, Hemsl, 36, 484. 
Przewalskii, Maxim., 23, 74. 
salicifolmm, Sieb. & Zucc,, 23, 72. 
Sampsoni, Hance, 23, 74. 
Seniawini, ilfi'Mm., 23, 74. 
trinervium, Hemsl., 36, 484. 
nr alum, Buch.-Ham., 23, 73. 
yimuanense, Franck., 36, 484. 
Hypocboeris, Linn., genus mentioned, 
23, 479. 

grand iflora, Ledeb., 23, 478. 
Hypoestes Qumingiana, Bentk. & 
Hook, f, 26, 249. 


Hypoestes purpurea, 7?. Br., 26, 249. 
smica, Miq., 26, 249. 
sp. nova?, 26, 249. 

Hy poly t rum latifolium, Tick., 36, 
258. 

nemorum, Beauv., mentioned, 36, 
258. 

pergraoile, Nees, 36, 266. 
Hypopithys lanuginosa, Nutt., men¬ 
tioned, 26, 34. 

Ht/poponm annulare, Nees, 36, 263. 
Hypoxia aurea, Lour., 36, 86. 
curculigoides, Wall., 36, 86. 
farinosa, Tkunb., 36, 76. 
Fravquevillei, Miq., 36, 86. 
minor, 3). Don, 36, S6. 
minor, Seem., 36, 87. 
orchioides, Kurz, 36, 87, 
spicata, Franck, 36, 76. 

Hypserpa nitida, Miers, 23, 28. 

Hyptis capitata, Jacq., 26, 275. 

suaveolens, Poit., 26, 275. 
Hi/rtamndra hirta, Miq., 26, 489. 
Hyssopms Lophanthus, Linn., 26,288. 


Ichnantlius pallens, Munro , 36, 334. 
Idesia polycarpa, yar., Diets, 36, 
485. 

Ilex Aquifolium, Linn., 23,118; 36, 
485. 

Aquifolium, Thunb., 26, 87. 
ardisioides, Loes., 36, 485. 
asprella, Champ., 23,115. 
bitxifolia, Hance, 23, 116. 
Championii, Loes., 36, 485. 
chinensis, Sims, 23,115. 
cinerea, Champ., 23,115. 
corallina, Franck., 36, 485. 
eornuta, Lindl, 23, 115. 

Delavayi, Franck., 36, 485. 
dipyrena, Wall., 36, 485. 
dubia, var. hupehensis, Loes., 36, 
485. 

Fargesii, Franck., 36,485. 
fieoidea, Hemsl. * , 23,116. 
formosana, Maxim., 23, 116. 
Fortunei, Hindi., 23, 116. 
graciliflora, Champ., 23, 116. 
Hanceana, Maxim., 23, fl6, 
Henryi, Loes., 36, 485. 

Integra, Think., 23, 116. 
intermedia, Loes., 36, 485. 
japomca, TbSnb., 23, 31, 
kelungensis, Loes., 36, 485. 
laevigata, Blame, 23,118. 
leptacantha, Hindi, 23,117. 
liukiuensis, Loes., 36,485. 
macrocarpa, Oliver, 36, 485. 
Maximowieziana, Loes., 36, 485. 
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Ilex memecylifolia, Champ., 23,117. 
Mertensii, Maxim., 23,117. 
metabaptista, Loes., 36, 435 , 
mierocarjta, Lindl. & Paxb., 23, 
118. 

myriadenia, Hance ,, 23, 117. 
imramularia, Champ., 23,117. 
Oldharai, ikfi?., 23,117. 
oxyphylla, Miq., 23, 117. 
pedunculosa. Miq., 36, 485. 

Pernyi, Franch., 23, 117. 
Pseudo-Oodajam, Franck 36,485. 
pubescens, 23,117. 

purpurea, var., Miq., 36, 485. 
ramosa, Olivet', 36, 485. 

Beevesiana, Fortune, 23, 116. 
rotunda, Thumb., 23,118. 
szeehwanensis, Loes., 36, 485. 
viridis. Champ., 23,118. 

Warburgii, Loes., 36, 485. 
yunnanense, Franck ., 36, 485, 
Ilicine.®, 23, 115. 
lllecehrum sessile, Linn., 26, 322. 
Illieium anisatum , Linn., 23, 23. 
anisatum, Lour., 23, 23. 

G-riffithii, Hook. f. 4* Thoms., 36, 
485. 

Henryi, D/gfo, 36, 485. 
raicranthum, Bunn, 36, 485. 
religiosum, Sieb. § Zucc 23, 23. 
Tashiroi, Maxim., 36, 485. 
verum. Hook., 36, 485. 

Illigera rhodantha, Hance , 23, 295. 
Ilysanthes hyssopoides, Tenth., 26, 
191. 

Impatiens angustiflora, Hook. 36, 
485. 

arguta, Hook. f. $ Thome., 23, 

100 . 

Balsamina, Linn., 23,100. 
blepharosepaia, K Fritz., 36, 485. 
chsetodonta, French., 36, 485. 
chinensis, Linn., 23,100. 
eoebleata, Lour., 23,101. 
corohorifolia, Franch., 36, 485. 
Cornucopia. Franch., 36, 485. 
Davidi, Franck,., 23,101. 

Delavayi, Franck., 36, 485. 
di morph ophylla, Franch 36, 485. 
divaricata, Franch ., 36, 485. 
dolichoceras, E. Fritz., 36,485. 
fasciculata, Lam., 23, 101. 
fissicornis, Maxim.? 36, 485. 
fureillata, Hemsl . *, 23,101. 
Hancockii, C. H. Wright, 36, 485. 
Henryi, E. Fritz., 36, 485. 
longialafca, E. Fritz., 36, 485, 
mutila, Lour., 23,101. 

Nolitangere, Linn., 23,101. 
notolopha, Maxim., 36, 486. , 


Impatiens odoutopetala, Maxim., 36, 
486. 

pamflora,Z/»»., mentioned, 23,101. 
platyceras, Ma vim., 36,486. 
plebeja, Hemsl. * , 23, 101. 

Potanini, Maxim., 36, 486. 
procumbens, Franck 36, 486. 
radiata, Hook. /., 36, 486. 
recurvicornis, Maxim., 36, 486. 
rostellata, Franch., 36, 486. 
stenantha, Hook.f., 36, 486. 
sfcenosepala, E. Fritz., 36, 486. 
Textori, Mfy, 23,102. 
tubulosa, Hemsl. * , 23,102. 
uliginosa, Franch 36, 486. 
vittata, Franck., 36, 486. 
yimnanensis, Franch., 36,486. 

I inpe rata arundinaeea, Gy rill., 36, 
346. 

— car. Koenigii, Hack., 36, 346. 

— var. pedicellata, Debeaux, 36, 
346. 

eulalioides, Miq., 36,347. 

Koenigii, Beaur., 36, 346. 
pedicellata, Steud., 36, 346. 
saecharijlora, Maxim., 36, 347- 
Imperialis dagana, Turez., 36,137. 
Incarvillea Beregovskii, Batalin, 36, 
486. 

compacta, Maxim., 26, 236. 
Delavayi, Bur. $ Franck 36, 486. 
grandiflora. Bur. $ Franch., 36,486. 
gmndijiora, Poir., 26, 235. 
lutea, Bur. $ Franck., 36, 486. 
sinensis, Lam., 26, 236. 
variabilis, Batalin, 36,486. 
Indigofera Anil, Linn., 23,155. 
atropurpurea, Buch.-Ham., 23,155. 
Benthamiana, Hance, 23,156. 
Bungeana, Walp„ 23,156. 
caudata, Bunn , 36, 486. 
chsetodonta, Franck., 36, 486. 
chinensis, Vogel, 23, 156. 
cinerascens, Franch 36, 486. 
coccinea, Lour., 23,158. 
decora, Lindl, 23, 156. 

Delavayi, Franch., 36, 486. 
endecaphyila, Jacq., 23,156. 
kedgsaroides, Linn., 23,158. 
keteranfcha, Wall, 36,486. 
hirsuta, Linn., 23,157. 

Kirilowi, Maxim., 36, 486. 
linifolia, Betz., 36, 486. 
liukiuensis, Makino, 36, 486. 
macrostachya, Vent, 23,157. 
melilotoides, Hance, 23, 367. 
mierantha, Bunge, 23,156. 
mollis, Franch., 36, 486. 
pendula, Franch., 36,486. 
reticulata, Franch., 36,486. 

2b2 
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Indigofer a rotuiidifulia, Lerur., 23,157. | 
seabrida, Dunn, 36, 48ft. 
sensitiva, Franch., 36, 486. 
sericophylla, Franch.. 36, 4S6. 
subulafca, Vahl, 36, 48ft. 
tinctoria, Linn., 23,157. 
trifoliata, Linn., 23,157. 
trifca, Linn., 23,158. 
renulosa, Champ., 23,158. 
virgata, DC., 23,158. 

Inga Ugemina , Hook. & Arm, 23,217. 
dimi'diata, Hook. & Arn., 23, 217. 
dulcis, Willd., mentioned, 23, 217. 
Inula ammophila, Bunge, 23, 4*28. 
Britannica, Linn., 23, 4*28. 

— var. japonica, Franch. $ Sav., 
23, 429. 

— var. linarifefolia, Beget, 23, 429. 
Cappa, DC, 23, 429. 

chinensis, Bupr., 23, 428. 
chrysantha, Diets , 36, 486. 
eordafa , Boies., 23, 430. 
euspidata, C. B Clarke. 36, 4S6. 
Oiralclii, Diets, 36, 486 
involucrafa, Miq., 23, 430. 
Imaritsfolia , Turez., 23, 4*29. 
Pseudo-cappa , DC., 23, 429. 
pteroeaula, Franch, 36, 486, 
racemose, Hook., 23, 430. 
repanda, Turez., 23, 429. 

Boijleana, C. B. Clarke, 23, 4*10. 
salidna, Bunge, 23, 428. 
salicina, Linn.. 23, 430. 
sericophylla, Franch., 36, 48ft. 
serrata, Bur. dr Franch ., 36, 486. s: 
lodes vitiginea, Hance , 23,115. 
Ionidium suifruticosum, CHng., 23, 
57. 

Ioniris rufhenica, Klatfc, 36, 84. 

temiifolia, Klatfc, 36,85. 

Iozoste chinensis, Blumo, 26, 379. 
lancifolia, Blume, 26, 383. 
peduncutata, Blume, 26, 383. 
rotundifolia, Tar. oblongifoha, Kees, 
26, 379. 

Ipomeea anceps, Koem. & Sehulfc., 26, 
163. 

angustifolia, Jacg., 26,156. 
aquatica, Forsk., 26,157, 
barbata, Both., 26, 160. 

Batatas, Linn.. 26,157,160, 
biflora, Pers 26,157. 
biloba, Forsk., 26,157. 

Bona-nox, Linn., 26,158. 

— var. purpurascens, [Ker-Gawl.l 
Bofc. Beg,, 26,161. 

cmrudea, E?oen., 26, 160. 
ccdycina, Benth., 26, 160. 
capttdlaia, Choisv, 26, 161. 
cardiosepala, Hoehsfc., 26, 160. 


Ipoiuuea carnosa, R. Br ., 26, 158. 
ohyseides, Ker-Crawl , 26, 158. 
eoeoinea, Limn, mentioned, 26. 
103. 

congesta, B. Br., 26, 158; men¬ 
tioned, 163, 

cyrnosa, Room. <f* Schutt, 26, 159. 
dasysperma, Jaeq , 26, 159. 
digitata, Linn., 26, 159. 
dissect,n, Willd., 26, 159. 
edulis, Cboisy, 26, 157. 
fastigiata, Sweet, 26, 159; men* 
tioned, 157. 

fastigiaia, Boxb., 26, 159. 
fticcntlis, Blume, 26, 15ft 
Hardwickii, Hem si. *, 26, 160; 

mentioned, 157, 163. 
liederacen, Jacg., 26, 160; men¬ 
tioned, 158, 163. 
hepaticifolm, Linn., 26,161. 
insignis, Andrews, 26, 159. 
insularis, Steud., 26, 158. 
involucrata, Hanee, 26, 162 
linifblia, Blume, mentioned, 26. 
161. 

mnntima, B, Br., 26,157. 

HU, Both, 26,160. 
obscura, Ker-Gawl., 26, 161. 
palmata, Forsk., mentioned, 26, 
159, 161. 

paniculata , B. Br., 26, J59. 
Pes-capra, Sweet, 26, 157. 
Pes-tigridis, Limn, 26, 161. 
philippinensis, Chois?/, 26, 161. 
pileafca, Boxb., 26, 162. 
pilosa, Sweet, 26, 162. 
platen sis, [Eer-Gawk] Bot. Beg., 
26, 159.' 

purpurea, Lam., 26, 162. 
Quamoclit, Linn., 26, 162. 
quinata, B. Br., 26, 162. 
repens, Both, 26,157. 
repiam. Hook. & Arm, 26, 158. 
rep tans, Poir., 26,157. 
sagittata , Bosh., 26, 160. 
sibiriea, Pers., 26,162. 
sinensis, Choisy, 26, 162. 
sinensis, Fisch., 26, 163. 
siuuafca, Ortega, , 26, 1B3. c 
sp. n. ?, 26, 163. 

Tashiroi, Matsim., 36,487, 
triloba, Thunb., 26, 160. 
tuhercnlata, [Ker-Gawl.l Bot. Beg,, 
26, 159. 6 

iuherculata , Boom. & Schult. 26, 
161. ’ 
Turpethum, B. Br., 26, 163, 

I r anther a discolor, Maxim., 26, 
225. 

Ibidem, 36, 80. 
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Iris higlumis, Vahl, 36, 81. , 

Bungei, Maxima 36, 81. 
crespitosa, Pall, 36, 84. 
carici folia, Pall., 36, 81. 
chine n Us, Bunge. 36, 85. 
chinensis, Curt., 36, 82. 
cristate, Miq., 36, 85. 

Delavayi, Mtcheli , 36, 80. 
dicnotmtm, Fait., 36, 81. 

Domana, Spach, 38, 81. 
ensata, Thunb., 36, 81. 

— var. chin easts, Maxim., 33, 81. 
fimbriata, Klatt, 36, 85. 
fimbriata, Vent., 38, 82. 
jlavisdma, var. ru pest ms, Let fob., 

36,83. 

fragrom , Lind!., 36, 81. 
gracilis, Maxim., 36, 82. 
gmminea , Plumb., 36, 81. 

G-njsi, Maxim., 36, Si. 
hsmatophylla, Fisch., 38, 84. 
Henryi, Baker, 38, 82. 

Itsihaisi, Hnssk , 33, 83. 
japomra, TJinuh., 36, 82. 

Kcempferi , Sieb., 38, 83. 

Itevigata, Fisch., 36, 83. 

— var. Kcempferi, Maxim., 36, S3. 
Loczvi, Emits, 36, 83. 

long (folia, Eoyle. 36, Si 
longispatha, Fisch, 36, 81. 

Moorerofliana. Wall., 36, 81. 
Kerichinskia, Lodd., 36, 84. 
oriental'/s, Tbunb., 36, 84. 
oxypetala, Bunge, 36, 81. 
oxypet ala, Hance, 36, 82. 

PaUasii, Fisch., 36, HI. 
pandurata, Maxim., 36, 83. 
pomeridiana, Fisch., 36, 81. 
Potanini, Maxim., 36, 83. * 

Rossii, Baker, 36, 83. 

Bosthornii, Bids, 36, 487. 
ruthemea, Bryand., 36, 84. 

— var. nana, Maxim., 36, 84. 
sibiriea, var. orientalis, Baker, 36, 

84. 

— var sanguinea, Tter-Gawl., 36,84. 
songarica, var. gracilis’ Maxim., 

36, 84. 

speculatrix, Hance., 36, S4. 
squalms, Phunb., 36, 82. 
tectorum, Maxim., 36, 85. 
tenmfolia, Pall., 36, 85; men¬ 
tioned, 83. 

Tigridia, Bunge, 36, 85. 
tomiolopha, Hance, 36, 85. 
irijlom, Balb., 36, 81. 

— var. ehinensis, Fisch., 36, 81. 
ventricosa, Maxim., 36, 80. 
violacea, Klatt, 36,83. 

Isacbne albens. Trim., 36, 321, 


Isaehne altissima, Behaux, 38j 321. 
australis, R. Br., 36, 321. 
debilis, Ren die *, 36, 322. 
firmula, Buese, 36, 322. 

— var . nudiglumis. Hack., 36, 
322. 

miliaeea, Roth, mentioned, 36,322. 
murieata, Nees, 36, 321. 

Myosotis, Benth., 38, 322. 
pulchella, Both, 36, 307. 

Isatis indigotiea. Fortune, 23, 49. 

! tinctoria, Linn., mentioned, 23, 

' ***. 

Lschrexmim aagustifolium, Hack., 38, 
364. 

antephoroides, Miq., 36, 384. 

; aristatum, Linn., 36, 364. 
i — mihsp, bar hit am, Hack., 36, 
j 364. 

I — subsp. imberbe, Hack., 36, 384. 

aureum, Hack, 36, 365. 
bzrbatim, Uebeatix, 36, 365. 
barbatim, Miq., 36, 384. 
barhatum. Betz., 36, 364. 
cihare. Rets., 36, 365. 

— var. gemcimm. Hack., 36, 365. 
eriostochyum, Hack., 36, 365. 
latifolinm, Miq, 36, 362. 
laxum, R . Br., 36, 365. 

It'ersioides, Munro, 36, 363. 
ophiouroidcs, Munro, 36, 363. 
pectimtum , Nees, 36, 363. 
rugo-uni, Palish., 36, 366. 

Segetim, Trin , 36, 366. 

Si^huldi. Miq., 36, 366. 

J&isfimWiata, Pratt,, 36, 82. 

Isoltpis atropurpurea , Boem. k 
Seliult., 36, 226. 
barbata, R. JBr., 36, 247. 
capillar is, Debeaux, 36, 247. 
dipsocea, Roem. & Schult., 36, 
235. 

Haenkei, Presl, 36, 244. 
longispica, Steud., 36, 236. 
margaritifera, Nees, 36, 261. 
maxima. A, Dietr., 36, 250. 
Micheliana, Boem. k Sebult., 36, 
252. 

Micheliana, Stev., 36, 207. 
rigescens , Presl, 36, 244. 
setacea, B. Br., 36, 253. 
sqmrrosa, Miq., 36, 258. 
sitpim, R. Br., 36, 254. 
trifida, Nees, 36, 248. 
verrucifera, Maxim., 36, 235. 

Iso 1 oh us campamdoides, A. DO., 26, 3. 

EMU A. HO., 26,3. 

radicans, A. BO., 26, 3. 
Roxburghianus, A. DC., 26, 3. 
j Isonema evata, Oass., 23, 401. 
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Isopyrmn adoxoides, DC., 23, 18. 
anemonoides, Kar. Kir., 23, 18. 
auriculafcum, Franck 36, 487. 
Delavayi, Franck ., 36, 4S7. 

Fargesii, Franck 36, -187. 
grandiilorum, Fisch., 23, 18. 

Henryi, Oliver, 36, 487. 
japonicum , Sieb, 23, 18. 
peltatuin, Franck., 36, 487. 
sutchuenense, Franck ., 36, 487. 
vaginatum, Maxim., 36, 487. 

Ifcea chinensis, Dbo-fr. Am., 23, 
278. 

ilicifolia, Oliver, 23, §78. 
parviflora, Hemsl, 36, 4S7. 
Rosmarinus, Roem. & Scliult., 23, 
278. 

yunnanensis, Franck 36, 487. 

Itoa, Hemd., 36, 487. 

orientalis, Hemsl., 36, 487. 

Ixeris debilis, A. Gray, 23, 480. 
fontinalis , DO., 23, 483. 

Gregorii , Hanee, 23,485. 
polycephala, Cass., 23, 483. 
ramosissima, A. Gray, 23, 481. 
repens , A. Gray, 23, 483. 
Thmhergiana, A, Gray, 23, 4S3. 
versicolor, DC., 23, 485. 

Zna chinensis, Linn., 36, 80. 
Ixonanthes chinensis, Champ., 23,9G. 
Ixora blancta , Ker-Gawl., 23, 385. 
Brunonis, Wall, mentioned, 23, 
385. 

chinensis, Lam., 23, 385. 
coceinea. Curt., mentioned, 23, 
385. p * 

crocata, Lindl., 23, 385. 
grandiflora, Ker-GawL, 23, 385. 

Fa vet fa, Roxb.. 23, 380. 
rosea, Sims, 23, 385. 
stricta, Roxb., mentioned, 23, 
385. 


Jaequemoniia violacea, Benth., 26, 
166. 

JamhoUfera pedunculate,, Linn., 23, 
109. 

resmosa, Lour., 23,109. 

Jambosa acuminatissima, Hassle., 23, 
296. 

malaccensis, DC, 23, 297. 
vulgaris, DC., 23, 297. 

Jasmmum angulare, Bunge, 26, 79. 
angustifolmm , Ker-Gawl., 26, 79. 
arborescens, Iioxb., mentioned, 26, 
82. 

caudatum, Wall, mentioned, 26, 
81. 

discolor, Franck 36, 487. 


Jasminum dispermum, Wall, men- 
' tioned, 26, 81. 

Jloribundum, 36,487, sphalm.=seq. 
floriduin, Lunge, 26, 78; 36, 487. 
Giraldii, Diets, 36,487. 
grandiilorum, Lmn mentioned, 

26,79. 

kirsutum, Willd., 26, 80. 
bumile, Linn., mentioned, 26, 

78. 

inornatum, Hemsl. *, 26, 78. 
lanceolaria, Roxb., 26, 78. 

— var. puberulum, Hemsl *, 26, 

78. 

laurifolium, Roxb., 26, 79. 

Mesnyi, Hanee, 26, 79. 
microcalyx, Hanee, 26, 79; men¬ 
tioned, 78. 

mnlfijlorum, Andrew, 26, 80. 
nudidorum, Lindl, 26, 79. 
officinale, Linn., mentioned, 26, 

79. 

pachypbyllum, Hemsl *, 26, (9. 
paniculatum, Roxb., 26, 80. 
polyanthum, Franck „ 36, 487. 
pubeseens, Willd., 26, 80. 
primulinum, Hemsl, 36, 487. 
rcvoluiim, Sims, 26, 78. 

Sambac, Ait., 26, 80. 

Sieboldianum, Blume, 26, 79. 
sinense, Hemsl. *, 26, 80. 
subtriplinerve, Blume, 26, 81. 
sitbulatum, Lindl., 26, 78. 
irinerve , Hanee, 26, 81. 
undulatum, Kcr-GawL, 26, 81; 
mentioned, 80. 

-— var. elegans, Hemsl. * , 26,81. 
Jatropba Curcas, Limi mentioned, 
26f 433. 

JefFersonia dubia, Benik. HooJc. /., 
23, o3. 

manclmriensis, Hanee, 23, 33. 
Jobnia Wightii, Wight Am., men¬ 
tioned, 23,189. 

JlJGLANDACE^, 26, 493. 

Juglans Camirium , Lour., 26, 434. 
japonica, Sieb., 26, 493. 
mandshurica, Maxim., 26,493, 
pferococca, Roxb., 26, 495. 
regia, Linn., 26, 493. * r 
— var. sinensis, C. DC., 26, 493. 
regia, Lour., 26, 493. 

Sieboldiana, Maxim., 36, 487. 
villosa, Wall., J56,495. 

JUNCACBiB, 36, 100. 

Juncellus inundatus, C. B. Clarke, 
36,207. 

pygmseus, C. B. Clarke, 36, 207; 
mentioned, 208. 

serotinus, C. B. Clarke , 36, 208, 
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Juncua alatus, Franck., 36, 16*3. 
allioicles, Franck, 36, 16*2. 
hotiulcus, Wablonb., 3S, 163. 
bufonius, Linn., 36, 16*2. 
bulbosus, Linn., 36,163. 
comprmm, Jnoq., 36, 163. 
diastrophanthus, Buchen., 36, 163. 
eff'usus, Lhm., 36, 163. 
glaucus, 8 ihtk, 36,164. 

Hancockii, Hance, 36, 166. 
himalensis, Klotssck, 36, 164. 
injl(i.vus , Iluds., 36, 164. 
khnsiensis, Buchen., 36, 164. 
la niprocarpus, Buchen., 36, 3 66. 
Lee.rsii, Buchan., 36, 163. 
LeschenaulHi , J. Gay, 38, 165. 
leueomeias, Boyle, mentioned, 36, 
166. 

luzuliformis, Franch., 36, 164. 
maomnthm, Buchen , 36,162. 
modestus, Buchen,, 36, 164. 
modicus, N. K. Br, * , 36,165. 
paueiflorus, U. Br., 36, 165. 
Potanini, Buchen., 36,165. 
prismatocarpus, B. Hr., 36, 165. 

— var. Leschenaul/ii , Buchen., 36, 
166, 

Przewalskii, Buchen., 36,166. 
setchuenensis, Buchen ., 36, 160. 
sinensis, J. Gay, 36, 165. 
sphenoslemon, Buchen., mentioned, 
36, 165. 

Thompson!, Buchen., 36, 166. 
triglumis, Linn., mentioned, 36, 
166. 

Juniper us Cahiancm, Vis., 26, 541. 
cernms, Koxb,, 26, 541. 
chinensis, Linn„ 26, 541. 

— var. pendula, Francia., 26, 
542. 

— var. proeumbens, KndL, 26, 
542. 

— var. Smith'd, Loud., 26, 513. 
communis, Linn., 26, 542; men¬ 
tioned, 543. 

— var. nana, Bmmig., 26, 542. 
conferta, Pari., 26, 542. 
derm, Gord., 26,543. 

flayeUi form is, Reeve, 26, 541. 
Fortweif Hort., 26, 543. 
japonica, Hort., 26, 541. 
litoralis, Maxim., 26, 542. 
mongolica, Hort., 26, 541. 
nana, Willd., 26*542. 
nepalensis, Hort., 26, 541. 
ohlonga pendula, Hort., 26,543. 
recurva, Buck-Ham., 26, 542. 

— var. squamata, Bari,, 26, 543. 
Reemiana, Hort., 26, 541. 
rigi&a, Slcb. $ luce:, 26, 543. 


Juniporus splircricnj Limit, 26, 5 15. 
squamata,,, BuchHam., 26, i>13. 
sfrnthiacea. Knight, 28, 54*2. 
taxifblia, Hook. 4* Am., 26, 543. 
Thunhergii, Hook. & Am., 26, 
542. 

triangularis, Hort., 26, 543. 
Jurinea edulis, Franck., 36, 487. 

Souliei, Franck., 36, 487. 

Jusshea Fauriei, U. LewilU, 36, 
487. 

fruticosa, DO., 23, 309. 
japonica, H. Leveille, 36, 487. 
octojila, DC., 23, 309. 

Parmenticri, IL Live ill e, 36, 487. 
Philippiana, //. Levcille , 36, 487, 
repens, Linn,, 23, 309. 
suifruticosa, Linn., 23, 309. 
tetragona, Spreng., 23, 309. 
villosa, Lam., 23, 309. 

Justicia Adhatoda, Linn., 26,241. 
AtluiHoui, T. Antlers., mentioned, 
26, 245. 

tricolor, Sims, 26, 243. 

Ohampioni, T. Anders., 26, 244. 
oilmen sis, Linn., 26, 248. 
crinita, Thunb., 26, 248. 
diffusa, Willd.. 26, 215. 
Gondarussa, Linn., 26, 245. 
lat iHorn, Hcmd. *, 26, 245. 
leptostacbya, Henisl. * ,*26, 215, 
mollmima, Wall., 26, 247. 
nervosa, Vahl, 26, 238. 
palatifera, Wall, 26, 244. 
jifrft/.'Vahl, 26, 247. 
proeumbens, Linn., 26, 246; men¬ 
tioned, 247. 

purpurea, Lour., 26, 248. 
quadrifurin, Wall., 26, 240. 
simplex, B. Bon, 26, 247. 
tincloria, Lour., 26, 248, 
voutricosa, Wall., 26, 247. 


Kadsura Ohampioni, C. B. (Hark®, 
36, 487. 

chinensis, 1 lance., 23, 25. 
chinensis, Turoz., 23, 25. 
japonica, Bent.h., 23, 25. 
K&nnpFeria eoenobialis, (J. H. Wright, 
36, 68. 

elogans, Wall., 36, 68. 

Ibngyucnsis, Gac/nep ., 36, 69, 
Galanga, Linn.', 36, 69, 
pandurata, Roxb., 36, 69. 
rotunda, Linn,, 36,09. 
yunnanensb, Gagnep., 36, 69. 
Kalanchoe gracilis, Haim, 23, 280. 
laciniata, BO., 23, 280. 
macrosepala, Hance, 23, 281, 



60S * 


IM>EX. 


kalane&oe pinnata , Pers., 23, 280. 

spathulata, DC., 23, 281. i 

Kalidiuiu graeile, Fend, 26, 328. 
Kalopamx divaricutinu , Miq., 23, j 
330. j 

rmnifdium , Miq , 23, 340. 

Kaucielia Bbeeclii, )l igkt A Jfw., 23, j 
293. ' ! 

Karina longicirrha , Miq., 23, 320. ; 

mnbellata , Arn., 23, 318. , 

Keiskea, .&/?£., genus mentioned, 26, 
313. | 

japomca, Miq., 26, 279. * 

Kelloggia chinensis, Franck., 36, 487. ! 
kema japoniea, DC,, 23, 2i9; its j 
fruits not edible, 23, 489. 
ICeteloevia Da vidian a, Bdssner , 36, 
554. 

Evelyn inna, 36, 487. 

Fabn, ii/as?. 44 ,26, 555. I 

Forlunei, Carr., 26, 555. 1 

sacra, Bdssner, 26, 555. . 

sp. n., 26, 556. I 

Kirganelia sinensis, Baill., 26,422. ! 

Kleinhovia Hospita, Linn., 23, 90. ! 

Knesebcckia discolor, IClotzseb, 23, | 

821. ; 
Knoxu corjmbosa, Willd., 23, 3S4. | 

Kobresia cercostachys, C. B. Clarke*, j 
36, 267. 

fragiiis, C. B. Clarke * , 36, 267. 1 

gramirnfolia, C. B. Clarke *, 36, , 
268. 1 
Prattii, C. B. Clarke *, 36, 268. j 
Koyleana, Boeck., 36, 268. * 

t mien is, Boeck., 36, 269. W 

unoinoides, C. B. Clarke. 36, 269. | 

Bochin Seoparia, Uchrad., 26, 328. 
Koeleria cristata, Vers., 36, 410. 
Koelreuteria bipinnata, Franck.. 36. 
487. | 

mi. or, Bemsl., 36, 487. i 

pauiculata, Laxm., 23,138. 
paullinioides, L’Herit., 23, 138. 
Koenigia fedilis, Maxim., 26, 345. 
islandica, Linn., 26, 345. 
pilosa, Maxim., 26, 345. 

Kolkwitzia, Graeb., 36, 487. 

amabilis, Graeb., 36, 487. 
Krasckeninikowia Davidi, Franch,. 
23, 67. 

heterophyila, Miq., 23, 68. 
raphanorhiza, Palib., 36, 487. 
rupe&tris, Turcz., 23, 69. 
sylvatica, Maxim., 36,487. 

Kyllinga albescens, Steud,, 36, 257. 
brevifolia, Boeck., 36, 223. 
brevifolia, Moritzi, 36, 224 
brevifolia, Rottb., 36,223. 
cylindrica, Mes, 36, 223. i 


KyJJinga ci/perina, Betz., 36, 220. 
“fusceseens, Boeck., 36, 224. 
gracilis, ICunth, 36, 223. 
gracilis, Steud., 36, 224. 
intermedia, B. Br ., 36, 223. 

— car. oligostaehya, C. B. Clarke *, 
36, 224. 

intermedia, Seem., 36, 224. 
melauosperma, Flees, 36, 224. 
mendorensis , Steud., 36, 224. 
monocephala, Nees, 36, 225. 
monocephala, Boitb., 36, 224. 
monocephala, Seem., 36, 224. 

— var., 36, 224. 
nana, Hees, 36, 225. 

odorata, Vcthl, mentioned, 36, 
223. 

oligostachya , Boeck., 36, 224. 
sororia, Kuntl), 36, 223. 
sororia, Miq., 36, 224. 
triceps, Linn, f., 36, 224. 
triceps, Bottb., 36, 225. 
triceps, Tkunb., 36, 223. 
mnbellata, Eoxb., 36, 221. 
vaginata, Steud., 36, 224. 


Libiat.e, 26, 206. 

Lablab nanJcinensis , DO., 33,194. 
perennans , DO., 23,194 (spbalm. 
Dolichos ). 

vulgaris , Saii, 23, 194. 

Laetuea amnrensis, Herder, 23, 483. 
amnrensis , Kegel, 23, 4S0. 
atropurpurea, Frcinch., 36, 488. 
brevirustris, Champ., 23, 479. „ ’SJ 
ere pi dioid es, Vaniot, 36, 488. 
debilis, Maxim., 23, 480. 
denticfilata, Maxim , 23, 480. 

— var. flexuoaa, liemsl. * , 23, 
481. 

diversifolia, Van id, 36,488. 
elata, HemsL * , 23, 481. 
elegans, Franck., 36, 488. 
ervthroearpa, Vaniot , 36, 488. 
Faberia, Franck, 36, 488. 
forinosana, Maxim.. 23, 482. 
graciliflora, DC., 23, 482. 
gracilis, DC., 23, 482; ^mentioned, 
483. • 

grandiflora, Franck, 36, 488 
hastata, Franck, 36, 488. 

HemBleyi, Franck, 36,488. 
Henryi, Dunn, 66, 488. 
hirsuta, Franck, 36, 488. 
bumifusa, Dunn, 36, 488. 
lignea, Vaniot, 36, 488. 
liliangensis, Franck , 36,488. 
melanainfcha, Franck, 36,488. 
napifera, Franck, 36,488. 
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Lactuca ochroleuca, Franck, 36,488. 
Oldhami , Maxim., 23, 485. 
polycephala, 0. JB. Clarke, 23, 

483. 

polypodiifolia. Franck, 36, 488. 
PmtLii, Dunn, 36, 488. 
Paeudosenet'io, Vccniol, 36, 488, 
Raddeana, Maxim., 23, 483, 36, 
488. 

ramosissima, Baker &, 8. Moore, 
23, 481. 

repens, Maxim., 23, 483. 
lioborowskii, Maxim., 23, 483. 
rubvolutea, Vaniot, 36, 488. 
saliva, Linn., 23, 483. 

Scariola, Linn., 23, 483. 
sibiriea, Maxim., 23, 484. 
michijolkt, Debeunx, 23, 481. 
soron'a, Miq., 23, 481; mentioned, 
485. 

Souhei, Franch., 36, 488. 
spp. nn., 23, 486. 
squarrosa, Miq., 23, 480. 
stolonifera, Maxim., 23,484 ; men¬ 
tioned, 486. 

taken sis, Franck, 36, 488. 
latarica, C. A. 31 eg., 23, 484. 
Tntarinowii, Franck, 36, 488. 
thibeticn, Franck, 36, 488. 
Thuiibergiana, Maxim., 23, 

484. 

triangulata, Maxim., 23, 482; 

mentioned, 482, 486. 
tritlora, Hem&l. * , 23, 485. 
umbrosa, Dmm, 36, 488. 
versicolor, Sch.-Bip., 23, 485. 
ytmnanensis, Franck, 36, 488. 
Lagarosiphon Roxburgkii, JJmlk, 
36# 2. 

Laqmiaria dasystemon, Miq., 23, 

* 315. 

ml gam, Ser.» 23, 314. 
Lagcnophora. Billardieri, Cass., 23, 
407. 

Lagorstroemia floribnnda, Jack, 23, 
305, 

Flos-Regime, Dels., 23, 305. 

Fordii, Koehne, 36, 488. 
indiea, Lfym., 23, 306. 
intermedia, Koehne, 36, 488. 
microcarpa, Hanoe, 23, 306. 
Munchama, Lam., 26, 306. 
Begin#, Roxb., 23, 306. 
speciosa, Pers., 23$ 306. 
subcostata, Koehne, 23, 306. 
Laggera alata, Sch-Bip., 23, 422. 
Lagotis braehystachya, Maxim., 36, 

' 250. 

brevituba, Maxim., 26, 250. 
glauca, Garin., 26, 250. 


Lagnnea cochmchinenm, Lou?., 36, 
343. ° 

Lamiam all turn, Linn., 26, 302. 

— var. barhatwn, Hook, f., 26, 
303. 

amplexicaule, Linn., 36, 303. 
harhatwn, Sieb. & Zuce., 26, 303. 
chineuse, Bcnih., 26, 303. 

— var. parviilora, Baml.* , 26, 
303.- 

garganicum, Tlmnb., 26, 303. 
quiialalam, Rojle, 26, 303. 
Lampsana apogonoides, Maxim., 23, 
474. * 

Lnueoa. tibetica, Hook. f. tf Thoms., 
26,184. 

Lang a as chincnsis, Koen., 36, 71. 
Lnmanu Camara, Linn., 26, 251. 
Laporlea bulbil era, Wald,, 36, 488. 
evittnta, Franck, 36, 488. 
Giiaidiaua, E. Brit?., 36, 488. 
grossedentata, C. H. Wright *, 26, 
474. 

oleracea, Wald,, 26, 474; men¬ 
tioned, 475. 

pteroatigma, Wald., 26, 474. 
sinensis, C. H. Wright * > 26, 474. 
terminalis, Wight, 36, 488. 

Lappa edulis , Sieb., 23, 460. 

major, Gaertn., 23,461?, 

Lappa go racemom, Houck., 36, 343. 
Larbrea aquatica, Sor., 23, 67. 

Larix chinensis, Beimier, 26, 558. 
davuriea, Turez., 26, 558. 

Griffith ii, Hook. f. cj- Thoms., 26, 
* 558. 

Kampfni , Carr., 26, 558. 
lc.pt oleph, Hurt., 26, 558. 

Potamni, Batalin, 26, 558. 
mbinea., Leddn, 36, 558. 
tbibetica, Franck, 26, f 50. 

La dug rust is ‘/uongholica, Trim, 36, 
383. 

Lasianthus chmenais, Batik, 23, 

388. 

cyuuocarpus, Jack ♦ 23, 388. 

Fordii, I la nee, 23, 888 ; men¬ 
tioned, 880, 

formosonsie, Mafmm., 36, 488. 
Hartii, Find $ Franck, 36, 488. 
japonieus, Miq., mentioned, 23, 

389. 

plagiophyllm, Hance, 23, 389, 
sp., 23,389. 

trichophiebus, Ilemsl. *, 23, 388. 
Wallicbii, Wight, 23, 389. 
LaHolepis BmneUii, Planch., 23, 

m 

multijuga, Benn., 23, 112. 
paucjjnga, Benn., 23, 112. 
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Lasiolytt'um hirtum , Steucl., 3 , 

360. 

hispidim , Steucl., 36, 360. 
japo?dcitm, Steucl., 36, 360. 

Latania chin ends, Jaeq., 36,168. 
Lathyrus Davidn, Hance , 23,186. 
Dielsianus, Harms, 36, 488. 
humilis, Fisch ., 36, 488. 

I ineqri folios, Ser., 23,187. 
maritimus, Bigel. , 23,186. 
palustris, Linn., 23,186. 
pratensis, Linn., 36, 488. 
vermis, Koch, 23,185. • 

Latouchea, Finet & French., 36, 
488. 

fokienensis, Find $ Franck ., 36, 
488. 

Launfea glabra, Franck ., 36, 488. 
lampsanoides, Franck ., 36, 488. 
pinnatifida, Cass., 23,488. 
LaURINEJS, 26, 370. 

Lcmrus Camphor a, Linn., 26, 371. 
chinensis, Bluine, 26, 379. 

— Hort. Berol., 26, 372. 
Cimmmomum, Andre, 26, 371. 
Oitbeha, Lour., 26, 380. 
glanca , Thunb., 26, 381. 
indica , Thunb., 26, 378. 
pedimmdata, Thunb., 26, 372. 
Sassafras, «Lrmr., 26, 372. 
umbellata, Thunb,, 23, 265. 
Lawsonia alba , Lam., 23, 305. 

inermis, Linn., 23, 305. 

Layia emarginata, Hook. & Arn., 23, 
204. 

Lecantbus major, Wedd., 26, 480. s 
pedmmdans, Wedd., 26, 480. 
Walliehii, Wedd., 26, 480. 

Wightii, Hook, f., 26, 480. 

Wightii, Wedd., 26, 480. 

Leckea chinensis, Lour., 36, 156. 

Leea spinosa, Spreng, 23, 338. 

Leersia hexandra, 8w., 36, 345. 
Leouminos^e, 23,150. 

Leibnitzia cryptogama, Cass., 23, 
473. 

phmiogama, Cass., 23, 473. 
Lebmnthhwi sihirimm, Sckult. 36, 
148. 

Lemna bamiaiica, Waldsfc., 36,189. 
major. Griff., 36,189. 
minor, Linn., 36,188. 
orbiculata , Boxb,, 36, 189. 
paucicostata, Hegelm., 36, 188. 
polyrhiza, Linn., 36,188. 
Lesinacejs, 36,188. 

Lentibtjlarie.®, 26, 222. 

Leontiee microrhyncha, S. Mom'e , 
23,32. 

venosa, S. Moore, 23, 32. 


Lconjodon shicnsc, Lour., 23, 478, 
Taraxacum, Linn., 23, 478. 

Leant oglossum scab rim, Hance, 23, 
22 . 

Leoniopodium alpinum, Cass., 23, 
423. 

— var. Stracheyi, Hook, /., 23, 
244. 

japonicum, Miq., 23, 424. 
sibiricum, Cass,, 23, 424. 
sinense, Heml. *, 23, 424, 
Leonurus japonicus, Miq., 26, 302. 
macranthus, Maxim., 26, 302. 
sibiricus, Linn., 26, 302. 
supitms, Steph., 26, 299. 
Lepidagathis hyalina, Fees, 26, 
244. 


Lepidium affine, Ledeb., 23, 48. 
chinense, Franck., 23, 48. 
chinense, Stokes, 23, 41. 
incisum, Both, 23, 48. 
latitblium, Linn., 23, 48, 
miemnthum, Ledeb., 23,49. 
petreeum, Lour,, 23,41, 
ruderale, Linn., 23, 48. 

Lepidopehm podocarpifolia, Klutzsch, 
26,418. 

Lepidosperma chinense, Fees, 36, 
261. 


Lepironia mucronata, Hick., 36, 
258. 

Lepta triphylla, Lour., 23,104. 
Lcptatkemm japonicim, Branch., 36, 
356. 

Leptochloa chinensis, Fees, 36, 407. 
ffliformis, lioem. 4* ScJudt., 36, 
407. 

— var. humilior, Fred, 36, 407. 
tenerrMna, Miq., 36, 407. 
tenemma, Eoem. & Schult., 36, 
407. 

Leptodermis diffusa, Batalin, 36, 
489. 


oblonga, Bunge, 23, 390. 

Potanini, Batalin, 36, 489. 
umbellata, Batalin, 36, 489. 
vestita, Heml . *, 23, 390. 
Lcptopfcris sumatrana, Blurue, 26, 
117- 

Lepfopits cordiJulius, Hdbne# 26, 
420. 

Lcptopynm fuimrioides, Keickb., 36, 
489. 


Lepturus repens, J?. Br., 36, 433. 
Lepyrodiclis kolosleoides , Eenzl, 23, 


quadridentata, Maxim., 36,489. 
Lespedeza bicolor, Turcz., 23,179; 
mentioned, 183. 

Buergeri, Miq., 23,179. 
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I^spedeza capillipes, Franck., 36, 

Caraganse, Bunge, 23,179. 
ehinensis, Cr. Bon, 23,180. 
ciliata, Bentk, 23,180. 
mneata , G. Don, 23,181. 
cyclobotrya, Miq., 23, 180. 

Davidii, Franck, 33,180. 

Delavayi, Franck, 36, 489. 
diversifolia, Hcmsl., 36, 489. 
elliptica, Bentk, 23, 180. 
eriocarpa, Bentk, 36, 489. 
fasciculiflora, Franck, 36, 489. 
floribunda, Bunge, 23, 180. 
Gerardiana, 12. Grak , 36, 489. 
kirtella, Franck , 36, 489. 
juncea, Pm., 23,181: mentioned, 
180. 

— var. inschanica, Maxim., 23,181. 

— var. juncea, Pen., 23, 181. 

— var. kanaoriensis, Maxim., 23, 
181. 

— var. latifolia, Maxim., 23, 182. 

— var. sericea, Maxim., 33, 181; 
mentioned, 180. 

kandorietisis , Miq., 23,907, spkalin. 

—juncea, var. kanaorienais. 
lanceolata, Bunn, 36, 489. 
latifolia, Bunn, 36, 489. 
macrocarpa, Bunge, 23, 182; men¬ 
tioned, 180. 

macrophylla, Bunge, 23, 183. 
medieaginoides, Bunge, 23, 182. 
Oldhami, Miq., 23,179. 
pilosa, Sieb. $ Zucc., 23,182. 
sericea, Miq., 23,180,181. 

Bieboldi, Miq., 23,179. 
sp. n., 23,184. 
stipulacea, Maxim., 23,1891. 
striata, Hook. $ Am., 23, 182. 
Bwinhoei, Hance, 23,183. 
tomentom, Sieb., 23, 183. 
trichocarpa, Pen., 23,183. 
trigonoclada, Franck , 36, 489. 
variegata, (Jamb., 36, 489. 
velutina, Bunn, 36, 489. 

Viatorum, Champ., 23,183. 
villosa, Pers 23,183. 
virgata, BO., 33,183. 
yunnaneiftis, Franck, 36,489. 
Lethia (err. cf. Bethia). 

Lettsomia Cbalmeraii, Hance, 26,156. 
Ohampioni, Bentk $ Hook. /,, 26, 
26,156. • 

Leucsena glauca, Bentk, 23, 215. 
Leucanthemum palmatim , Lam., 23, 
438. 

sibiricum, DC., 23,438, 

Leucas Benthamiana , Hook. & Am., 
26, 304, 


Leucas ehinensis, 12. Br., 26, 303; 
mentioned, 304. 
javanica, Bentk 26, 304. 
javanica, Hook. & Am., 26, 304. 
Janata, Bentk, 26, 304. 
mollissima, Wall., 26, 304. 
zeylanica, 12. Br., 26, 304. 
Lciicococcus viuiineus, Wedd., 26, 
491. 

Leucojum capii ulatum, Lour., 36, 87. 
Leuconotis sp., Benth., 26, 94, 121. 
LeiLcorchis sglvatica Blume, 36, 47. 
Lefccosceptrum canttm, Sm., 26, 310. 

smense, Bgmsl. *, 26, 310. 
Leiicotlioe sp. ?, 26, 16. 

Leusea dahurica, Bunge, 23, 470. 
Leveillea, Vaniot , 36, 489. 
ehinensis, Vaniot, 36, 489. 

Martini, Vaniot, 36, 489. 
Lcycesteria formosa, Wall., 23, 068. 

sinensis, Hcmsl., 36, 489. 

Libanotis sibirica , Koch, 23, 331. 

vulgaris , DC., 23, 330. 

Libocedrus macrolepis, Bcmtk, 26, 
540. 

Licuala Fordiana, Becc., 36,168. 
Ligidaria— Senecio, 36, 489. 

* altcdca, DC., 23, 450. 

Clivorum, Maxim., 23, 451. 
euodon, Miq., 23, 454.. 

Fargesii , Franch., 36, 489. 
gigmtea, Sieb. & Zucc., 23, 454. 
jaluense , Komarov, 36, 489. 
japonica, Less., 23, 453. 

K&mpferi , Sieb. & Zucc., 23, 454. 

4 nwngolica, DC., 23, 455. 
Przmalskii, Maxim., 36, 489. 
racemosa, DC., 23, 454. 
sibirica, Cass., 23, 454. 

— var. speciosa, DC., 23, 454. 
tenuipes, Franch., 36, 489. 
villi/era, Franch., 36, 489. 
yesoensis, var., Franch., 36, 489. 
Ligusticum acuminatum, Franck, 36, 
489, 

acutilobum, Sieb. Zucc., 23, 332. 
angeliemfolium, Franck, 36, 489. 
amtriamvm, Linn,, 23, 333. 
brachilobum, Franch,, 36, 489. 
daucoides, Franck, 36,489. 
Delavayi, Franch., 36,489. 
ferulaceum, Franck., 36, 4S9. 
glaucescens, Franck , 36, 489. 
involucratum, Franck, 36,489. 
multivittatum, Franck,. 36, 489. 
Pseudo-angelica, Boissieu, 36, 489* 
pteridophyllum, Franck, 36,489. 
scoticum, Linn., 23, 332. 
sinense, Oliver, 36, 490, 
tenuifolium, Franch 36, 490. 
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Ligusfci&im tenuiaectum, Boissim, 36, 
490. 

Thomsoni, C. B. Clarke , 36, 490. 
Walliehii, Franck, 36, 490. 
Ligusiridimn japonicum, Spach. 26, 
91. 

Ligustrina amnrenm , Rupr., 26, 82. 

— Tar. pekinensis, Maxim., 26, 82. 
Ligustrum am lire use, Carr.. 26, 91. 
brachyatachyum, Decue., 26, b9. 
calif or nicitm, Hort., 26, 91. 
Calleryanum, Decnc., 26, 89. # 

chine use, Carr., 26, 93. 
ci'ialtm , Sieb.. 26, 91.• 
confusum, Deem., 26, 80. 
coriaceum, Carr., 26, 90. 
tied luiiin, Hemd, *, 26, 90. 
Delnvayanum, Harlot, 36, 41Kb 
glahrum, Hort., 26, 91. 

Henryi, HemsL * , 26, 90. 

11 iota, Sieb., 26, 91. 

— Tar. angustifolium, Blume, 26, 

91. 

— Tar. ohomtum, Blume, 26, 91. 

— Tar. velutinum , Blume, 26, 91. 
japonicum, Thunk. 26, 91. 
Kelleriammi, Vis., 26, 91. 
lucidum, Ait., 26, 91; mentioned, 

92. 

— var., 26, 90. 
mellosum, Decne., 36, 490. 
molliculum, Nance, 26, 92. 
myrianthum, Diels, 36, 490. 
obtusifohum , Sieb. & Zuec., 26, 91. 
ovali folium , Hassk., 26, 91. • 

parTiflorum, Vis., mentioned, 26,' 

93. 

patulum, Balib 36, 490. 

Guikoui, Carr., 26, 92. 
reticnlaium, Blume, 26, 91. 
robustmn, Blume, 26, 92. 
Boxburghii, Blume, 26, 92. 
Sieholdu, Hart., 26, 91. 
sinense, Lour., 26, 92: mentioned, 

89, 93. 

— Tar., 26, 89. 
spiral um, Hort, 26,91. 

Stauntoni, DC., mentioned, 26, 
93. 

strongylophyllum, HemsL *, 26, 
93. 

syringeeflonvm , Hort., 26, 91. 
tibetieum, Decne., 36, 490, 
Tschonoskii, Decne., mentioned, 26, 

90. 

« nllosim, May, 26, 93. 
mdgare, Thunb., 26, 91. 

Tulgare, Linn., mentioned, 26, 90. 
yimnanense, L. Henry, 36, 490. 
LaiAto, 36, 95. 


Lilinm amabile, Balibin, 36,127. 
apertum, Franck, 36,127. 

— var. tlubefcica, Franck, 36, 128. 
Bakcrianum, Collett HemsL, 36, 

128. 

Blondii, Baroni, 36, 133. 

Brow mi, F. 1'1 Brown, 36, 128. 

•— var. ehlora.ster, Baker, 36, 128. 

— var. leucantlium, Baker, 36, 1-8. 
Buschianum, Lock!., 36, 129. 
callosum, Sieb., 36, 12V). 
camschafcense, Linn., 36,130. 
candidum, Thunb., 36, 131. 
cermium, Komarov, 36, 490. 
chhiense, Baroni, 36, 134, 

— var. a trap urpur cum, Baroni, 36, 
134. 

Christi, Baroni, 36, 490. 
co?ico/or, [Iver-Gawl.] Bot. Mag., 
36, 1-9. 

concolor, Elvers, 36,129. 
ewncolor, Palish., 36, 129. 

— var, Buschianum, Baker, 36, 
129. 

— var. pulche<turn, Baker, 36, 129. 

— var. siuicum, Hook./., 36, 124. 
cordifolium, D. Don, 36, 131. 
eoidifoltum, 'Ihunb., 36, 130. 
Davidi, Duck. 36, 490. 

Delavayi, Franck , 36,130, 
Ducbartrei. Franck., 36, 130. 
Fargesn, Franck , 36, 130. 
Ibrmosum, Franck, 36, 130. 
giganteum, Wall,, 36, 130. 

Henrici, Franck, 36, 131. 

Henryi, Baker, 36, 131. 

Jama-Juri, Sieb., 36,131. 
japonicum, Sims, 36, 128. 

land folium, var. gloriotdes, Brctscb., 
36, 134. 

lankungense, Frrtnch,, 36,131. 
lungijlorum, Branch., 36,128. 
lougidurum, Thmh ., 36,131. 

— var, chluraster, Baker, 36, 128, 

— var. situ vealtws, [Ker-Gawl.] 
Bot. Reg., 36, 131 

lophophorura, French 36,132. 
Lowii, Baler, 36,132. 
medeoloides, A. Crag, 36, 132. 
mirabile, Branch., 36, 132. r 
rnj riophyllum, Franck„ 36, 132. 
nepalense, Collett & Hemal., 36,132. 
nepalense, D. Don, 36,133. 
ochraeeum, Franck., 36, 133. 
oxgpetalum, Branch., 36,127. 
Falibinianum, Yabe, 36, 490. 
papilliferum, Franck , 36,133. 
partheneion , Sieb., 36,129. 
pomponlcum, Thunb., 36,129. 
Pseudotogrinum, Carriere, 36,133. 
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Lilium pulMlum , ‘Fisch., 36, 120. 
roMcum, IVall., 36, 133, 

Rosthornii, Diet*) 36, 400. 
shensionse, Baron, 36, 400. 
si trie mu, K1. des 8emib, 36,129. 
speriosim, Anrlr., 36, 135. 
speoiosum, Thanh,, 36, 134. 

— var. gloriosoidcs, Baker, 36, 
134. 


superhum, Thnnb., 36, 134. 
sutchuenense, Franck., 36,134. 

— var. atropurpureum, Baroni, 
36,134. 

taliense, Franck 36, 134. 
tenuifolium, Fisch., 36,135. 

— var. pun datum. Bur., 36,134. 
Thompsoniwumn, Linril., 36,133. 
tigrinmn. Ker-Gawi, 36,132. 

tsingtaneii.se, Gi'g, 36, 490. 
yunnanense Franck 36,130. 
Limacia cuspiclata, Hook f. Thoms., 
23, 28. 

sagittal a, Oliver , 36, 490. 

Li hi nan l hem urn cristatum, Griseb., 


26, 142. 

nymplioides, Hotf'mqu. if Link, 26, 
142. ’ 


Limnochfoa amtanenda, Nees, 36, 

227. 

media, Nees, 36, 227. 
planiaginea, Nees, 36, 228. 
tumida, Nees, 36, 228. 

Limnophila ereeta, Bentk, 26, 185. 
gratioloides, JR. Br., 26,180. 
gratissima, Blame, 26,185. 
heterophylla, Bentk, 26,186. 
hirsuta, Bentk , 26, 186, 
hypericifolia, Bentk, 26, ^6, 
Menihastmm , Benth., 26, 186. 
punctata, Blume, 26, 185. 
Roxburglui, G. Don , 26,180. 
sessiliilora, Blame, 26, 186. 
Limodanm J'dmiim, Thunb., 36, 


Incarmlld, Sw., 36, 18, 
striatum, Thunb., 36,10. 
Tancarvillem, Banks 36,18. 

Tanker iriltim, Dry and., 36, 18. 

Limonia b*4ocularis, Raxh.. 23, 110. 
monoph/Ua, Lour., 23, HO. 
parmfriia, Sims, 23,100. 
trichocarpa, Hance , 23,109. 
trifoliata, Linn., 23,100. 

Linaria buriatica, Turcz., 26, 177. 
Elatine, Mill ., mentioned, 26, 177, 
Unifolia , Bunge, 26,178. 
quadrifolia, Hance, 26,178. 
spuria, Mill., mentioned, 26,177. 
thibetiea, Franck ., 36, 490, 
vulgaris, Mill., 26,178. 


Lindenbcrgia viacrosiackya, *Hance, 
26, 184. 

pbilippensis, Bentk, 26,184, 
urtieai folia, Lchm., 26,184, 

Linder a, Thumb mentioned, 26, 370. 
bifaria, Bentk, 26, 386. 
caudata, Diels, 36, 490. 
cercitlifolia, Hemsl. *, 26, 387. 
citridiora, Hemsl. * , 26, 387. , 

communis, Hemsl. * , 26, 387. 
fra grans, Oliver, 26, 388. 
fruticosa, Hemsl. *, 26, 888. 
glauca, Blame, 26, 388, 301 ; 36, 
490. 9 

mogaphylla, Hemsl. * , 26, 3S9; 
mentioned, 890. 

membranacea, Maxim., 26, 3S9. 
mollis, Oliver , 26,890. 
obovat a, French,. 36, 400. 
ohtusiloba, Blame, 26, 800. 
Olilh-nni, Hemsl. * , 26, 800. 
pedunoulata, Diels, 36, 400. 
populifolia, Hemsl. *, 26, 800. 
pnucox, Blame, 26, 391. 
pubornla, Franck., 36, 495. 
rollexa, Hemsl. * , 26, 391. 
Rosthornii, Diels. 36, 490. 
serioea, Blume, 26,380 ; men t ioned, 
391. 

sinensis, Hemsl, * , 26J 892. 
sLrvehnifolia, Villar, 26, 302 ; 36, 
490. 

— var., 26, 392. 

triloba, Blume, 26,392; mentioned, 
* 23,142. 

* Tzumu, Hemsl. * , 26, 392. 
umbellata, Thunb., 26, 393. 
JAndcrnia Japan lea, Thunb., 26,183. 
Limw, 23, 95. 

Li 11 na?a, partim=A!iolia. 
udr.nnfricha, Oraebn., 36, 400. 
anqusfifolia, Bur. & Branch., 36, 
400. 

Asckersoniuna, Oraebn., 36, 400. 
hijlora, Koohne, 36, 400. 
borealis, Linn 23, 859. 
chin cum, A. Br. & Vatke* 23, 358. 
Dielsii, Oraebn., 36, 400. 
Fmglcriana, Oraebn., 36, 490, 
Koehnmna, Oraebn., 36, 490. 
maarotera, Oraebn. & Buchw., 36, 

490. 

onhocarpa, Oraebn., 36, 490. 
paruijlom, Oraebn., 36, 490. 
mpestris, A. Br. & Vatke, 23,358; 
36, 490. 

Behmanni, Oraebn., 36, 490, 

serraia, Oraebn., 36, 490. 

ter dicalyx, Oraebn. & Buchw,, 36, 

491. 
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Linnnea mnlellata , Graebn.', 36, 491. 
unijiora, A. Br. & Vatke, 23, 358. 
Zanderi , Graebn., 36, 491. 

Linociera cambodiana, Hance , 26, 
89. 

dunams, Fisch., 26, 89. 

Linum damricim, Miq., 23, 95. 
nutans, Maxim,, 23, 95. 
perenne, Linn., 23, 95. 
salmginosum , Franeh., 23, 95. 
stelleroides, Planch., 23, 95. 
trigynum, Roxb., 23, 96. 

Liparis acuminata, i£?r£. /., men¬ 
tioned, 36, 6. 

bifuhermlata, var. formosana, Rid!., 

36, 7. 

bootanensis, Gn^f., 36, 491. 
chloroxantha, Hance , 36, 6. 
cornicaulis, Makino , 36, 491. 
formosana , Reichb. f., 36, 7. 
'Henryi. ffoZ/g, 36, 6. 
latilabris, *, 36, 6; men¬ 
tioned, 8. 

longipes, Lindl., 36, 7. 
macrantha, 2?o/[/b, 36, 7; men¬ 
tioned, 6. 

nervosa, Lindl., 36, 7. 
odorata, Lindl., 36, 7; mentioned, 
8. 

paradoxa, Reichb. f., 36, 7. 
pauciflora, Bolfe, 36, 8. 
plantaginea, Lindl., mentioned, 36, 
6, 8. 

plicata, Franeh., 36, 8. 
rostrata, Beickb.f., mentioned, 36, 
8. 

yunnanensis, Bolfe * , 36, 8. 
lApocarpha foliosa, Miq., 36, 259, 
microcephala, Hance, 36, 253. 
Lippia nodiflora, Michx., 26, 251. 
Liquidambar acenfolia, Maxim,, 23, 
291. 

chinensis, Champ., 23, 291. 
formosana, Hance , 23, 291. 
Maximowiczii, Miq., 23, 291. 
Rosthoraii, Diels, 36,491. 
sp., 23, 292. 

Liriodendron chinense, Sargent , 36, 
491. 

Coco, Lour., 23, 24. 

Figo, Lour., 23, 24. 
liliifera , Linn., 33, 24. 

Tulipifera, Linn., 23, 25. 

Liriope graminifolia , Baker, 36, 79. 

— var. densiftora, 36, 80. 
kansuensis, C. H. Wright * 36, 

79. 

spicata, Lour., 36, 79. 

— var. densiEora, <7. H. Wright *, 
36,79. 


Liriope spicata, var. intermedia, 
Maxim., 36, 80. 

— var. koreana, C. H. Wright*, 
36, 80. 

— var. latifolia, Franeh ., 36, 80. 

— var. minor, C. H. Wright * , 36, 
80. 

Ltriopm fmeat a, Spaeh, 23, 24. 
Listera grandi&ora, Bolfe, 36, 40. 
puberula, Maxim., 36, 41. 
reniformis, D, Don, 36, 60. 

Lifchi chinensis, Sonnerat, 23, 139. 
Litkospermum arvense, Linn., 26, 
154. 

chinense, HooTc. $ Am., 26,154. 
confertiflonm, Miq., 26,155. 
erythrorhizon, Sieb. & Zucc., 26, 
154. 

Hancockianum, Oliver, 36, 491. 
japonicuvn, A. Gray, 26, 155. 
officinale, Linn., 26, 154; men¬ 
tioned, 155. 

Zollingeri, A. DC., 26,155. 

Litscea, see Litsea. 

Litsea, Lam., 26, 370. 
ceylanica, Benth., 26, 384. 

— var. chinensis , Benth., 26, 384. 
chinensis, Flume, 26, 379. 
chinensis , Heyne, 26, 379. 
chinensis, Lam., 26, 379, 385. 
citrata, Flume, 26, 379. 
citrifolia, Juss., 26, 379. 
eonfertifolia, Hemsl.*, 26, 379; 

mentioned, 381. 

Cubeba, Pers., 26,380. 
cupularis, Hemsl. *, 26, 380. 
elongata, [Fenth. Hook 26, 

Faberi, Hemsl *, 26, 381. 
glauca, Sieb., 26, 381. 
gracilipes, Hemsl. *, 26, 381. 
hupehana, Hemsl. *, 26, 382. 
iaponica, Juss., 26, 382. 
iancifolia, Villar, 26, 382. 
laxiflora, Hemsl. *, 26, 383. 
ligustrina, Hookf., 26, 379. 
Meissneri, Hook'f. mentioned. 26, 
332. 

mollis, Hemsl *, 26, 383. • 
monopetala, Pers., 26, 384. 
piperita, Juss., 26, 380, 385. 
Playfairi, Hemsl. *, 26, 384. 
polyantha, Jus&, 26, 384. 
pulchella, Meism 26, 384, 
pungens, Hemsl. *, 26, 384; men¬ 
tioned, 380, 385. 
rotundifolia, Hemsl. *, 26, 385. 
sebifera, Pers,, 26,385; mentioned, 
379. 

s^ricea, Hook. /., 26, 386* 
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Litsea variabilis, HemL * , 26, 386. 

verticillata, Ranee , 26, 386. 

Livistona chinensis, Mart., 36, 
168. 

smensis, Griff., 36,168. 

Lloydia alpina, Sahsb., 36, 139. 
Delavayi, Franck, 36, 139. 
filiform is, Franck, 36, 139. 
ixiolirioides, Baker, 36,139. 
oxycarpa, Franck , 36, 139, 
serotina , Sweet, 36,139. 
tibetica, Baker, 36,140. 

— var. lutescens, Franck, 36, 
140. 

— var. purpurascens, Franck, 36, 
140. 

triflora, Baker, 36,140. 
yunnanensis, Franck , 36, 491. 
Lobelia affinis, Wall., 26, 2; men¬ 
tioned, 3. 

begonicefolia, Wall., 26, 2. 
campannloides, Thunb., 26, 3. 
chinensis, Lour., 26, 2. 

Davidii, Franck, mentioned, 

26.3. 

cloHehothyrsa, Bids, 36, 491. 
pyraraidaiw, Wall., 26, 3. 
rndicans, Thunb., 26, 3. 
sessilifoha, Lamb., 26, 4. 
trialata, Buch.-IIain., 26, 3. 
trigona, Bentk , mentioned, 26, 

2.3. 

Lodhra caudata, Miers, 26, 74. 
crassifolia, Miers, 26, 72. 
crat&goides, Beene., 26, 72. 
ferruginea , Miers, 26, 72. 
mierbearpa, Miers, 26, 73. 
spicata, Miers, 26, 75. * 

Loganxaom:, 26,117. 

Lonicera acuminata, Wall., 36, 491. 
adenophora, Franck, 36,491. 
mmulans, Iiehder, 36, 491, 
affinis, Rook. $ Am., 23,359. 

— var. pubescens, Maxim., 23, 
359. 

alseuosmoides, Qracbn., 36, 491. 
barbinervis, Komarov, 36,491, 
Bournei, RemsL *, 23, 360. 
bractypoia, BO., 23, 364, 

— var. foliis mcreo-reticulatis, 
Ill. Hort., 23,364. 

— var. reticulata, Belg. Hort., 23, 
364. 

cserulea, Linn., 23, 360; men¬ 
tioned, 368. 

calcarata, RemsL, 36, 491. 
Caprifolium, Linn., mentioned, 23, 
367. 

chinensis, Wats., 23, 364. 
chrysantha, Titrcz,, 26, 360. 


* 

Lonieera .chrysantha, var. longipes, 
Maxim., 23, 360. 
confusa, BC., 23,361. 
confusa, Miq,, 23,364. 
crassifolia, Batalin, 36, 491. 
cyanocarpa, Franck , 36, 491. 
decipiens, Raok. f. Sr Thoms., 23, 
301. 

deflexicalyx, Batalin, 36, 491. 
Delavayi, Franck, 36, 491. 
dimrsifolia, Wall., 23, 365. 
iSlisse,' Franck, 23, 361. 

Fargesii, Franck, 36, 491. 
Ferdinandi, Franck, 23, 361. 
ferruginea, Behdcr, 36,491. 
jlexuosa, Thunb., 23, 364, 
fragrans, Carr., mentioned, 23, 
362. 

fragranlissima, Lindl. $ Pa.vt., 23, 
301; mentioned, 362. 
fuebsioides, Hemsl.*, 23, 362; 

mentioned, 492. 

Giraldii, Iiehder, 36, 491. 
glabrata, Wall., mentioned, 23, 
303 [sphaltn, 359]. 
graoilipes, Miq., 36, 491. 
gynoehlamydea, RemsL *, 23, 
362. 

Ilemsleyana, Iiehder, 36, 491. 
Henryi, RemsL *, 23,303 [spbalm, 
3591 

heteroloba, Batalin, 36, 491, 
Hildebrandiana, Bchder, 36, 491. 
hirtiftora, Ohatnp., 23, 365. 
loispida, Ball., 23, 363 [sphalm. 
3591 

hypogtanea, Miq., 23, 360. 
incoiispicua, Batalin, 36, 491. 
Infundibulum, Franck, 36, 491. 
japonica, Andr., 23, 361. 
japonim, Hook. f. & Thoms., 23, 
365. 

japonioa, Thunb,, 23,364. 

— var. chinensis, Baker, 23, 364. 
Kbohnoana, Behdcr, 36, 491. 
leiantha, Knrs, 23, 364. 
Leschenaultii, Miq., 23,360. 
ligustrraa, Wall., mentioned, 23, 

363 Ophalm. 359]. 

— vari*., 36,491. 
longa, iiehder, 36,491. 
longiflora, 1)0., 23,364. 

Maackii, Maxim., 23,364. 
macrantka, BO., 23, 365; men¬ 
tioned, 368. 

Maximowiczii, Maxim., mentioned, 
36,368. 

microphylla, Willd 23, 365. 
minuta, Batalin, 36, 491. 
mollmima, Blurne, 23, 359. 
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Loniccfa J lorroim, A, {tray, 23, 
36°. 

rmicronata, Behder, 36, 491. 
multi flora, Champ., 23, 331. 
nervosa, Maxim., 23,335. 
odoratissima, Lincll., 23, 301. 
orientals, Lam., 36, 491. 
ovalis, Batalin, 36, 491. 
pekinensis, Behder, 36, 491. 
Bericlymenum, Lour., 23, 361. 
pbylloearpa, Maxim., 23, 365. 
pileata, Oliver, 23, 365; ir^n- 
tioned, 363 [sphalm. 359]. 
prseflorens, Batalin, 36,491. 
quinquelocularis, Hctrdw ., 23, 

365. 

reticulata, Champ., 23, 366. 
retusa, Branch., 36, 491. 
rbododenclroides, Graehn., 36, 
49 L 

Ruprecbtiana, Beget, 23, 366. 
saccata, Behder, 36, 491. 
scabrida, Franck , 36, 491. 
serpyllifolia, Behder, 36, 491. 
setehuenensis, Behder, 36, 492. 
setifera, Franck., 36, 492. 
similis, Hem si. * , 23, 366. 
spp. nn.. 23,368, 

StandisMi, Hook.f , 23, 367. 
stenosipkSn, Franck., 36,492. 
steplianocarpa, Franck. , 36, 492. 
subrequalis, Behder , 36, 492. 
syringantha, Maxim., 23, 367. 
szecbuanica, Batalin , 36, 492. 
taxigutica, Maxim., 23, 367. • 

Tatarinowii, Maxim., 23, 367. * 

tatsienensis, Franck., 36, 492. 
Telfairii, Hook. & Arm, 23, 361. 
thibetica, Bur. § Franck., 36, 
492. 

tragopbylla, HeyruL *, 23, 307. 
tricbopoda, Franck 36, 492. 
triehosanUia, ^ Franck., 36, 
492. 

regeta, Behder , 36,492. 
vesiearia, Komarov, 36, 492. 
Webbiana, Sargent, 36, 492. 
Xylosteurn, Beget, 23, 360. 
ynnnanensis, Franck., 36, 492. 
Lophanthus cbinensis, Bentk., 26, 
288. 

rugosus, Fuck. $ Meg., 26, 288. 
Lophatberum datum, Zoll., 36, 420. 
gracile, Brongn., 36, 420; men¬ 
tioned, 221. 

japonimm , Sfceud., 36, 420. * 

Lehmanni, Rees, 36, 420. 
sinense, BmdU *, 36,421. 
LopMooatpus gnyanenm, Michel i, 

36,190. * 


Lopliotocarpiis guyanensw, Durand, 
36, ISO. 

Lorantuacr<f,, 26, 405. 

Lorantbus ampullacuus, Boxh., 26, 
405. 

bibrncteolntns, Hance , 26,405. 
cbinensis, DC., 26, 405. 
cuneatus, Heyne, mentioned, 26, 
407. 

Lelavayi, Engl., 36, 492. 

Lelavayi, Van Tiegh., 36, 492, 
estipitatus, Slap/, 26, 405. 
europj-eus, Linn., 26, 406. 

Rordii, Hance, 26,400. 

Hemsleyams, King, 26, 400. 
Jodonihi , Sieb. & Zuec., 26, 407- 
nigrans, Hance, 26, 400, 
notothixiodes, Hance, 26, 400. 
ocloratus, Wall., 26, 400. 
pentapetalus, Boxh., 26, 400. 
Sampsoni, Hance, 26, 400. 

Scurrula, Linn,, 26, 407; men¬ 
tioned, 405. 

— var. ohtecta, Kurz, 26, 405. 
Yadoriki, Sieb. $ Zwc., 26, 407; 
mentioned, 406. 

Loropetalum cbinense, B. Br., 23, 
290. 

subcordatum, Oliver, 26, 291. 

Lotus corniculatus, Linn., 23,155, 
Lourea obcordata, Desv., 23, 178. 
reniformis, DC., 23, 178. 
Vespertilionisf, Desv., 23,178. 
Loxocalyx, Hemst. *, 26, 308. 

urticifolius, Hemsl.. 26, 309. 
Loxostemon Lelavayi, Franck., 36, 
492. 

Luhinic^ spathulata, Vent., 26, 53. 
Luculia Pinceana, Hook., 23, 371. 
Ludisia discolor, A. Rich., 36,44. 
Faretii, Blume, 36, 44. 
odorata , Biume, 36, 44. 

Ludwigia diffusa, Buch.-Ham., 23, 
309. 

pam flora, Boxb., 23, 309. 
prostrata, Boxh., 23, 309. 

Luffa acutangula, Boxh., 23,314. 
asgyptiam, Mill, 23, 315. 
cylindrica, Boem., 23,-315,. 

Luisia bicordata , Thw., 36, 34. 
Hancockii, Bolfe, 36, 33. 

Morsei, Bolfe *, 36, 33. 
teres, Blum, mentioned, 36, 37, 
38. c 

teres, Maxim., 36, 33. 
teretifolia, Gamdieh., 36, 33. 
spp., 36, 34; meat,iored, 33, 34, 
38. 

Impinus cochmchinenm, Lour., 23, 
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Luzmln, campcRl.ro, DC., 36,160., 

— var. capita fa, Buchen., 36, 

101 . 

— viiv. congest®, Buchen., 36, 

160. 

cbinensis, N. E. Br. * , 36, 161. 
effuse., Buchen 36, 161. 
gigantea, JJesv,, mentioned, 36, 
103. 

mult {flora, Lej., 36,100. 
muliijlom, Symo, 36, 161. 
pilosa, Willd., 36, 162. 
pilosa, With}., vm\ plumosa, 
Branch., 36, 163. 
plumom, E. Mey., 36,161. 
vernalis, DC., 36, 102. 

Lychnis a]tetala, Linn , 23, 05. 
Bungeana, Bach., 23, 05. 
cipnata, Maxim., 23, 60. 
coronal,a, Thanh., 23, 06. 

Davidi, Branch., 36, 492. 
fulgmis, Bitch,, 23, 00. 
gLndulosa, Maxim., 36, >192. 
ifrantHjinm, Jaeq., 23, 00. 

JlaugcanaX, Lemauv, mentioned, 

23, 00. 

laciniala, Maxim., 36, *192. 

Wen no, Rich. <.]'• Zara,, 23, 00. 

Steholtfi, Van 1 Ionite, 23, 00. 
yimnanen^is, Hakcv, 36, 492. 

Lj/ciuinia snaveolcns, Hanna 26, 91. 
Lyrium burbarmn, Lam., 26, 175. 

— var. chincnsc, Ait., 26,175. 
ehinense, Mill., 26, 175. 
wcyisioearpum, Dun., 26, 175. 

oral mu, Lotsol., 26, 170. i 

r V O. Don, 26, 175. 
htrhhwtnm, Loisel., 26, 175. 
Lyeoperairum esculent,uni, *Mill>, 
mentioned, 26, 109. 

Injcopsis picta, Bunge, 26, 155. 

Lvcopua cMiropaam, Linn., 26, 282. 

lueiduH, Tares , 26, 282. 

Lyeorm aurea, Herb., 36, 89. 
rndiata, Herb., 36, 89. 
sanguinea, Maxim., 36,89, 
squamigera, Maxim., 36, 89. 
strnminca, Lind/., 36, 90. 

Lysidieo rhodostegia, Dunce, 23, 

218. 11 

Lysimaehia acroadenia, Maxim., 36, 

51. 

albescens, Branch., 36, 492. 

Allredi, Hmtcc, 26, 47. 
alpcstris, Champ., 26, 47; men¬ 
tioned, 5J, 

al term folia, Wall., mentioned, 26, 

49. 

anagalloidcs, Siblh. 4' Sm., men¬ 
tioned, 26, 49. 
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Lyainmclna auricnlata, Tlcmsk * , 26, 
47 ; lhent.ioned, 55. 
barystachys, Bunt/e, 26, 47. 
harysiachys, SI ait, 26, 52. 
hrdchystachys, Carr., 26, 48. 
Candida, IJndL, 26, 48. 
capillipes, lie nisi. *, 26, 48. 
Christina, JIance , 26, 49; men¬ 
tioned, 50. 

circeeoides, Hems!. * , 26,49. 
clethrokles, Bitby, 26, 49. 
congesti flora, Hem si. * , 26, 50. 
honmbrina, Hance, 26, 51. 
crispiden*, Bcmsl. * , 26, 50. 
cuspid at a, Klatf, 26, 53. 
davurica, Lecleh ., 26, 51. 
decurrens, Cx. Burst., 36, 51. 
Dclavayi, Branch 36, 492. 
deltoidea, Branch 36, 492. 
drynarilblia. Branch., 36, 492. 
evalvis, Wall., mentioned, 26, 
52. 

Eargesii, Branch „ 36, 492. 
ierruginea, Ed yew., 26, 53. 
Docnumgnecum, Hmicc, 26, 51 ; 

mentioned, 57. 

Tfortliaim, Oliver, 36, 492. 
Eortunei, Maxim „ 26, 52. 
ylaucescens, WalJ., 26, 48. 
glaucina, Branch., 36p492. 
gram mica, Hauer, 26, 52. 
Hemsleyana, Oliver, 36, 492. 
Hemsleyi, Brunch 36, 492. 

Henryi, Hems/. *, 26, 52. 
h$terogenea, Klall, 26, 52; men¬ 
tioned, 47. 

hypericoides, Hems/., 36,492. 
inoonspicim, Mip, 26, 53. 
insignia, Hems/., 36, 492. 
involucrftta, Jlent si,, 36, 492. 
japoniea, T/mnh ., 26, 53; men¬ 
tioned, 50. 

javanica , Blume, 26, 51. 

KlaUiana, Hance, 26, 53; men¬ 
tioned, 52. 

Lrsehrnuultii, Duby, 26, 57. 
lineariloba, Hook, cf Am., 26, 53. 
lobeliohjes, Hall., mentioned, 26, 
49. 

longipcs, llemsl., 36, 492. 

Iuhiuionics, Bieb. & Zuce., 26, 53. 
waned tuna, Lam., 26, 53. 
muitandra, Branch „ 36, 492. 
widtifiom. Wall., 36, 51. 

Nobel i an a, Gilt/, 36, 492 . 
nemorum, Linn., 36, 492. 
nigrolineata, Hcmsl., 36, 493. 
obovata, Buch.-IIam,, 26, 48. 
omeiensis, He nisi., 36, 493. 
ophelioides, Hnnd, * , 26, 5r. 

2 8 
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Tfeiriindiia paludicola, Hemsl , * , 26, 

b4z. 

paridiformis, Franck., 26, 55. 

— \ ar. dlipfica, Franch., 26, 55. 

,— riir. stenopkgl/a , Franch., 26, 
55. 

parrifolia, Franck. * , 26, 55. 
pentapetala, Bunge, 26, 55. 
platypetala, Franck., 36, 493. 
joroLifera, Klatt, mentioned, 26, 
55. 

|)terantha, Hemal. * , 26,56. 
jnm lila, Franck., 36,493. * 

imi*i.osa, Wall., 36, 493* 
mbiginosa, Hemal. * , 26, 5C. 
him olina, Hance, 26, 48. 
sikoikiana, Miq., 26, 57. 
siin iilans, Hemsl. * , 26, 57. 
siai m, Miq., 26, 57. 
spadknlata, Klatt, 26, 53. 
stenosepala, Hemsl. * , 26, 57. 
thy nsiflora, Linn., 26, 58. 
trtftliopoda, Franch., 36, 493. 
irientalioicles, Hemsl., 36, 493. 
unguiculatn, Diels, 36, 493. 
violascens, Franch., 36, 493. 
vulgaris, Linn., 26, 58; men¬ 
tioned, 51. 

yuimanensis, Franch., 36, 493. 

L vsionotus ecarnosa, Hemsl., 36, 
493. 

lieteropkylla, Franch., 36, 493. 
iuwolucrata, Franch., 36, 493. 
opliiorrkizoides, Hemsl. * , 26, 

m 

panel flor us, Maxim., 26, 224. 
sBLratus, B. Bon, mentioned, 26, 
"225. 

Lm-mcaas, 23, 302. 

Jjjtlotmm fruticosum, Linn., 23, 304. 
Salicaria, Linn., 23, 304. 
virgatum, Linn,, 23,305, 


Bla-ba Ehorns, Sprang., 26, 71. 

eliiptica, Forst., 26, 71. 
Mac&ranga Henricorum, Hemsl. * , 
36, 442. 

imilica, Wight, 26, 443. 

Sampsoni, Hance , 26, 443. 
si tiensis, MuclL Arg., 26, 443. 

UP unarms, Mucll. Arg„ 26, 443. 
llachiius, genus mentioned, 26, 
370. 

33cmrnei, Hemsl. *, 26, 373. 
■bTevifiora, Hemsl. *, 26, 374. 
cliinensis, Hemsl. *, 26, 374. 
Haberi, Hemsl. * , 26, 374. 

Orijsii, Hance, 26, 375. 

Henry i, Hemsl. *, 26, 375. 


Macjiihis japonica, Kick. 4 Zncc., men¬ 
tioned, 26, 37cS. 
longilblia, Blame, 26, 375. 
macrophylla, Hemsl. * , 26, 375. 
mierocarpa, Hemsl. * , 26, 376. 

Nan mu, Hemsl., 26, 376 ; men¬ 
tioned, 374, 376. 

neurantha, Hemsl . * , 26, 376; 
mentioned, 377. 

oreophila, Hance, 26, 377 ; men¬ 
tioned, 376. 

platyphylla, Bids, 36, 493. 
rimosa, Blume, 26, 378. 

Shearori, Hemsl. * , 26, 377. 
Thunborgii, Sick. cV* Zucc., 26, 377 ; 

mentioned, 376, 378 ; 36,493. 

— var. glaucescens , Blume, 26, 
378. 

velutina, Champ., 26, 378. 
villosus, Hook . /., mentioned, 26, 
375. 

Machlis hemispkmrica, BO., 23, 439. 
Madura tricuspid at a, Carr., 26, 470. 
Macodes argyroneura, Bolfc, 36, 44. 
Macrotropis cmarginata, Walp., 23, 
204. 

feetida , BO., 23, 204. 

Maddenia himalaica, Hook., 36, 493. 
Maesa castaneifolia, Mez, 36, 493. 
coriacea, Champ., 26, 60. 
depauperata, Bicls, 36, 493. 
j Domna, Blume, 26, 59, 
formosana, Mez, 36, 493. 
incliea, Benth., 26, 60. 
indiea, Wall., mentioned, 26, 60. 
montnna , Benlh., 26, 60. 
sinensis, A. BCi, 26, 60. 
sp. n., 26, 60. 

Iwtertt, Mez, 36, 493. 

Magnolia, Champion i, Benth., 23, 24, 
Coco, BO., 23, 21. 
eonspieua, Salish., 23, 23. 

Bolavayi, Franck 36, 493. 
denudaJa, Lain., 23, 23. 
discolor, Vent., 23, 23, 
fuscata, Andr., 23, 24. 
glaum, Thunk., 23, 23. 

Ilenryi, Bunn, 36, 493. 
hypoleuea, Sid), cf 1 Zuce., 36, 493. 
i nod ora, BO., 23, 24, * r 
l Hi flora, [Desr.], Lam., 23, 23. 
obovata, Thunk., 23, 23. 
pare flora, Blume, 23, 24. 
parviilora, Sid). §• Zuce., 36, 493, 
Breda, Correa, 23, 23. 
puinila, Andr., 23, 24. 
purpurea, Curt,, 23, 23. 

Yulan, Best, 23, 23. 

— var, Smdangiana, [LindL] Bot. 
Beg,, 23, 23. 
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Maonomace.13, 23, 20. 

Mahonia, Nutt. = Berberis, 36, 493. 
enryhmeieata, Fedclo, 36, 493. 

Fort mid, Fedrle, 36, 493. 
gmdlipes, Fedde, 36, 493. 
japoniea, BO., 23, St. 

— var., 36,493. 
napanlcnsis, BO., 23, 31. 
polyodonta, Fedde, 36, 493. 
mbtriplinerms , Franch., 36, 493. 
tr if urea, Loudon, 36, 493. 
Maiauthemum bifolium , BO. 36, 
112 . 

Convallaria, Wigg ., 36,112. 
Malachium aqmticum , Fries 23, 

07. 

Malachra Urena, BO., 23, 86. 

Mulaisia acuminata, Planch., 26, 
454. 

Bcandens, Planch., 26, 454. 
lortuosa, Blanco, 26, 454. 
nridesceni «, Planch., 26, 454. 

Malaxis iddifolia , Keichb. f., 36, 5. 
lancifolia, Sin., 36, 7. 
monophyllos, Sw., 36, 5. 
ncreusa, Sw., 36, 7. 
oilomta, Willcl., 36, 7. 

MaJcolmia atricana, 11. Br., 23, 45. 
MaHol.UA, Lour., 26, 310. 
albus, Mnell. Arg., 36, 493. 

Apelta, MudL Arg., 26, 439. 
barbatuR, Mnell. Arg., 26, 439. 
chine nsis, Muelt. Arg., 26, 439. 
cochin chinensia, Lour., 26, 439, 
contnbe mails, Banco, 26, 441. 
Puretianus, Muell. xirg., 26, 439. « 

Hookerianus, Muell , yl/v/., 26, 
410. 

japonicus, Mnell. Arg., 26,440. 
moluccanus, Muell, Arg., 26, 440. 
panieulatm, Mm4l. Arg., 26, 439, 
pliilippiuenHiSy Muell. Ary., 36, 

110 . 

Playfairii, Hand. *, 26, 441. 
populitblius, Hand. *, 26, 411. 
repandnn, Muell. Arg., 26, 441. 
riciuoides, Muell. Arg., 36, 442, 
tenuitblius, Pa.v, 36j 493. 
tilhefolius, Muell. Arg., 26, 442. 

Maiourtia %siallea, Sieb. & Ztice., 26, 
99, 

MALnrmucEAa, 23, 96. 

Mains baccata, Best, 23, 255. 
cemsifura, Spacb* 23, 255, 
Jlorihnnda, Sieb., 23, 258. 
microear pa, var. Torringo, Carr., 
23, 258, 490. 
speetabilis, Besf, 23, 258. 

Malva chin ends. Mill., 23, 84. 
nmnrifiuna, Linn., 23, 84. 


Malva parvillora, Linn., 23, 85. 
pnlehUla, Bernk., 23, 84. 
sinensis, BO., 23, 84, 
sylvest-ris, Linn., 23, 84. 
verticillata, Linn., 23, 84. 
MALVACJS.E, 23, 83. 

Malvastrum carpiuifoliim, A. Gray, 
23, 84, 85. 

ruclerale, Hanee, 23, S4. 
tricuspidatum, A. Gray, 23, 84. 
Mandragora cauleacens, 0. B. Clarke, 
26, 175. 

Mangifera indica, Linn., 23, 148. 
Manglieti* Fordiana, Oliver, 36, 
493. 

Manisuris granularis, Linn., 36, 
803. 

Map pa sinensis, Baill., 26, 443. 
Tanaria, Spreug., 26, 418. 
f anient osa, Blume, 26, 443. 

Mappia piitosporuides, 36, 493. 
Mamnta Galmiga, Sw., 36, 72. 

pa rdf ora, A. Bietr., 36, 73. 
Mariscus albescens, Gautlkh 36,220. 
biglumis, Guerin., mentioned, 36, 
220 . 

capital ns, Steud., 36, 258. 
cyperhvus, Prcsl, 36, 221. 
cyperinus, Vet hi, 36, 220. 
dilutus, Nees, 36, 224. 

M O. B. Clarke, 36, 222. 
marUimus, Miq., 36, 259. 
microcephalus, Bred, 36, 221. 
philippensis, Stead., 36, 221; men- 
* tinned, 220. 

Pohliatms, Nees, 36, 222. 
pun gens, Miq., 36, 259. 

Sieberianus, Fees, 36, 221; men* 
tioned, 220. 

ionbel/rtfits, Pros], 36, 221. 
nnihellatus, Yalil, 36, 221. 
Marqnartia tumentnsa, Vogel, 23, 159. 
Mhrrulmiui iueisum, Benth., 26, 
299. 

vulgare, Linn,, mentioned, 26, 
284. 

Marsdenia, eriostoma, Benth. MS,, 26, 
113. 

laehnostoma, Benth., 26, 118. 
sinensis, He nisi. *, 26, 113. 
tinetoria, It. Br,, 26, 114. 
tomentosa, Morr. 4' Beene., men¬ 
tioned, 26, 113. 
ureeolatn, Beene., 26, 114. 

Martin ia, Vuniot , 36, 498. 

polymorpha, Fan inf, 36, 493. 
Mast-acanthus sinensis, Hindi,, 26, 
203. 

Matricaria canton iensi% Lour., 23, 

413. 
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Miitricarfo irodora, Linn., 23, 439. 

mouspelieusis, Posy, 23, 4*38. 
Maximowiczia chine-nth, Bupr., 23, 
25. 

Muzus eaclueifer, Hance , 26, 1S1. 

(3eutalus, Wall., mentioned, 26, 
182. 

gracilis, Heuid. * , 26, 181. 
knceiiblius, Hand. *, 26, 181. 
macranthus, Lids, 36, 498. 
pulchellus, Hand. * , 26,182. 
procumbens, Hem si. *, 26,182. 
rugosus, Lour., 26, 188. r 

fctacbyclifolius, Maxim., *i6,183. 
vanddlioides, Hance, 26, 183. 
viUo&us, Hemsl., 26, 184. 
Mecouopsis betonieifr>lia, Branch., 36, 
494. 

chelidonifolia, Bur. $ Branch., 36, 
494. 

Henrici, Bur. Franeh., 36, 494. 
horrid ula, Hook, f. cf Thoms., 36, 
494. 

integrifolia, French., 36, 491. 
punicea, Maxim., 36, 494. 
quintuplinervia, Hegel, 36, 494. 
lacemosa, Maxim., 23, 34; 36, 
494. 

Medicago denticulata, Wilhl ., 23, 
153. 

faleata, Linn., 23,153. 
lappacea, Lam,, mentioned, 23, 
• 153. 

lnpulina, Linn., 23,154. 
minima, Batalin, 36, 494. c 
mthenica, Ledeb., 23,153, 489. 
saliva, Linn., mentioned, 23, 154. 
Medlda elegans, Gardn., 26,117. 
Megahotrya mdiefolia, Hance, 23, 
104. 

Megacarpsea Delavayi, Branch., 36, 
494. 

Megacodon (§ Gentian®), Hemd. * , 
26,337* 

Megadenia, Maxim., 36, 494, 
pygiuaea, Maxim., 36, 494. 
Melaleuca Leneadendron, Linn., 23, 
295. 

Melampyrum ciUnrc, Miq., 26, 220. 
jedoeusc, Miq., 26, 220. 
pretense, Hemal, 26,220. 
roseum, Maxin., 26, 220. 
Melandrymn apic/m. Bohrb., 23, 
65. 

emspitomm, Williams, 36, 494. 
fintmm, Rohrb., 23, 65. 

£ * ndulomm , Williams, 36, 494. 

lense, Williams, 36, 494. 
Oldhtmianum, Bohrb., 23, 65. 
phtypeialum, Williams, 36, 494. 


Melandryum BauLd, Williams, 36, 
491.' 

Mclanorarpa alata, Turcz., 23, 121. 

Mdanolepi,s multh/landulusits, Urieltb. 

& Zoll M 26, 440. 

Melanoseiadum, Baisdm, 36, 494. 
pimpmolloklcmn, Buissicn, 36, 
494. 

Melanfhrsa emma, Rent It., 26, 427. 
chinensis, El unto, 26, 427. 
g/awcscens, Miq., 26, 427. 
reciinaia, Muoll. Arg., 26, 427, 
rhanmddes, Wight, 26, 428. 

Mela nth esopsis fmticosci, Muell. Arg., 
26, 427. 

patens^ Muell. Arg., 26, 428. 

Melanthium each inch incuse, Lour., 
36, 102,146. 
nigrum, TIumb., 36, 148. 
sihiriuum , Linn,, 36, 148. 
dride, Tlmnb., 36, 147. 

Melastoma, mh/rinum, Bent,In, 23, 
299. 

candidtun, I). Don, 23, 299, 
decernjidiun , Roxb., 23, 300. 
dodeemidrum, Lour,, 23, 300. 
mcurooarpim, 3), Don, 23, 299. 
malabathrieum, Linn., 23, 300. 
malahaihrmm, [Sims], 23, 299. 
Kohotm , Blume, 23, "299. 
repena, Desr., 23, 300. 
sanguineum, Biws, 23, 300. 

Melastomack/U, 23, 298. 

Mclia Azcdarach, Linn., 23, 113. 
composite, Willd., 23, 113. 
dubia, Car., 23,113. 
japonica, G. Don. 23,113. 
Toosomlan, Sich. cj* Zucc., 36, 404. 

MiiWAcrSE. 23,113. 

Meliea Gtmeliui, Turcz., 36, 418. 
nutans, Linn., 36, 418. 

Onai, Branch „ 36, 419. 

Radula, Branch „ 36, 419. 
scabrft, Linn., mentioned, 36, 419. 
scabrosa, Trim, 36, 419. 

Mrlidom pdlucid a, Noronlm, 26, 18. 

Melilolus alba, JJcsr., 23,151. 
cterulea, Desr., 23,154. 
dentata. JVilltL, 23, 154, 
grarealms, 11 tinge, 23, toft/ 
leucantha, Kuril, 23, 154, 
maerorhiza, Vers., 23, 154. 
officinalis, Desr., 23, 154. 
palusU-is, Rit.,&3, 155, 
parviilom, I)esf„ 23, 155. 
suaveolens, Jjedeh., 23,155. 

Meliosma cuneifolia, Branch., 36, 
494. * 

dillenimfolia, Hook. /., 23,145. 
Bordii, Hemd. *, 23,144, 
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Mclinsma TIenryi, Biel. s, 36, 401. 
myriantha, 8Ueh 4 * £««•., 23, 145. 
O'kUmmi, Afa.vim., 23, 145. 
patent, Ha ml. * , 23, 145. 
pungcns, Hook, f., 33, 145. 
rig Ida, fcSieb. & Zucn., 23, 145. 
rhoifoiia, Ala.rim., 23, 140. 
simplicifolia, Busch., 23, J45. 
squannilata, Ida we. 23, 14(1. 
Waliiclm, Ptoc/u, 23, 1413. 
yunnanensis, Fra wit ., 36, 404. 
Melissa cretica , Lour., 26, 279. 

nmhrosa, Bieb., 26, 281. 

Meloohia vmioatenata, Linn., 23, 91. 

corchorifolia, IAnn ., 23, 01. 
MeloiUnus Cumingianus, A, DC 1 ., 
mentioned, 36, 94. 
fusiformis, Champ., 26, 03; men¬ 
tioned, 94. 

Ilemaleyanus, Bt'e/s, 36, 491. 

Leins, Champ., 26, 01. 
monogynus, lie.eh., 28, 04. 
fesp. n., 26, 01. 
suavcolons, Champ., 26, 04. 
Melodorum gluucetf‘ciH, JJanre, 23, 

27. 

Oldhumi, Hand. * , 23, 27. 
Yen*ueosuin,iino/'./. 4* Thoms., 23, 

28. 

Melolliria Bn tier hut a, F. Muelh, 23, 
318. 

e.ueuinerina, Kami., 23, 319. 
iridica, Lour., 33, 310. 

Ictieomrpa, Oogn., 23, 310. 
madcraspaJatta, Oogn., 23, 319. * 

mneronata, Oogn., 23, 318, 
odorata, Hook, f. Thoms., 23, 
310. • 

pendula, Linn mentioned, 23, 
310. 

Moineeylon liguslrifolium, Champ., 
23, 302. 

nigmseens, Hook. 4* Am., 23, 302. 
mil ell at urn, Hook. & Am,, 23, 
302, 

Ale mortal is ftirfa, Wecld,, 26, 480. 
hispida, Hticb.-Ham,, 26, 480. 
penltmdm, var. ht/perieifolia, Wodd., 
256,*400. 

qmnquenervis, Buch.-Uatn., 26, 
480. 

MMNrspKfiMACRj-j, 23, 28. 
Menispennum dnurioum, DC., 23, 
20 , 

Mentha aquation, Linn., mentioned, 
26, 281. 

arvensis, Linn., 26, 281. 
canadensis, Linn., mentioned, 26, 
281 . 

erispa. Linn., 26, 281. # 


Men(1m”Pnlogium } Linn., mentioned, 

26, 281. 

rc/icu/om, llance, 26, 279. 
sir! la fa. Lour., 26, 277. 
sylvestris, Lain., mentioned, 26, 
28 |. 

Afcosehium lodhadare, Ncoa, 36, 3G4 
Megcrianum , jN ees, 36, 004. 
rug mm, iS T ees, 36, 300. 

Alephdhlia ; chine lists, Champ., 23, 
388. 

* et/anocarpa, T)0., 23, 388. 

iVallicUi, Wight & Am., 23, 589. 
Morcurialis leiocarpa, Skh. Zttec., 
26, 430. 

Meaona chinensis, Bcnfh., 26, 267. 
procumhens, Hem si.. 36, 191. 
prunelloirlert, Hand. * , 26, 267. 
Alespilus chinensis, Liu me, mentioned, 
23, 259. 

Gnhmeastrr, Linn., 23, 200. 
glaht a, Col la, 23, 202. 
japoniea, Thumb., 23, 201. 
piunaliftda, 0. Koch, 23, 259. 
Vgmeantha, Linn., 23, 200. 
Sieholdti, illume, 23, 205, 
sinensis, Poir,, 23, 2(il. 
spiralis , Illume, mentioned, 23, 
250, 201. 

Metaplcxis chinensis , Decne., 26, 

110 . 

Hemsleyana, Oliver, 36, 401. 
rostral a, Turn?., 26, 111. 

JStauntoui, lloem. A tichult., 26, 

110 . 

Mezoneurum brachycarpum, Ben fit., 
monlioned, 23,, 205. 
eucullatum, Wight § Arm, moii- 
tioned, 23, 205. 
sinense, Hand. * , 23, 20L 
— var. parvilblium, lletnd. * , 23, 
205. 

Micholia Ohumpmm, Linn., 23, 2L 
fuseaia, Bfnme , 23, 24, 

Microeala. iililormiH, IfujJ'tngg. Link , 

mentioned, 26,33(1, 
jUieroenrpiua musenaa, U. Br. , 26, 
192. 

Microchloa setueea, h\ Br., 36, 402, 
MierodeanUB caneariiefolia, Planch., 
26, 433. 

Microglossa albescens, C. B. Clarke, 
23, 419. 

sal iei folia, Bids, 36, 401. 
volubilis, DC., 23,410 ; mentioned, 
420. 

Micromoles alnifolia, Kudine, 36, 
494. 

Micrapfdm par vifolia, Bpach, 26, 
41s. 
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Mterorhamnus franguloides, Maxim,, 
23, 127. 

Mierorhynchus sarmcntosus, DC,, 23, 
488. 

Microsfachys Chameolca , A. Juss,, 26, 
446. 

Mierostylis eongesta, fioichb. /., 36, 

f>. 

cylindrost achya, fieichh. 36, 5. 
monophyllos, Hindi., 36, 5. 

odomtmmms, Oerst., 23, 
354. • 

Microtis parvitlora, I?. fir.,4 36, 46. 
Mierotcena cymosa, Praia, 26, 306; 
mentioned, 308. 

Delava yi, Prc/in, 36, 494. 
moupinensis, Franch 36, 494. 
Prainiana, D/c/s, 36, 494. 
robust,a, Hcmsl. * , 26, 307. 
urticifolia, Hcmsl. * , 26, 308. 
Microula tungutiea, Maxim., 26, 151. 
Mi erf la maritima, Willd., 36,258. 
Mikania, scandens, Willd., 23, 405. 

voh(hills, Willd., 23, 405. 

Milium dmicinoiclcs , Eoxb., 36, 342. 

effusum, Linn., 36,383. 

Millettia Bockii, Harms, 36, 494. 
Championi, ficnth., 23, 159. 
cinerea, Tkffnb., mentioned, 23, 
159. 

cognata, Hance, 23, 159. 

Dielsiana, Harms , 36, 494. 
nitida, ficnth., 23, 159. 
pachycarpa, fie nth., 36, 494. • 

purpurea, Yalahe, 36, 494. 
reticulata, ficnth., 23,159. 
scabricaulis, Franch., 36, 494. 
sericosema, Hance, 23,159. 
speciosa, Champ., 23,159. 
spp. ?, 23,159. 

Mitlinytonm pungens, Wail., 23,159. 
Mimosa arhorca, Thnnh., 23, 216. 
cornimlata, Lour., 23, 202,216. 
sepia ria, ficnth 23, 214. 
speciosa, Jaeq., 23, 216. 

Mimose.e, 23, 214. 

Mini ulus nepalensis, ficnth ., 26, 181. 
— va r. Japan tea, Miq.» 26,181. 
ten el lus, finnac , 26, 181. 

Miquelia harhulata, Nees, 36, 387. 
Mirabilis Jalapa, Linn., mentioned, 
26,317. 

Miscanthus japonicus, Andcrss., 36, 
347. 

nepalensis, Hack., 36, 347. 
purpuraseens, Anderss., 36, 348. 
saccharifiorus, ficnth . % Hook, f., 
36,347. 

sinensis, Anderss., 36, 348; men¬ 
tioned, 347. 


Miscanthus sinensis, car. purpura s- 
cens, Handle * , 36, 348. 
Mischospom ifolia/a , Bocck.,36, 240. 
Missiessya parol fof ia edd., 26, 492. 

Mitclla nuda, Linn., 36, 494. 
Mifosfigma graeile, Blumc, 36, 53. 
Mitrasaeme alsinoides, It. Mr,, 26, 

117. 

capillam, Wall., 26,118. 
chinensis, Orisob., 26,118. 
indiect, Wight, 26,117. 
malaecenm , Wight, 26,118. 
nudicaulis, Hciav'., 26,117. 
polymorpha, fi. fir., 26,118. 

— var. granditlora, Hemsl. * , 26, 

118. 

Mitreola pedieellata, ficnth., 26, 117. 
Mitrosieyos lobatus , Maxim,, 23, 320. 
pamcvlafas, Maxim., 23, 320. 
mcemosus, Maxim., 23, 320. 
Modhringia lateriflora, Fenzl, 23, 70. 

linear (folia, Williams, 36, 494. 
Molineria capitnlaia, Herb., 36, 87. 
plicata , Colla, 36, 87. 
recurvaia, Herb., 36, 87. 

Molinia Fauriei, Hack., 36, 412 ; 
495. 

japonica, Hack., 36, 412. 
serotina, Mert. & Koch, 36,411. 
sqnarrosa, Trim, 36, 411. 

Mollugo Spergula, Linn., 23, 324. 
stricta, Linn., 23, 324. 
triphylla. Lour., 23, 324. 
Momordica Charantia, Linn., 23, 

* 315. 

coehinohinensis, Sprcng., 23, 315. 
cylindrim , Linn., 23, 315. 
dioica, Tlnxh., 23, 315. 
heterophyllu, Cogn., 23, 318. 
mixta , Boxb., 23, 315, 
sicyoic/es, Ser., 23, 215. 

Moneses grandiflora, Salisb., 26, 33. 
Monoehasma monantha, Hemsl. * , 
26, 203. 

Savatieri, Franch., 26, 203. 
Sheared, Maxim., 26, 203. 
Monochoda dilatata, Ivtmth, 36, 148. 
haslfcfolia, Presl, 36, 14$ 
hast at a, Sol ms, 36, 148. r 

Jnnghnhnimm, Hassle., 36, 150. 
Korsakowii, Hegel, 36, 149. 
linearis , Miq., 36,150. 
ovata, Kunth, 36? 149. 
plantaginea , Kunth, 36, 150. 
sagittate, Kunth, 36, 148. 
vaginalis, Presl, 36, 149. 

— var. Korsakowii, Solms, 36,140. 

— var. plantaginea, Malms, 36, 
150. 

Manleysfk ahnormis, Lind!,, 36, 71. 
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Monolophm eoenohialis, Ilance, '36, 

68 . 

clegtms, Wall., 36, 68. 

Monotropa unitlora, Linn., 26, 64. 
Monotkopis/E, 26, 64. 

Moquinia eriosenmioides, Walp., 23, 
429. 

Moraect chinensis, Tiiunb., 36, 86. 
Morelia rubra, Lour., 26, 496. 
Moricandia sonchifolia, Hook. J\, 23, 
47. 

— var. homtsophyUa, Ilance, 23, 
47. 

Morina bolonicoides, Barth., 23, 699. 

JDelavayi, Franeh., 23, 399. 
Morinda citril'olia, Linn., 23, 3SG. 
umbollata. Linn., 23, 2S6. 
villosa, Hook., 23, 686. 

Mo risk/ Walliehii, No as, 36, 260. 
Morvearpus cJulis, Sieb. & Zucc., 26, 
492. 

Moms alba, Linn., 26, 455; men¬ 
tioned, 456. 

cathnyana, Hemsl. * , 26, 456. 
ennstantinupLlana,, I\>ii\, 36, 155. 

Intlira, Lmn., 26, 455, 451). 
limigala, Halt., mentioned, 26,456. 
nigra, Linn., mentioned, 26, 456. 
Moschosma-polystachyum, Berth., 26, 
209. 

Moseley a, Hem si., 36,495. 

pinna! a, IlmusL, 36, 495. 

Mosla ehinensis, Maxim., 26, 280. 
dianthem, Maxim., 26, 280. 

Lordii, Maxim., 26, 280; 36, 495. 
formosana, Maxim., 26,280. 
grossesermla, Maxim., 26, 280; 

36,495. . 

lanceolnta, Maxim., 26, 281. 
punctata, Maxim., 26, 281. 
Mucuna Ghampioni, Jirnth., 23, 189. 
maerobot rys, Manor, 23, 190. 
macro carpa, Wall., mentioned, 23, 
190. 

semperv irons, JTetml. * , 23, V, Ml. 
Muehlonbeckia platyelada, Meisn., 
mentioned, 26, 358. 
Muohlenbergia Huegolii, Trin., 36, 
33$. * 

japoniea, Blend., 36, 385. 
viridmima, Noes, 36,385. 

Mukia scabrella, Ant., 23, 319. 
Midqedium sibiricut#, Less., 23,484. 

tataricuni, DO., 23,484. 
Munchausia speciostt, Linn., 23, 300. 
Mimronia JDelavayi, Franck., 36, 
495. 

arnica, Lids, 36, 495. 
unifoliata, Oliver, 36,495. 
yunnaneiisis, branch 36, 495. 


Muricia cockinchinensis, Lour., 23, 
315. 

Murraya exotica, Linn., 23, 109. 
Musa JBasjoo, Sieb., 36, 74. 
Cavendishii, Lamb., 36, 74, 
chinetisis, Sweet, 36, 74. 
eoecinea, Andr., 36,74. 
cornienlata, Lour., 36, 75. 
lasiocarpa, Franck., 36, 74. 
nania, Lour., 36, 75. 
nepalensis, Wall., alluded to, 36, 
• 75. 

odomta. Lour., 36,75. 
sapientuift, Linn., 36, 74. 
semi nifera, Lour., 36, 75. 
sinensis , Sagot, 36, 74. 
sp., 36, 75, 

superba, lloxb., mentioned, 36, 
75. 

Uranoscopos, Lour., 36, 74. 
Wilsoni, Tab her, 36, 75. 

Mussasnda chinensis, Lour., 23, 379. 
erosa, Champ., 23,378 ; mentioned, 
379. 

frondosa, Linn., 23, 379. 
glabra, Hook, if Am., 23, 379. 
birsutula, Miq., 23, 379. 
pubescens, Ait./., 23, 379. 
MYoroitiNE.E, 26, 250. m 
Myoporum boutioidcs, A. Graq, 26, 
250. 


chinense , A. Gray, 26, 250. 
Myosotis chinensis, A. 1KJ., 28,153. 
intermedia, Link, 36, 495. 
peduncular is, Eoem. & Scliult,, 26, 
154. 

peduncular is, Trev., 26,153. 
sylvatiea, Hoffm., 36, 495. 

Mmmton aquaticunt, Moench, 23, 

‘ 07. 

Myriactis nepalensis, Less., 36, 495. 
Myrica adenophora, Ilance, 26, 490 
Js'ayi, O. DU., 26, 490. 
nana, Che ml., 26, 490. 
rubra, Lour., 26, 490. 
rubra, Sieb. A Zuce., 26, 490. 
sapida, Wall., 26, 490. 

Myiuoaci-ms, 26, 490. 

Myriearia alopccuroides, Schrenk, 23, 
347. 

hvacleata, Boyle, 23, 347. 
germaniea, Lesv., 23, 347. 
pulcherrima, Batalin , 36, 495. 
Myriogyno minuta, Less.. 23, 440. 
Mvrioneuron Faberii, HemsL *, 23, 
380. 


nutans, Wall., mentioned, 23, 3S0 
Myriophyllum spiral-urn, Linn., 23, 

verticilliitum, Linn., 23, 293. 



JVIyripnois dioiea, Bunge, 2-3, 472. 
Maximowu'zii, JJ iukl., 36, 41)5. 
uniliora, Maxim., 23, 472. 
MyriuecLis chinensis, lioJje s! ", 36, 
44. 

gracilis, Branch. & Sav., 36, 44. 
japomea, Bolfe *, 36, 44 ; 
Myroxylon controversum, Ktwite, 36, 
495. 

Myrrhs chmrophylloides , IXaiice, 23, 
330. 

Myrsine africana, Linn., 26, 00. * 

bifanct. Wall., 26, 60. 
buxifolia, Ha nee, 26, m. 
capitellata, Wall., 26, 61. 
glabra , Gaertn., 26,00. 
marginata, Met, 36, 495. 
w mi folia, 8ieb. & Zucc., 26, 01. 
Playfairii, Hemd. *, 26, 01. 
retma, Ait., 26, 60. 
scabra, Gaertn., 26, 60. 
semiserrata, Wall, 26, 61. 
sp., 26, 02. 

MyRSINEE, 26, 59. 

Myrtacejb, 23, 295. 

Myrtus acuminatmima , Blume, 23, 
296. 

eamcscens, Lour., 23, 295. 
chineoisis, Ijpur., 26, 75. 
tomntosa, Ait., 23,295. 


Kahalus ochroleucus, Maxim., 23, 486. 

reyens, Ledeb.. 23, 483, 

Naiadages, 36,192. 

Najas graminea, Mile, 36, 197. 
major, Allioni, 36,198. 
marina, Linn., 36,198. 

— form, a, Bendle, 36,108. 

- (3, Bendle, 36, IDS. 

minor, Benth., 36,197. 

Namibia domestica, Tknnh., 23, 32. 
Nannoglotiis carpesioidea, Maxim., 
23, 430. 

Nanocnide juponiea, Blume, 26, 473. 

lobata, H hid,, 26, 473. 

Ha ravelia pilulifem Ha,nee, 23, 8. 
Narcissus Tazetta, var. cliincnsis, 
M. Harm., 36, 87. 

Narcloslaebys ekiuensis, BaiaLn, 36, 
495. 

Jataruansi, DC., 23, 398. 

Nardnrus filiibrmis , var. chin ends, 
Franeb., 36, 404. 

Nardus ciHaris, Linn., 36, 303. 

indica, Linn., 36, 402. 

Nasturtium amphibium, B. Bt\, 23, 
39. 

atrovirens, DO., 23, 40. 
austriacum, Grant?, 23, 39. 


Nnafurl iuni barbarmfolmm, Fraatk., 
36, 495. 

henghaleme, Hanee, 23, 40. 

Cant cl hi a, Fiaeh., 23, 39. 
cantonimm , Hum*©, 23, 39. 
globosum, Turct,, 23, 39, 

Henryi, Oliver, 36, 495. 
indicum, DG., 23, 40. 
nucrospormuni, DC., 23, 40. 
niontttiiiun, Wall., 23, 40. 
officinale, h\ Hr., 23, 40. 
palustre, 1)0., 23, 41. 
sinense, DG., 23, 41. 
sylveslro, B . Br., 23, 41. 

Natsiatum sinense, Oliver, 36, 495. 
Nauolea Adtna, Sin., 23,370. 
admoides, LindL, 23, 370. 
pilutifora, Baill., 23, 370. 
purpurea, lioxb., mentioned, 33, 
370. 

rac&mom, Sieb. & Zucc., 23, 371. 
sinensis, Oliver, 36, 495. 
Naumhurgia thyrsijlora, Eeiclib., 26, 
58, 

Neckamandra aliernij'oVta, Thw., 36, 

2 . 

Boxhurghii , Planeb., 36, 2, 

Neillia amnia, Hemd., 36, 495. 
gracilis, Franck ,, 36,495. 
longiracemosa, Hemsl., 36,495. 
rubiflora, J0. Don, 36, 495. 
sinensis, Oliver, 23, 228. 
thibetiea, Bur. $' Branch., 36, 
495. 

r thyrsiilora, D. Don, 36, 495. 
Neoftia australis, E, Br., 36, 41. 

— 1 $ chine ads, Edwards, 36, 41. 
camisdiaica, Eeicbb., 36, 40. 
camtscliaticn, tiprnig., 36, 40. 
A'amischatica, Lindl., 36, 40. 
rniercmtha, Lindl., 36, 40. 
ymrm, iver-Oawl., 36, 45. 
irnijbrmm, 8preng M 36, GO. 
sinensis, IVrs., 38, 41. 

NEl'ENTirACEAC, 26, 358, 

Nepenthes Pliyllamphom, With/., 26, 
358. 

Ne]j eUhhntryoides, Miq., 26, 290. 
eimdeseens, Maxim., 26, 289. 
calamiulboides, Batik., mentioned, 
26, 290. 

Cataria, Ltun., 26,288; mentioned, 
290. r 

Everardi, 8. Moore, 26, 289. 

Fordii, Hemsl. *, 26, 289. 
Glcchoma, Benfh., 26, 290; men¬ 
tioned, 289. 

— var. sinensis, Miq„ 26, 290, 
incam, Thunb., 26, 263. 
japmica, Willd , 26, 203. 
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Nope hi lavandulacea, Linn., 2B, 
290. 

leueophylla, Bcnth., 26, 290. 
tenui folia, Bcnth., 26, 290. 

Nephelaphy lluin ehinense, llolfe, 36, 

coxchfolium, Lindb ., mentioned, 36, 
19. 

Crist atum, Bolfe, 36, 19. 

Nephelium Lit,chi, Camh., 23, 139. 

Longana, Camh., 23, 139, 492. 
Fephrocoduni malaccense , 0. Muell., 

36, 4. 

Hephroccelium malaccense, Turcz., 
36, 4. 

Nephroica emieifolia , Miers, 23, 28. 
cynanchoides, Miers, 23, 28. 
dll at id a, Miers, 23, 28. 
hast at a, Miers, 23, 28. 
hexagyna, Miers, 23, 28. 
ova Ufolia, Miers, 23, 28. 
pyvnrmtha, Miers, 23, 28. 
sarmeniosa, Lour., 23, 28. 
Thnnhergti, Miers, 23, 28. 
triloba, Miers, 23, 28. 

Nerine a area, Bury, 36, 89. 

jrjponica, Miq., 36, 89, 

Ntirium odorum, &Wand., 26, 97. 
Oleander, Linn., mentioned, 26, 
97. 

Nertera sinensis, Ilemsl. * , 23, 391. 
Neuboekia ic mil folia, Alefeld, 36, 
85. 

Ncnstantkm chinensis, Benth., 23, 
191. 

pkaseoloides, Bentli., 23,191. 
Nevraudia madagascariensis, Hook.f, 
36,409. 

Nicamlra physaloides, H Gaertn., men¬ 
tioned, 26,175. 

Nicotiana chinensis, Finch., 26,109. 
rustira, Linn., 26, \ 09. 

Tabacum, Lhm., 26, 109. 

JSir/rinia serrata, Thunb., 26, 309. 

spicifera, Lam., 26, 308. 

Nifcmria Sehoberi, Linn., 23, 97. 
Nomocharis moleagrimi, Franck 36, 
130, 

pardantluna, Franck., 36, 130. 
Norysca aurea, Blume, 23, 72. 
chinemm, Hpaeh, 23, 72, 
punctata, Bluirte, 23, 72. 
Nothopnnnx Boekii, Harms, 36, 
495, 

Davidi, Franck., 36, 495. 
Rosthornii, Harms, 36, 495. 
Nothoscordum nerinifolium, Bentli., 
36,120. 

Nothosmyrninm japonieum, Miq., 23, 

120 . 
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Notopterygium, Batmen, 36/495. 
Forbcsii, Boissieu , 36, 495. 
Franeheli, Boissieu, 36, 495. 
Nouelia insignia, Franck., 23, 472. 
Nyctaoink.13, 26, 317. 

Nycianthrs grandijhra, Lour., 26, 82. 

Samhae, Linn., 26, 80. 

Nym pinna, acutifolia, DC., dislrib., 
23, 4S3, 

aeufciloba, DC., 23, 33. 

Nelumbo, Lour., 23, 34. 

^pygmiea, Ait., 23, 33. 
tetragon^ Georgi, 23, 33; dislrib., 

NV.MPJUEACE.E, 23, 33. 

Ntnnphanthas chinensis, Lour., 26, 
423. 

Nyssa sossili flora, Hook. f. tf Thoms., 
mentioned, 23, 340. 
sinensis, Oliver, 36, 495. 


Oberonia iridifolia, Lindl 36, 5. 
pyrulilera, Lindt., mentioned, 36, 
‘ 0 . 

yunnanensis, llolfe *, 36, 0. 

Obiune arenaria, Moq., 26, 325. 

muricata, Gaertn., 26, 320. 
Ochranthe arqnia, Lindl, 23, 143. 
Oeimum Basilieum, Linn., 26, 200. 
eanum, Sims, 26, 260. 
capii citatum, Linn., 26, 269. 
gmndijlonm, Blume, 26, 209. 
sanctum, Linn., 26, 200. 
stmninenm, Sims, 26, 260. 

Ocymum panel alum, Thunb., 26, 281. 

scabrum, Thunb., 26, 281. 
OdontochiliiB Glarkei, Hook.f., 36,43. 
Elwcaii, C. B. Clarice, 36, 43. 
yunnanensis, llolfe * , 36, 43. 
Oeecodadcsfulcata, Lindl, 36, 38, 
Oonanthft benglmlensis, Bcnth. O’ 1 
Boole. /I 23,331. 

Hookori, (\ B. Clarke, 36, 495. 
linearis, Hall., 36, 490. 
rivularis, Dunn, 36, 490. 
Kosthornii, Dais, 36, 490. 
sinensis, Dunn, 36, 490. 
sp., 23, 332. 
species diversa, 23, 490. 

Htolonifera, DC., 23, 331; men- 
t.ioned, 329. 

Tbomsoni, C . B. Clarke, 23, 332. 
Oenothera fmiicosa, llance, 23, 310. 
longifiora, Jaeq., mentioned, 23, 
310. 

OljACINflLE, 23, 114. 

Oldenlantlia alula, Hook.f, 33, 376. 
an gust ifolia, Bentb., 23, 375. 

—* var. pcdicrllutu, Miq., 23, 377. 
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Oldenlandia eorymbosa, Linn., 23, 
377. 

diffusa, -Boxb., 23, 377. 
herbacea , DO., 23, 377. 

— var. uniflora, Benth., 23, 377. 

Imp Ida, Benth., 23, 374. 
paniculata, Linn., 23,377. 
pterita, Miq., 23, 37G. 
repens , Linn., 23, 372. 
rubioides, Miq., 23, 373. 
umbdlata, Osb., 23, 377. 

O&cs Aqmfolium, Sieb. & Zuec., 26, 
87. r 

clavafa , D. Don, 26, 92. 
consangmncn Hance, 26, 93. 
fmgrnns, Thuub., 26, 88. 
margin* da, Champ., 26, 88. 
oiwfo, Miq., 26, 88, 

Walpcrsiana, Hanco, 26, 93. 

OnEACK/E, 26, 78. 

Oligobotrya Henryi, Laker, 36, 109. 
Olyra orient alis, Lour., 36, *205. 
Omphalodes blepharolepis, Maxim., 
26, 148. 

cordata, Hemsl. *, 26,148. 
diffusa, Maxim., 26, 148. 
moupinensis, Franck ., 36, 496. 
serieea, Maxim., 26, 148. 
triehoearp^ Maxim., 26, 148. 
Oinphalogramma, Franck., 36, 496. 
Delavayi, Franck., 36, 496. 

Soulieri, Franck 36, 496. 
vincseilora, Franck, 36, 496. 
Onagrarieje, 23, 307. 

Omra japonica, Franeh., 36, 4187 
Onosma exsertum, Hcmd., 36, 490. 
paniculata. Bur. cj’* Franeh., 36, 
496. 

sinica, Zh'e/s, 36, 496. 

Qnyehium japanicum, Blume, 36, 

12 . 

Opa Metrosideros, Lour., 23, 264. 

odorata, Lour., 23, 297. 

Ophelia angustifolia, D. Don, 26, 
138. 

hmaculata, Sieb. & Zucc,, 26, 139, 
140. 

chinensis, Bunge, 26,139. 
dilida, Ledeb., 26, 139. 
pulchclla, D. Don, 26, 140. 
tetragona, Edgew., 26, 141. 
medians, Hance, 26, 141. 
Ophiopogon Bockiana, Diels, 36, 
496. 

clavatus, O. H. Wright, 36, 77. 
clraesenoides, Hook, mentioned, 

36, 77, 

gracilis, Kuntb, 36, 79. 

Griffithii, Hook./., 36, 77. 

Jabumn, Lodd,, 36, 77. 


Ophiopogon japonicus, Ker-Gawl., 
36,78, 153/490. 

— var. garni urn, Maxim., 36, 78, 

— var. intormediuH, Maxim., men¬ 
tioned, 36, 78, 80. 

— var. umbraticola, (J. H. Wright *, 
36, 78. 

— var. umbrosus, Maxim., 36, 78. 

— var. Wallichianus, Maxim., 36, 

. 78 - 

japonicus , Wall., 36, 79. 
kanmmus, Batalin, 36, 79. 
longij'olim, Deene., 36, 79. 

Mnscari, Decue., 36, 79. 
spicatus, Hook., 36, 79. 
spicahis, Ker-Gawl., 36, 79. 

— var., 36, 496. 

— var. communis, Maxim,, 36, 79. 

— var. gracilis , Miq., 36, 79. 

— var. korcanus, Palibin, 33, 80. 

— var. Kunthianvs, Maxim., 36, 
79. 

— var. minor, Maxim,, 36, 80. 
spicatus, Lodd., 36, 80, 
umbraticola, Ilance, 36, 78. 
Wallickiaum, Hook, f., 36, 78. 

Ophiorrhiza cautonensis, Hance, 23, 
378. 

Fyrd, Champ., 23, 378. 
inffata, Maxim., 36, 496. 
japoniea, Blume , 23, 371. 
Kuroiwai, Makino, 36, 496. 
pumila, Champ., 23, 378. 

Tashiroi, Maxim,, 36, 496. 
Ophivspermuiti siuensc, Lour., 26, 
402. 

Ophioxylon chi noise, Hance, 26, 95. 
Opliilints numostachyus, J. 8, Presl, 
36, 362. 

undidu 6, Nees, 36, 303. 

Oplirys vamtschafea , Linu., 36, 40. 
CoraUorh'ua, ijinn., 36, 9. 
Mimmhis, Linn., 36, 51. 
nervosa, Thtmb., 36, 7. 

Oplismenus compobilus, Jjeaitv., 36, 
337. 

Cms-Galli, Dmn., 36, 329. 
frumeniaceits, Kunlh, 36, 329. 
loliaceus, Beauv., 36, 357. * 
undulatifolius, Beauv., 36, 338. 
Opuntia Dillenii, Haw., mentioned, 
23, 323. 

Orciiidaceas, 36y5. 

Orchis aristata, Fisch, 36, 49. 
bracteaia, Wilid., 36, 54. 
camtschalica, Cham., men! ioned, 
36, 49. 

Ohusua, B. Bon, 36, 49. 
conopsca, Linn., 36, 52. 
cue idlat a, Linn., 36, 52. 
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Orchis rUntata, Sw., 36, 59. 
falcata, Thunb., 36, 38. 
fuscesems , Linn., 36, 55. 
genieulata, Find , 36, 496. 
gigantea, 8m., 36, 37. 

•mearnata, var. lanoeoiata , Reichb. f., 
36, 50. 

japonic#, Thunb., 36, 56. 
lalifolia, IAnn., mentioned, 36, 49. 
— Tar. Beerinqiana, Cham., 36, 
49. 

monopkylla, liW/tf, 36, 50. 
ohcordata, Bueh.-Ham., 36, 56. 
Roborovskii, Maxim., 36, 50. 
salina, Tares., 36, 50. 
spathulata, Jiciehh,/., 36, 50. 

Susan nee, Linn., 36, 57. 
Szechenyiaua, Jteichb. /., 36, 50. 
viridis, Crantz, 36, 54. 

Oreoekaris aurantiaca, Franch., 26, 

226 . 

Auricula, C. B. Clarke, 26, 22G. 
Benthami, G. B. Clarke, 26, 226. 
Belavayi, Franch., 26, 226. 
fllipes, Licence, 26, 220. 
fokicnensis, Franch., 36, 490. 
lTepryana, Oliver, 36, 490. 
Mnxhnowiczii, C. B. Clarke , 26, 
220 . 

tubicella, Franch 36, 490. 
Oreocnide Fargesii, Fmet, 36, 496. 

frutcticcm, Miq., 26, 491. 

Oreorchis lbliosa, Lindl. , 36,9. 
Oresitropke rupifrnga, Bunge, 23,271. 
Origanum cretkum , Lour., 26, 282. 
Biofcamnus, Lim., mentioned, 26, 
282. 

heracleoticum, Lour., 26, 28G. 
Marjorana, Linn., mentioned, 26, 
282. 

nor male, T). Bon, 26, 282. 
vulgaro, Linn., 26, 282. 

* Orilhgia eduth, Miq., 36,138. 

Orixa japonioa, Thmh 36, 490. 
Ormooarpum sennoidos, DC., 23,170, 
Ormosia cnmtrghmia, Benfh., 23, 204. 
Forcliana, Oliver, 36, 490. 

Honryi, Brain, 36, 490. 
paehywjlk, Champ., 23,20 L 
semicastrata, LI a nee, 23, 204. 
striata, Dunn, 36, 490. 
yunnanensis, Brain, 36, 496. 
OrnUhocephaloeMoa tmmicola, Ivurz, 
36, 340. 

Ornithoohilus Belavayi, Find, 36, 
496. 

enhleplmvon, Hance, 36, 38. 
tiiscus, Wall,, 36, 38. 

Ornithogalum japowiemn, Buerger,36, 
192. 


O rnithogalum japonicum, Thunt., 36, 
127. 

Mem, Linn., 36,138. * 

paueijlonm, Turcz., 36,139. 
trifiorum, Ledeb., 36,140. 

O RO B A NCII AC EM, 26, 220. 

Orobanche albolanata, Stead., 26, 
221; mentioned, 222. 
ammophila, C. A. Meg , 26, 221 ; 

mentioned, 222. 
cancscens, Bunge, 26, 221. 
ccwyophgllaeca, Bunge, 26, 222. 
om brochures, Hance , 26, 222. 
pycnostachya, Hance, 26, 222. 
Orobus lathyroides, Linn., 23, 186. 
venosus, Willd mentioned, 23, 
185. 

vernus, Linn., mentioned, 23, 
185. 

Orontmm cochinch in ense, Lour., 36, 
# 187. 

japonicum, Thunb., 36, 115. 
Oroxylum inchcum, Vent., 26, 234. 
Orthopiajon compos'd us, R. Br., 36, 
337. 

Ortliobiphon debilis, Hemd.*, 26, 267. 
sinensis, Hem si. * , 26, 268. 
stamiueus, Bcnth., 26, 208. 
Orueophmqmus sonchifoUas, Bunge, 

‘ 23,47. 

Oryza communmima, Lour,, 36, 344. 
glutinosa, Lour., 36, 344. 
montana. Lour., 36, 344. 
prcecox, Lour., 36, 344. 

9 saliva, Linn., 36, 344. 

Oryzopsis obtusa, Stapf, 36, 383. 
Osbeckia chinensis, Linn., 23, 298. 
crinita, Bcnth., 23, 299. 
hetcranthera, Spreng., 23, 300. 
repeus, DC., 23, 3()0. 
stelkda ft, BO., 23, 299. 
sldlata, Hand., 23, 299. 
stellata, Wall., mentioned, 23, 299. 
Osman thus Aquifulmm, Bcnth, A 
Llook.f, 26, 87. 
armatus, Diels, 36, 490. 
bractoalus, Matsum 36, 496. 
Couperi, Ilemsl., 36, 496. 

Belavayi, Franch., 26, 87. 

Fordii, Lleiusl. *, 26, 88. 
fragrans, Lour., 26, 88. 
ilkijolius, Hurt., 26, 87. 
marginatus, Bcnth. $ Hook, f., 26, 
88 . 

Osmorrhiza longistylis? DC., men¬ 
tioned, 23, 300. 

Osmothamnm fraqans, BO., 26, 23. 

pcdlidm, BO., 26, 24. 

Osteomoles antkyllidifolia, Lindl., 23, 
265. 



Qttlcoinelos Pijvacantha, J)ecne., 23, 

202 . 

stthrufjnnla, C. Tvnrli, 23,205. 

Ostrya carp/nifolia , Franck, 26, 503. 
jrfjioniea, Sargent, 26, 503. 
virgiuiea, Wiiid., 26, 503. 

— tv//*, jjaponica, 31 aw on., 26, 503. 
Ostnopsis Davidiana, JJecnc., 26, 

502. 

— var. cinerascens, Franck 26, 

503. 

Davidmia, Francb., 26, 503. * 
Osgrisjapmiica, Thunh, 23, 341. 
Otantliera Fordii, Hanch, 23, 209. 
Ottolia aliaraoides, Pet's., 36, 3. 
indica, Planch., 36,3. 
japonica, Miq., 36, 3. 

Ourmparia a* N auclea. 

sinensis, Diels, 36, 406. 

Osalis Acetoseila, Linn., 23, 90. 
corniculata, Linn., 23, 99. 
fonima, Bunge, 33, 99. 

Griffitkii, Edgew. Hook. 23, 
99. 

japonica, Franch. tf* Sac., 36, 496. 
Martin na, Zitcc., 23, 99. 
oblriangulata, Maxim., 23, 99. 
Beinwardtii, Zuec., 23, 100. 
sensitiw,Juinn., 23, 100. 
stricta, Linn., 23, 99. 

Oxyneros sinensis, Lour., 23, 382. 
Oxygraphis Cymbal aria, Pursh, 36, 
490. 

Delavayi, Franck , 36, 496. 
glacialia, Bunge, 36,497. * # 

Oxyria sinensis, Hems/., 36, 497. 
Oxyspora pane?floret, Bentk., 23, 301 
Oxytropis Beketowii, Krttssn., 36, 
497. 

bicolor, Bunge, 23, 167. 

Delavayi, Franck, 36, 197. 
fnlcata, Bunge, 36, 497. 
kirta, Bunge, 23, 167. 
kansuensia, Bunge, 36, 497. 
melauocalyx, Bunge, 36, 497. 
Madleudorffi, Bunge, 23, 107. 
oekroeopkala, Bunge, 36, 497. 
oxypkylla, I)C., 23,168. 
psamiuocliaris, Ha nee. 33,16S. 
strobilaeea, Bunge, 36, 497. 
subfalcata, Hanec, 23, 168. 
sylinchanensis, Franch., 36, 497. 
Irichophora, Franck, 36, 497. 
uratonsis, French , 23, 108. 
yuunanensis, Franch., 36, 497. 


Pachyne spectahi/is, Salisb., 36, 18. 
Pachyrkizus angulatus, Birh., 23, 
194. 


Puchyrki/.us Thnnhergianu s Sieb. & 
Zuec., 23, 191. 
irihhus, 1)0., 23, 191, 191. 
Paekvsaudra axillaris, Franck, 26, 
419; 36, 497. 
coriucea, Hook., 26, 418. 
terminalis, Sick *V* Zuec., 26, 419. - 

Pachystoina cliinense, Brick/). 36, 
17. 

Fortune?, Eeiclib. f., 36, 18. 

Paideria chnensis, Hancc. 23, 389. 
fad Ida, Tkuitb., 23, 389. 
tomenfcosa, Bln me. 23, 389. 

PcedcroUt axillaris, vSieb. & Zuec., 26, 
195. 

hmeteaia, Sieb. & Zuec, 26, 195. 
vUlomhi, Miq., 26,195. 

Paconia anomala, Linn., 36, 49. 
Delavayi, Franch ., 36, 497. 
lutea, Franch., 36, 497. 

Pali urns aenleatus, Lam., 23,126. 
Auhlcfia, Schultz, 23, 126. 
australis, Gaertn ., 23, 120. 
hiraulus, Hernsl., 36, 497. 
oriontalia, Hemd., 36, 497. 
ramosissimua, Pair., 23,120. 
pALMiE, 36, 169. 

Palura siniea, Miers, 26, 75. 

Panax aculeatum , Ait., 23,339. 

Davidi, Franck, 36, 497. 

Delavayi, Franch., 36, 497. 
divarieutmn, Sieb. & Zueo., 23, 339. 
fallow, Miq., 33, 339. 
frngrans, J&oxb., 23, 343. 

" Ginseng , 0. A. Mey., 23, 338. 
Lnurcinanum, DC., 33, 839. 
quinqnefolium. Liiui., 23, 838. 
ricimifoUum, Sieb. <fc Zuev*., 23, 310. 
sesdfijlurtm, littpr. & Maxim., 23, 
340. 

spinositm, Linn., 23, 341. 

Paneovia Delavayi, Franch., 36, 197. 
Pancratium bijlorum, Bowk. 36, 90. * 
zeylanicum, Linn., mentioned, 
*36, 90. 

Pan oanack.k, 36, 171. 

PaudanuH fascieularis, Linn., 36, 171. 
furcat.ua, Boxb., 36, 171. 
odoratissimus, Linn., 36/471. 
sp„ Dance, 36, 171. 
sp., Mu Bum., 36, 497. 
urophyllus, Mance, 36, 171. 
Panicum aceres^ms, Trin., 36, 832. 
acroantlium, SfetuL, 36, 327. 
aliens, Steud., 36, 321. 
ambiguum, Trin., 36, 327. 
amplexicaule, Budge, 36, 327. 
angustum, Trin., 36, 330. 
arhorcRcem, Linn., 36, 328, 

: aspvrmn. Boom., 36, 339. 
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Panicmn barhaftnn, Willil., 36, 322., 
brcvifolium, Linn., 36, 338. 
caesium, Nees, 36, 339. 

('Mure, Betz., 36, 325. 
cmichum, Italic., 36, 53-1. 
eoceospermum, Stand., 36, 333. 
eolorumi, Lwn , 36, 328. 
comvutf rtf inn, Nees, 36, 325. 
compositnm, Lmn., 36, 337. 
cuncinnim, Nees, 36, 333. 

Crus* Curvi , Linn., 36, 329. 
Crus-Galli, Linn., 36, 328. 

■— mr, Jt'rumenlaceuui, Trlm.cn , 36, 

329. 

dncompositnm, JR. Hr., 36, 330. 
distachyum, Linn,, 36, 330. 
c.mtrrens, Trin., 36, 338. 
fihrosnm, Had?., 36, 326. 
Firbcsianum, Nees, 36, 831. 
/rumen/aceum, Boxb, 36, 329. 
(//tthntm, Ganelin, 36, 321. 
glauam, Linn., 36, 835. 
he/errm/hum, Nees, 36, 828. 
hispid it linn, Hook,, 36, 829. 
humifumm, Tvunlh, 36, 824. 
bundle, JTces, 36, 880. 
incomtitm , Trin., 36, 888. 
iutlicum, Linn., 36, 880. 

— var. angustann, tlonh'. /., 36, 
830. 

— var. contraction, Miq., 36, 

330. 

ischremoixles, Betz., 36, 333. 
italic nm, Linn., 36, 335, 
khasiamun, Munro, 36, 331. 
mandshuricum, Maxim., 36, 341. 
maximum, Jmq., 36, 331. 
micrognos/um, Sfeucl,, 36, 833. 
milinceum, Linn., 36, 331. * 
montanum, Itrurb., 36, 831. 
in id/inode, JPresl, 36, 331. 

Mt/arm, H. B. It., 36, 327. 
nutans, Boom., 36, 382. 

* tier imam, Boxb., 36, 380. 
nihgirimm, Stand., 36, 883. 
nodosum, Ktntth , 36, 831, 
omfifolium, Poir., 36, 328. 
pa/Jens, Bw ., 36, 334. 
palmm/olium, Boon., 36, 880. 
ptdudtMm, Boxb., 36, 332. 
qxmmlum, Trin., 36, 324. 
patens, Linn., 36, 332. 
patens, Osbeck, 36, 321. 
peniciUatmi, Necs, *36, 335. 
plimfim, Lam., 36, 336. 
prolifer am, Lam., 36, 332. 
prostratum, Lam., 36, 332. 
psilopoclium, Trin „ 36, 332. 
■pulchellum, Spreng., 36, 387. 
radieans, Betz., 36, 332. 


Pnnifum ropons, Linn., 36, 83& 
Jihhfiion , Stand., 36, 382. 
sang n irate, Linn., 36, 825. 
garmentusnm, Bomb., 36, 383. 
scniia/afum, B. I5»\, 36,834. 
aim pi hi use alum, Wight & Arn,, 36, 
399. 

spicatnm, Boxb., 36, 339. 
spinesaens , B«. Br., 36, 339. 
stagninum , Hance, 36, 329. 
temiijlomm , B. Br., 36, 324. 
ternaimn, Hochsfc., 36, 327. 
trtpheron, Sckult., 36, 333. 
mdulatifoJtyini, Areluino, 36, 338. 
vacillans, Steud., 36, 333. 
villosum, Lam., 36, 333. 
viride, Linn., 36, 337. 

WiUianmi , Hance, 36, 341. 
Paparcr nlpinum, Linn., 33, 34. 
nadicrude, Linn., 33, 34. 
lthoens, Linn., mentioned, 33, 31. 
somniferum, Linn,, 23, 34. 
Papavehacm, 23, 34. 

Papin ouedilum Parishii, Pfiin., 36, 

07. 

purpuratum, Pjitz., 36, 07. 
Papilionacb.e, 23, 150. 

Pappopkorum brarhqstachyns , Jaub. & 
Spach, 36, 407. 
horeale, Griseb., 36, 407. 

Papyrus odorn/ns , Willd., 36, 222. 
Paradisia minor, 0. H. Wright , 36,497. 
Paradombeya, St<apj\ 36, 497. 

sinensis, Sfrtpf, 36, 497. 
Parupoitsia, Miq., 26, 97. 
i Varairopiacanioniemis, Hook. & Arn., 
23, 342. 

Pardanthus ehinensis, Ber-GawL, 36, 
86 

dichotoma , Ledob., 36, 81. 

Purer hi/es adnascens, Ilauco, 26, 

100 . 

Bowriugii , Hance, 26, 99. 
Thunhergii , A. Gray, 26, 99. 
Parietaria dchilis, Cr. Ford., 26, 492. 
— var. mirrantha, Wedd ,, 26, 492. 
debt/is, G. Fornt partirn, 26,492. 
mirrantha. Led el)., 26, 492. 
wioroplit/fla , Liebrn,, 26, 470. 

Paris Bockiana, Diels, 36, 497. 
ehinensis, Franck, 36, 144. 
Cbristii, II Limiltt, 36, 497. 
Delavayi, Franck^ 36,144. 
Fargesii, Franck, 36,145. 
Franehctiana, H. Ltveille, 36, 497. 
Henryi, Bids, 36, 497. 
hemphylla, Chain., 36, 146. 
incomplete*, Bleb., 36,145. 
Mereieri, II. Live HU, 36, 407. 
obomta, Ledob,, 36, 146. 



Parisfiefciolata, Baker , 36, 145. f 

— me. membranauea, C. IT. 
Weif/M * , 36, 145. 

polypbylla, Sul, 36,145. 

— var. braebystemon, Franck., 36, 
140. 

— var. platypetala, Franck., 36,140. 
quadrifolia, Linn., 36, 146. 

— var. obovata, JEtegd , 36, 146. 

— var. setcliuenensis, Franck., 36, 
146. 

ihibetica, Franck 36, 497. 
yunnanensis, Franck., 36, 146.# 
Parnassia a,mama, Dicing 36, 497. 
appondiculata, Batalin, 36, 497. 
chinensis, Franck 36, 497. 
crussifolia, Franck., 36, 497. 

Davidii, Franck 36, 497. 

Delavayi, Franck., 36, 497. 

Fabcri, Oliver, 36, 497. 
foliosa, jETo&&« /. cf* Thoms., 23, 

271. 

Laxmanm, P«#., 36, 497- 
lutea, Batalin, 36, 498. 
monochorifolia, Franck 36, 498. 
mysorensis, Heync, 23,271. 
Noemiiss, Ft'anck., 36, 498. 
munmularia, Maxim., 23, 271, 
oreopliila, Hance, 23, 272, 
palustvis, jAmi., 23, 272. 
pereiliata, Diels, 36, 498. 
pusilla, Hook. f. Q Thoms., 36, 
498. 

setchuenensis, Franck 36, 498. 
viridiflora, Batalin, 36, 498. 
Wightiana, Wall, 23, 272 ; 36, 
498. 

— var. microblephara, Franck 23, 

272. 

yunnanensis, Franck., 36, 498. 

Par uch ictus conimuuis, Buch.«Ham., 
36,498. 

Paropkiorrkha khasiana, C. B. Clarke, 

26, 117. 

Parry a Bobefcowi, Krassn., 36, 49S. 

})roll (era, Maxim., 36, 498. 
siliquosa, Krrmn., 36, 498. 
villosa, Maxim., 36, 498. 

Parsonsia Helicaudra, Hook. £ Am., 
mentioned, 26, 96. 
ovata, Wall.. 26, 90. 
spiralis, Wall, 36, 90. 
Parthenocissus Henryana, Hemsl., 36, 
498. 

Himalaya na, Gilg, 36,498. 
sinensis, Diels $ Gilg, 36, 498. 
tricospidata, Planck. , 36, 498. 
Partkemmjlmi porrectum, Blume, 26, 
372. ' 

Pseudosassafras, Blume, 26, 372. 


Parvalia ehiuensiH. Franck., 36, 498. 

'clcnora, Dunn, 36, 498. 
ftuspalum amhiyuum, DC., 36, 324. 
aumdaiuin, Flueggo, 36, 320. 
hrcvifolimn, Fhiegge, 36, 324. 
chine use. Noes, 36, 324. 
eonjugatum, Berg, 36, 319. 
dissect mn, Linn., 36, 320. 
distiebum, Linn., 36, 319. 
heterantkim , Hook, t’., 36, 323. 
longijlomoi, Betz,, 36, 324. 
sanyuinalc , Lam., 36, 325. 
serobiculatum, Linn., 36, 320. 
spp., A. Henry, 36, 319, 320. 
ternatum, Ilook., 36, 327. 
Tlmnhcrgii, Kunth, 36, 320. 
vayinatu/n, S\v., 36, 419. 
villrnm, Thunb., 36, 320. 

Passer in a Chamcedaphne, Bunge, 26, 
397. 

vesiculosa, Fiseh. & Mey,, 26, 402. 
Passiilora cierulea, Linn., mentioned, 
23,312, 

cupilbrmis, Mast., 36, 498. 
ffetida, Linn., mentioned, 23, 312. 
Franehetiana, Hemsl, 36, 498. 
hainauensis, Hanee, 23, 312. 
Henryi, Hemsl, 36, 498. 

Horsfieldii, Blume, 23, 312, 
ligulifolia, Mast., 23, 312. 

Seguini, H. L&veille 4" Yaniot, 36, 
498. 

Passiflokaceje, 23, 312. 

Patrinia angustifolia, Hemsl.*, 23, 

396. 

Dielsii, Grachn 36, 498. 
gra realms, llnnro, 23, 396. 
heterophyllu, Bunge, 23, 390. 
JtispMa, Bunge, 33, 397. 
intermedia, Boom. 4’ tiektrfl, men¬ 
tioned, 23, 390. 

mounmirn, C. B. Clarke, var., 36, 
498. 

ovata, Bunge, 23, 396, 398. 
pnlmuta, Maxim., mentioned, 23, 

397. 

pareijtora, Siob, & 2uny, 23, 397. 
rupostris, Juss„ 23, 390. 
sanirubulbliu, Hemsl *, 23, 397. 
seubios-itifolia, Fiseh., 23, 307. 
feeabra, Bunge, 23, 398. 
srrratillcef(Da, Finch., 23, 397. 
villosa, Juss., 23, 398 j mentioned, 
396. _ f 

PcmUinia asiatka, Linn., 23, 108. 

japanica, Tliunb., 23, 136. 
Paulownia Fargeaii, Franck., 36, 
498. 

Fortune!, Hemsl * , 36, ISO. 
mperialis, Hanee, 26, ISO. 
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Paulownia iniporialis, Sifb. $ Zucc.. 

26,180. 

Pavetta arenom, Lour., 23, 380. 
Brunnnis, IVctlL, mentioned, 23, 
385. 

indiea, Linn., 23, 386. 
lvroneana, Miq,, mentioned, 23, 
385. 

sinica, Miq., mentioned, 23, 385. 
stricta, JRoxh ., mentioned, 23, 385. 
Peiultnb.e, 26, 236. 

Pedicularis alasclaanica, Maxim., 26, 
204. 

Alopecurus, Franck,, 26, 205; men¬ 
tioned, 207. 

Anas, Maxim., 26, 205. 
armatu, Maxim., 26, 205. 

Artselneri, Maxim., 26, 205. 
axillaris, Fraud *., 26, 205; men¬ 
tioned, 208. 

bantangerisis, Fur. 4' Fraud*., 36, 
408. 

bicolor, Diels, 36,498. 
bidentaUi, Maxim., 26, 205. 

Bietii, Fraud*., 36, 498. 
binaria, Maxim., 26, 205, 

Biondiana, Diels, 36, 498. 
biroslris, Bur. Franck., 36, 
'498. 

brevifolia, D. Don, 26, 205. 
brevilabris, Fraud*., 36, 498. 
carnosa, Wall ., 26, 205. 
oepbatnut ha, Fraud*., 26, 206. 
eheilanthifolia, Sckreuk, 26, 206. 
oilmens is, Maxim., 26,206. 
oincruaoans, Franck „ 36, 498. 
comptonimfolia, Franck., 26, 200. * 

coni (era, Maxim. *, 26, 206, 
cranoloplni, Maxim., 26, 207. 
crnspedotrielm, Maxim., 26, 207. 
cwmta, Maxim., 26, 207, 
oris! at a, Maxim., 26, 207. 
eurvituba, Maxim., 26, 207. 
t cyathopbylla, Franck 36, 498. 
J)a\idi, Franck,, 26, 207 ; 36, 
498. 

dcbilis, Franck,, 26, 207. 
decora, Franck., 36, 498. 

Belavayi, Fraud*., 26, 208. 
dolti^dcs* Franck., 26, 2( *8. 
deuMspica, Franck., 26, 208, 
clegtms, Fraud) , 36, 499, 

Blviesii, Hook., 26,208. 

Purges! i, Fraud* % 36,499. 
fustigiata, Franck., 36, 499. 
tihoifolia, Hand. * , 26, 208. 

Pilieula, Franck., 26, 209. 

Ilaeeida, Brain, 36, 499. 
lloribunda, Fraud*., 36,499. 
Francbetiima, Maxim., 26, 209. 


Pedicularis goniantha, Bur. § Fraud*.. 

1 36, 499. “ * 

gracilis, Wall., 26, 209; men¬ 
tioned, 36,217. • 

gruinu, Franc}*., 26, 209. 
gyrorhvnclia, Fraud*., 26, 209: 
Jiemsleyana, Brain, 36, 499. 

Iieuryi, Maxim., 26, 209. 
liirtella, Franck. *, 26, 209. 
imperialis, Franck., 36,499. 
ingens, Maxim., 26, 210. 
integrifolia, Hook.f., 26, 210. 
kansuensis, Maxim., 26, 2L0. 
kialenais, Franck., 36, 499. 
labellata, Vacquem., 26, 210. 
lachnoglossa, Hook.f., 26, 210. 
lasiopbrys, Maxim., 26, 211. 
laxiflura, Fraud*., 36, 499. 
leiandra, Franck .*, 26, 211; men¬ 
tioned, 220. 

linenta, Franck., 26, 211, 
likiangensis, Franck., 26, 211. 
longepetiolata, Franck., 26, 211. 
longieaulis, Franck., 26, 212. 
lanqijlara, Rudolplii, 26, 200; 36, 
499. 

longipes, Maxim., 26, 212. 
lutescens, Franck., 26, 212. 
lyrata, Brain, 36, 499. 
macilenta, Franck. **26, 212. 
inacrosiphon, Franck., 26. 208. 212; 
36, 499. 

Maximowiezii, Krassu., 36, 499. 
inelampyriilora, Franck., 26, 212. 
microehila, Fraud*., 26, 212. 
irflcropkyton, Bur. jJ*- Fraud*., 36, 
499. 

moupinensis, Franck., 26, 213; 36, 
499. 

muacicola, Maxim., 26, 213. 
Mtissoti, Franck., 36, 499. 
myriophylla, Ball., 26,213; men¬ 
tioned, 217. 

naBturtii folia, Fraud*., 36, 499. 
oligantha, Fraud., 26, 213. 
oxyearpa, Fraud*., 26, 213; men¬ 
tioned, 212. 

phacelinetblin, Franck 36, 499. 
pilostaehya, Maxim., 26, 213. 
plica! a, Maxim., 26, 213. 
polyphylla, Fraud*., 26,213; men¬ 
tioned, 207. 

porvecta, Wall., mentioned, 36, 

211 . 

Potanini, Maxim., 26, 214. 
Princeps, Fraud*., 36,499. 

Provoti, Franck., 36, 499. 
Przewalskii, Maxim., 26,214, 
ramalana, Britt., 36, 499. 
recur va, Maxim., 26, 214. 
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Pedicuh r‘r*» relrncta, Maxim., 26, d A. 
resupinat’i, Lam., 26, 214. 

Ilex, C\ L. Claris 26, 214. 
rhodoiTOcha, Maxim., 26, 215. 
rhynchodont a, Fraud/., 36, 499. 
rigida, Fraud/., 26, 214. 
Boborowskii, Mu.vim., 26,215. 
ruclis, Maxim., 26, 215. 
rupieola, Franck., 26, 215. 
sa.lvisc flora, Franck. * , 26, 215. 
Scolopax, Maxim., 26, 216. 
somitorfca, Maxim., 26, 216. 
sigmoidea, Franck., 26, 216. <* 

Sima, Maxim., 26, 216^, 
sipbouantha, I). Don, 26, 216. 
Souliei, Franck., 36, 499. 
spieata, Fall., 26, 216. 
stonanlha, Franck., 36, 499. 
stenoeorySj Franck., 36, 499. 
striata, Pall., 26, 216, 
slrobilaeca, Franck. * , 26, 216. 
superha, Franck., 26, 217. 
szetsc liu aniea, Maxim. , 26, 217. 
Tartarinowi, Maxim., 26, 217. 
tutsienensis, Franck., 36, 499. 
tenuiseefn, Franck., 26, 217. 
tern ala, Maxim., 26, 218. 
tibetica, Franck., 36, 499. 
longulensis, Franck., 36, 499. 
fortn, Maxhn., 26, 218. 
irichoglossa, Franch., 26, 21S. 
tristis, Linn., 26, 218. 
tsangehanensis, Franck., 26, 218. 
vagans, He awl. * , 26, 218. 
verbensefolia, Franck ,, 26, gl9 ; 

mentioned, 211. 
veromcifolia, Franck., 36, 499. 
versicolor, Waklenh., 26, 219. 
verticillata, Linn., 26, 219. 

Yiali, Franck. *, 26, 219. 
villosula, Franck. *, 26, 220. 
yunnanensis, Franck 26, 220. 
Peganmn Nigellaslrum, Lunge, 23, 
103. 

Peliosanthes Dolavayi, Franck., 36, 
77. 

maoroslegta, Sauce, 36, 77. 
Pellionia, genus referred to, 26, 482. 
ambigua, Weld., 26, 482. 
brevifolia, Benth., 26, 481. 
Griffithiana, Wcdd., 26, 481. 

Grijsii, Sauce, 26, 481. 
radieans, Wcdd., 26, 481; men¬ 
tioned, 484. 

scabra, Benth 26, 481. 
tmbellala, Wedd., 26, 483. 
viridis, 0. H. Wright *, 26, 481. 
Peltophorum ferrugineum, Benth., 23, 
204. 

Pemphis acidula, Font., 23, 305. 


r 

• 

i Pnitcilmria spieata, Wilkl., 36, 339. 

I lVnnisetum chine use, Nees, 36, 338. 
compression, L. Bt\, 36, 338. 

— var. viridesccns, Lendle *, 36, 
339. 

flaccidum, Griseh., 36, 339. 
japonic urn, Trill., 36, 3; 18. 

— var. viridesccns, Palib., 36, 339. 
spicaium, Eoem. & Sehult., 36, 

389. 

typkoicleum, Lick., 36, 339. 
Pentavcduuii bontioides, Sieb. & 25uce., 
26, 250. 

Pentaneura kbasiana, Kitrs, 26, 

100 . 

Pentapanax Henryi, Harms, 36, 
499. 

verticillatum, Dunn, 36, 499. 
yunnanensis, Franck., 36, 499. 
Pentapetes pbcenicea, Linn., 23, 91. 
Pent aphylax euryoides, Gardn. 4‘ 
Cham//., 23, 77. 

Pcntasachme emidaUmi, Wall., 26, 

112 . 

Championi, Beutk,, 26,112. 
glaueesecns, Dccnc., 26, 112. 
Stauntoni, Dccnc., 26,112. 
Pentatropis officinalis, Hemd. *. 26, 
110 . 

spiralis, Dccnc., mentioned, 26, 

110 . 

Pentborum ekinense, Pursh, 23, 
288. 

intermedium, Turez., 23, 2S8. 
sedoides, Linn., 23, 288. 

—forma a n gust [folia., Miq., 23,288. 
Pepcromia dindygulensis, Mig., 26, 
300. 

polvslticliya, A, Dicfr ., mentioned, 
26, 300. 

retlexa, A. Diefr., 26, 300. 

Pcplis indica, Wilkl., 23, 303. 
Pcrdici/m Anmid.Ha, R. Br., 23, 473. 

tommt/mm, Turez., 23, 473. 
rergularia divaricate,. Lour., 26, 97. 
japo/iica, Thunb., 26, 111. 
minor, Audr „ mentioned, 26, 114. 
odoratissinm, *SV., 26,114. 
odoratimma , Sm M 26, 114. 
pallida, Wight & Arm, ^16,414. 
sinensis. Lour., 26, 101, 
Pericampylus admteus, Miors, 23, 211 
assamiens, Miens, 23, 29. 
incanus, Miers,* 23, 29. 
tntunhmnaeeus, Miors, 23, 29. 

Peril la argufa, Benth., 26, 279. 
lanceolata , Benth., 26, 281. 
nankinensis, Deem., 26, 279. 
ocyrnoides, Linn., 26, 279. 

— var. crispa, Benth., 26, 279. 
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Pcriploea calophylla, Falconer, *26, 
101 . 

chin easts, Lour., 26, 101. 
chhienm, Sprang., 26, 101. 

Sepiurn, Bunge," 26, 101. 
Peristropho chin east's, Nees, 26, 248. 
Cnmhigmia, Nees, 26, 249. 
fera, 0. B. Clarke, 26, 249. 
Montana, Nees, 26, 249. 
tinetoria, Nees, 26, 248, 


P/Hicedanmn Pneruptorum,^ Dunn, 
36, 500. 


reptans, Diels, 36, 500. * 
rigidum, Bunge, 23, 3115. 
spp., 23, 335, 335. 
terebinthaceum, Finch., 23, 335, 


torilifolium, Boissieu, 36, 500. 


Phaca Salsula, Pall., 23, 162. 


irifoliata, Linn., 23,167. 
villosa, Nutt.., mentioned, 23,167. 


Prnstylis grandis, Blame, 36, 54. 
Peristylus hracteatus, Lindl., 36, 54. 
chloranthns, Lindl., 36, 53. 
eoeloceras, Find, 36, 499. 

Forceps, Find, 36, 499. 
goodyeroides, Lindl., 36, 54. 
m< man thus, Find, 36, 499. 
Sampsoni, Hancc, 36, 54. 
tetmlobuB, Find, 36, 499. 
viridis, Lindl., 36, 54. 

Perofcis latifolia, Ait., 36, 343. 
longiflora, Nees, 36, 343, 
paiula , Nees, 36, 343. 

Perroitetia raoemotaa, Oliver , 36, 
499. 

Persea, Plum., 26, 370. 

Camphor a, Spreng., 26, 371. 

Ci'heha, Spreng., 26, 380. 

Nanmu, Oliver, 26, 3/6. 

Persica Davidiana, Carr., 23, 220. 

vulgaris, Mill., 23, 220. 

Pertya Bodinieri, Vaviot, 36, 499. 

sinensis, Oliver, 36, 499. 

Perularia fuscescem, Lindl., 36, 

55. 

Petasites japonicus, Miq., 23, 446; 
mentioned, 447, 
spurim, Miq,, 23, 446. „ 

trieholobus, Franck, 23, 447. 
Petrooodon dealbatus, Hanes, 26, 
229. 

Petroeosmea grandiflora, HemsL, 36, 

♦ 499. 

iodioides, HemsL, 36, 500. 
minor, HemsL, 36, 500. 
sinensis, Oliver, 36, 229. 
Petroselinum sativum, Hoffm,, men¬ 
tioned, 23, 328, 

Peuced^jium cartilagineo-margina- 
tum, Ma/eino, 36, 500. 
deeursivum, Maxim., 23, 335. 
Delavayi, Franck , 36, 500. 
elegans, Komarov ^i6, 500. 

Giraldii, Diels, 36, 500. 
graveolens, Benih. $ Hook /., men¬ 
tioned, 23, 335 ; 36, 500. 
heteropbyllum, Franck, 36, 500. 
rnadlentum, Franck, 36, 500. 
medieum, Dunn, 36, 500. 
Podagraria, Boissieu, 36, 500. 


Plmcellantbus sp., 26, 221. 

£ubulosus f Sieb. # Zuec., 26, 221. 

— var., 26, 221. 

Phmnosperitia globosa, Munro, 36, 
340. 

Pliaius grandifolius, Lour., 36, 18; 
mentioned, 28. 

TankcrviUii, Blmne, 36,18. 
Phulcdlanfh us multi floras, Steud., 36, 
263. 

Phalmnopsis arnabilis, Lindl., 36, 
34. 

Aphrodite, Botch b. /., 36, 34. 

Wight ii, Eeiehb. f., 36, 34. 
Phalangium pamflmmi, Wight, 36, 
119. 

Phalaris arundinaeea, Linn., 36, 
379. 

Phanem Championi, Bewth., 23, 212. 
corymbosa, Benth., 23, 212. 
gluuca, Benth., 33, 212. 
vttriegala , Benth., 23, 213. 

Pharbitis diversifolia, Lindl., 26, 
160. 

hederarea, Ohoisy, 26, 160. 
hispida, Choisy, 26, 162. 
insularis , Choisy, 26,158. 

Nil, Choisy, 26, 160. 
triloba , Miq., 36, 160. 

Phased us aeoniliiolius, Jacq., 36, 
500. 

anguintis, Bun 3,1 
chrysanthus, Sain, 23,193. 
grandis, Dalz. Gibs., 36, 500. 
humilis, Hnssk, 23,193. 
minimus, Bomb., 23, 193. 

Mungo, Linn., 23,193; 36, 500. 
radiatus, Linn., 23, 193; 36, 500, 
Kicciardianus, Ten., 36, 500. 

— var, hysterinus, Dur., 23,103. 
trUobus, Ait., 23,193. 
vexillaius, Linn., 23,192. 
vulgaris, Linn,, mentioned, 23, 
193. 

Phelipm salsa , C. A. Mey„ 26, 222. 
Phellodendron amurense, Bupr., 23, 
108. 

japonioum, Maxim., 36, 500. 
Phellopterus littoralis, Benth ., 23, 
331. 
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Philarfephus corona rius, *Lmn 23, 
277. 

— van., pekinensis, il/tf #///?., 23, 

277 

— fa tenuifolius, Mctaim., 23, 

278 

— mr. tomentosus, /. 4* 

Tfcom, 23, 277. 

ncanus, Koehne , 36, 500. 
par\iilorus, Carr., 23, 278. 
pekinensis, Rupr., 23, 277. 
rubricaulis, Carr., 23, 278. r 
Sehrenkii, Bnpr., 36, 500. 
sericanthus, Koehne, $G, 500. 
tenuifolius, Rupr., 23, 278. 
tomentosus, Wall., 23, 277. 
Phillyrea pamculata, Roxb., 26, 92. 

roinsta, Roxb., 26, 92. 

Pkiloxerus Wrigbtii, Hook . f., 26, 
323. 

PHILYDRAOEiH, 36, 150. 

Philydrum lanuginosum, Banks, 36, 
150. 

Phhbophylhm aprieum, Benth., 26, 
239. 

Phleum alpinum, Linn., 36, 384. 

asperum, Jacq., 36, 384. 

Phlomis albillora, Hemsl. * , 26, 304. 
chinensis fRetz„ 26, 303. 
gracilis, Bmsl. * , 26, 305. 
inedicinalis, Diels, 36, 500, 
mongolica, Turcz., 26, 306. 
oreophila, Kar. $ Kir., mentioned, 
26, 306. 

rtigosa, Benth ., 26, 805, 306. r 
setifera, Bur. Branch., 36, 500. r 
stenocalyx, Diels, 36, 500. 
tatsienensis, Rwr. 4' Branch., 36, 
500. 

tuherosa, linn,, 26, 306. 
umbrosa, Turcz., 26, 306. 

— w. australis, Hemal, * , 26, 
306. 

Pblyarodoxa leucantlia. S. Moore, 26, 
92, 93. 

JPhobeo'os Arnottiamis , Hance, 23, 
57, 

chinensis , Lour., 23, 57. 
seems, Hance, 23, 57. 

Phmbe latifolia, Champ., 26, 372. 
Phoenix acrnlis, Benth., 36, 168. 
farimfera, Hance, 36, 168. 
Hanceana, Baud., 36,168. 
humilis, Royle, var. Hanceana. 
Becc., 36,168. 

Pholidota articulata, Lindl., 36, 24. 
cantoneneis, Bolfe, 36, 23. 
chinensis, IAndL, 36, 24. 

Lngardi, Bolfe, 36, 24. 

Pholas, Beichb. f., 36, 24, 


Pholidota yunnanensis, Bolfe * , 36, 
24. 

riiotinia Benthamiana, Hance, 23, 
262. 

crenatoserata, Hance, 23, 262. 
deflexa, Hem si.. 36, 500. 
Fortuneana, Marini., 23, 202. 
glabra, Hort., 23, 263. 
glabra, Maxim., 23, 262. 

— var. chinensis, Maxim., 23, 263. 
Levis, DC., 23, 263. 
melanostigma, Hance, 23, 262. 
pnmifolia, Lindl., 23, 26*2. 
pusfculata, Lindl., 23, 263. 
pusinlaia, S. Moore, 23, 263. 
serrulata, Lindl., 23, 263; men¬ 
tioned, 2G2. ^ 

— var. prunifolia, Hook. & Arn., 
23, 262. 

serrulata, Sieb. & Zuce., 23, 263. 
yariabilis, Hemsl. * , 23, 203; men¬ 
tioned, 264. 
villosa, DC., 23, 263. 

— var. formosana, Hance, £6, 
263. 

Wrightiana, Maxim., 36,500. 
Phragmites communis, 7m., 36, 
409. * 

Karka, Trin., 36, 410. 
longwalvis, Steud., 36, 409. 
Boxburghii, Steud., 36, 410. 
Phreatia elegans, Lindl., 36, 17, 
formosana, Bolfe, 36, 17. 

Phrvma Leptostachya, Linn., 26, 
251. 

Fhryniura capitatum, Willd., 36, 73. 
parviflonnn, Boxb., 36, 73. 
sinipum, Miq., 36, 73. 
Phtheirosperraum chinense, Bnnqe , 

26, 204. 

tenuisectuin, Bur. <f* Branch,, 36, 
500. 

Phyla chinensis, Lour , 26,251. * 

Phyllawphura mirabilis , Lour., 26, 
358. 

Phvllanthus an cops, IJcnfh 26, 420, 
anceps, Yahl, 26,423. 

Arnottiamis, Mu<41. Arg., 26, 424. 
baceiformis, Linn,, 26, 
Benihamianus, Muell. Arg., 26, 
425. 

canimien&is, Hornem,, 26, 423. 
cantoniensi&a ScLiweigg., sp. dub., 
26,421. 

cantoniensis, Zipp., 26, 421, 
cinerascens, Hook. # Am., 26, 421. 
cochinchinensis, Spreng., 26, 421. 
Emblica, Linn., 26,421. 
moewrpm, Muell. Arg., 26, 424. 
fasciculatus, Muell, Arg,, 26, 421. 
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Phyllanthus flexuosus, Muell. Arg., 
26, 4*21. 

flvggeiformis, Muell. Arg., 26, 422. 
glauous, Wall., 26, 4*21. 
hongkongemis, Muell. Arg., 26, 

japan,tens, Muell. Arg., 26, 421. 
lephlocarpiis, Sieb. & Zucc., 26, 

423. 

leprooarpus , Wight, 26, 4*23. 
leptoclados, Benth 26, 422. 
luoens, Poir., 26, 427. 
maderaspatensis, Linn., 26, 422. 
microcarpus, Muell. Arg., 26, 422. 
wyrtifolim , Wall., 26, 422, 

Niruri, Linn., 26, 422. 
ohovatus, Muell. Arg., 26, 425. 
obmirus, Willcl., 26, 425. 
philippinensis, Muell. Arg., 26, 
4*26. 

puberus, Muell, Arg., 26, 425. 

— var. Fortunei , Muell. Arg., 26, 

424, 

mmiftorus, Pers., 26, 426. 
retieulatus, Bair., 26,422. 
rhamnoides , Retz., 26, 428. 
simplex, Betz., 26, 423 ; men¬ 
tioned, 421. 

— var, chinensis, Muell. Arg., 26, 
420, 423. 

— var. usmrienm, Muell. Arg., 
26,423. 

sinensis, Muell. Arg., 26, 422. 
turbimtm, Sims, 26, 427. 
urinaria, Linn., 26, 423; men¬ 
tioned, 424. 

mswrienm, Rupr., 26,422, 423. 
villosus, Poir., mentioned, 26, 423. 
Wrightii , Muell, Arg., 26, 426. 
Zippeliams, Muell. Arg,, 26, 421. 
Phylloboea sinensis, Oliver, 26, 225. 
Phyllodes placentaria, Lour., 36, 73. 

' Pbyllodesmis, Van Tiegh., 36,500. 
coriacea, Van Tiegh., 36, 500. 
JDelavayi, Van Tiegh., 36, 500. 
paueifolia, Van Tiegh., 36, 500. 
Phyllodium eleqans, Lesv., 23,171. 

pulehellum, ilesv., 23,175. 
PhyUoloUum cHneme, Fisch., 23, 
‘ 165. 

Pbyllostachys bambusoides, Sicb. # 
Zuoc 36, 438. 
congesta, Bendle ** 36, 438. 

Faberi, Bendle * , 36,439. 
flexuosa, A. $ Q. Bivibe, 36, 440. 
Henonis, Mitford, 36,443. 

Henryi, Bendle *, 36,440. 
keteroelada, Oliver, 36,441. 
montana, Bendle *, 36, 441. 
nana, Bendle *, 36, 441. 
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Phylloslafihys Neviuii, fiance, 36, 
442; mentioned, 440. 

— var. hupekensis, Benttle *, 36, 
442. 

nidularia, Munro, 36, 442. 
nigra, Mmro, 36, 443; mentioned, 

442. 

— var. Henonis, Slap/*, 36, 

443. 

nigra, Pilger, 36, 442. 
quadrangularis, Bendle * , 36, 443. 
Stauntoni, Mutiro, 36, 443; men¬ 
tioned, <4-10. 

Veifcchiana, Bendle * , 36, 443; 
mentioned, 441. 

yiridi-glaucescens, A. S' C. Bivibe, 
36, 444. 

Phy&alis Alkekengi, Linn., 26, 173. 
angulata, Linn., 26, 173. 
ciliata, Sieb. £ Zucc., 26, 173. 
Franeheti, Mast., 36, 500. 
minima, Linn., 26, 174; men¬ 
tioned, 173. 

peruviana, Linn., mentioned, 26, 
169. 

pubescens, Linn., mentioned, 26, 
174. 

Pkysoearpus anomala, Batalin, 36, 
500. 

Physoohlaina physaloides, Gr. Don, 
26,176. 

Physolychnis apetala, Rohrb., 23, 65. 
Physurus chinensis, Bolfe, 36, 41. 
Phyteuma hipinnata, Lour., 23, 

* 348. 

campanuloides, Bieh,, mentioned, 
26,10. 

japonicum, Miq„ 26, 10. 

Phytolacca acinosa, Boxh., 26, 331. 
deemdra, Maxim., 26, 331, 

— var. aomosa, Moq., 26, 331. 
K(pmpferi, A. Gray, 26,331. 
octandra, Bunge, 26,331. 
peHnensis, Hanoe, 26, 332. 
polyandra, Batalin, 36, 500. 

Picea ajanensis, Fisch., 26, 553. 
Alcoekiana, Carribe, 26, 653, 
brachytila, Mast., 26, 553. 
likiangensis, Mast., 26, 554. 
Maximowiezii, Beget, 26, 554. 
Neoveitchii, Mast., 36, 500. 
obovata, Ledeb., 26,554, 

— sub var. Loczyi, Kmitz, 26, 
554. 

— var , Schrenkiana, Mast. * , 26. 
554. 

Schrenkiana, Fisch. & Mey., 26 , 
554. 

Veitchii, A. Murr., 26, 557. 
Wilsoni, Mast., 36, 500, 

2t2 
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Pierasnm ailauih aides, Plan cl)., 23, 
112. 

japon&a, A. Gray, 23, 112. 
quassioides, Berm,, 23, 112. 

Picria jF e&errte, Lour., 26, 187. 
Pieris dixarirata, Van inf. 36, 500. 
hieraciuides, Linn 23, 474 ; 36, 
500. 

japonic#. Thunk, 23, 474. 
repens, Lour., 23, 474. 

Piddingionia Hummularia, DC., 

26,6. r 

Pieris Bodinieri, R. Leveille , 36, 
601. ^ 
divaricata, JL Leveille, 36, 501. 
Duclouxii, H. Leveille, 36, 501. 
formos.i, B. Bon, 26, Hi 
Gagnepainiana, H. Leveille , 36, 
601. 

japoniea, B. Bon, 26, 17. 
konyangensis, H. LeveilU, 36, 301. 
Martini, H, Leveille , 36, 501. 
ovalifolia, J9. JOaw, 26, 17. 

— var. hebecarpa, Franck . *, 26, 
17. 

— var. lanceolata, C. JB. Clarice, 
26,17. 

repens, H. Leveille , 36, 501. 
Swinhoeif Ilemsl. * , 26, 17. 

Pilea angulata, Blame, mentioned, 
26, 478, 479. 

anisopkylla, Wedd 26, 475. 
bracteosa, Wedd., 26, 475. 
crassifoiia, Ranee, 26, 476. 
fasciata, Franck., 36, 501. 

Gogfado, Wedd., 26, 478. 
Hookeriana, Wedd., 26, 476. 
microphylla, Liebm., 26, 476. 
mongolioa, Wedd., 26, 476. 
mangolica, Wedd., 26,477. 
muscosa, LhidL, 26, 476. 
notata, C. H. Wright * , 26, 476. 
peltata, Ranee, 26, 477; men¬ 
tioned, 480. 

peploides, Hook. tf Am., 26, 477. 
peiiolaris, Franck & 8av., 26, 
478. 

peiiolaris, Wedd., 26,478. 
plat&niflora, C. II. Wright * , 26, 
478. 

pnmila, A. Gray, 26, 477. 
rubrifiora, C. R. Wright *, 26, 
478. 

seripta, Wedd., 26, 478. 
spp., 26,479, 480. 
stipulosa, Nig., 26, 479. 

Symmeria, Wedd., 26, 479. 
trinervia, Wight, 36, 501. 
umbrosa, Wedd., 26, 479. 
Wattersii, Hancc, 26, 47 9, 


I Pilea Wight ii, Wedd., mentioned, 
26, 479. 

Pileostegia \iburnoides, Hook. f. if 
Thoms., 23, 275. 

Pimcla alba , Lour., 23, 113, 
nigra, Lour., 23, 113. 

Phnpmella, Diels, = Oarum, 36, 
501. 

arguia , Diels, 36, 501. 
dirersifolia, BO., 23, 329. 

Dumiii , Boissieu, 36, 501. 

Fargesii, Boissieu, 36, 501. 

Facuriei, Boissieu, 36, 501. 

Jiltcim , Fra neb., 36, 501. 
helosciadoidea, Bou-sieu, 36,501. 
Henryi, Diels, 36, 501. 
nikoensh, Yabe, 36, 501. 
rhomhoidea, Diels, 36, 501. 
Rosthomii , Diels, 36, 501. 
silaifolia, Boissieu, 36,501* 
sinirn, Hance, 23, 329. 

Souliei, Boissieu, 36, 501. 
sntchuensis, Boissieu, 36, 501. 
Tanaka, Francli. & Say., 36, 
501. 

irichomani folia, Fran eh., 36, 501. 
tritemata, Diels, 36, 501. 

Piuellia cordata, JV. E. Br. *, 36, 
173. 

integrifolia, JV. E. Br., 36,174. 
pedatisecta, Schott, 36,174. 
tripartita, Schott, 36, 174. 
tuberifera, Tenore, 36, 174. 

— var. pedatisecta, Engl., 36, 

— var. subpandurata, Engl., 36, 
175. 

Wajirae. Engl., 36, 174. 

Pinguieula vulgaris, Linn., 36, 501. 
Pin us, genus referred to, 26, 548. 
Anuandi, Franck , 26, 540. 
Bungenna, Zuev., 26, 519. 

Cemhra, var. ptunila, Pall., 26, 
551. 

chinemis, Bcissner, 26,559. 
densiflora, llorfc., 26, 553. 
densiflora, Sieh. <f Zuec., 26, 549 ; 
mentioned, 550. 

— var. tabuli formas, Fortune*. 
26, 549. 

excorticata , Hort. 26, 549. 

Fortnnei, Pari., 26, 555. 
funebris, Kopuirov, 36, 501. 

Gerarliana, Wall., 26, 550. 
GrijfUhiana, Pari., 26, 558. 

PTenryi, Hemsl.*, 26, 550. 
h,oloph/1la. Pari., 26, 557. 
koraiensis, Sieh. cf Zucc., 26, 550. 
lanceolata. Lamb., 26,548. 
luchuensis, Mmjr, 26, 551. 
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Phms ftumtlshurica, Bnpr,, 26, 55*1. 
Mtissouiann, Lamb., 26, 551; men¬ 
tioned, 552. 

— var. plan icons, A. Mun\ # , 26, 
551, 552, 

Ma,ss<miana>, ISieb. & Zuee., 26, 
555. 

purviflora, 5/VA. cf* Ztttr., mentioned, 
26, 550. 

scipionilbrmis, Mast., 26, 552. 
selenolepis, Purl,, 26, 557. 
sitvesfris, Tliunb., 26, 551, 552. 
sinensis, Benth., 26, 551. 
sinensis, Lamb., 26, 552, 553. 

Thunbmjiana, Pari., 26,552. 
Thunbergii, Pad., 26, 552. 

Piper arcua/um, Seem,, 26, 360. 

— car., Miq, 26, 365. 
aurautiiieum, Wall,, 26, 301. 

Betle, Linn., mentioned, 26, 

361. 

CJmba, Hunter, 26, 304. 
ehandoeanum* (J. DU., 36, 50L 
Hunense, Mir/,, 26, 365. 

Jb’orriei, C. DU., 36, 501. 
fragile, Benth., 26, 366. 
PutokacUura, Si eh., 26, 365. 
lia’lmmenae, Jlemsl. * , 26, 365. 
llnncei, Maxim., 26, 365. 
Harmandi, C. DU., 36, 501, 
Kenryi, C. DC., 36, 501. 
hmgkongense, 0. 1)0., 26, 366. 
laosanuin, U. DO., 36, 501. 
longum, Linn., mentioned, 26, 
364. 

nigrum, Linn mentioned, 26, 
364, 

offiemarum, 0. DC., 26, 3(\£. 
phUippinum, Miq., mentioned, 26, 
36o. 

pmnafnm, Lour., 23,108. 
puborulurn, Maxim., 26, 365. 

* sarmoutosum, Notch., 26, 366. 
ainonso, Q. DO., 26, 366. 
sp. n. ?, 26, 366, 

PirwitACB.K, 26, 363. 

PiptanthuB nepaltmsis, D. Don, 36, 
501, 

tomon tonus, Franck., 36, 501. 
Pircnnm Lathenia , Moq., 26, 332, 
Pisonia atmleata, Linn., 26, 317. 
Pistacia weinmannifblia, J. Poisson, 

36,501. * 

Piatia Btratiotos, Linn., 36, 175. 

Pi a inn maritimm, Linn., 23, 186. 
sativum, Linn., mentioned, 23, 
187. 

Pithecolobium Clypearia, Benth., 23, 
- 216. 

dulce, Bentb., 23, 217. 


Pitlecolobiura lucid um, Benfa., 23, 
217. 

Ditto,sporr.e, 23, 58. # 

Pxttosporum Furtunci, Turcz., 33, 
50. 

glabratum, Lindt., 23, 58; 36, 

501. 

heterophyllutn, Franch., 36, 501. 
nilghirenae, Wight Jf* Am., 36, 

502. 

paueijHorum, Hook. § Am., 23, 
58. 

Tobira, Ait., 23,58. 
truncate r#, E. Prits., 36, 502, 
ynnnaneusis, Franch., 36, 502. 
Plagiw'hrgma (lithium, Maxim., 23, 
33. 

Plagiospernmm sinense, Oliver, 36, 
502. 

Plagiostigma pumila, Zucc., 26, 466. 

stipuJata, Zucc., 26, 466. 

Plmiera aouniiuafa, LindL, 26,440. 
Davidli, Hance, 26, 449, 

Japan ha, Miq,, 26, 440. 
parvifoUa, Sweet, 26, 448. 
sp. nov. t, Maxim., 26, 440. 
PliANTAOINRAl, 26, 316. 

Plantago asiatica , Linn., 26, 3it>, 
dopressa, Willd., 26, 316. 
emit at a, Ilornem., 2o, 316. 
lanceolala, Linn., 26, 316. 

Lonreiri, Room. & Schult., 26, 
316. 

major, Linn., 26, 316. 
mSclia, Linn., 26,316. 

• Platanthera Ohampioni, LindL, 36, 
56. 

cblorantha, Oust., 36,55. 
dentata, LindL, 36, 50. 

Hava, Lindt., 36, 55.^ 

(rtdcandm, Reichb, 36, 56. 
Uenryi, llotfe* , 36, 55. 
liologxottiH, Maxim., 36,55. 
iantba, Wight, 36, 55, 
interrupta, Maxim., 36, 56. 
japonioa, LindL, 36, 56. 

1 K&iskd , Franch., 36, 56. 
Mandarinorura, Heichb.J 36,56; 
mentioned, 55, 

manuhriata, Krdnzl., 36, 502. 
obcordata, LindL, 36,56. 
arcades, Franch., 36,56, 
rohmla, LindL, 36, 57. 
setehuenica, Krdnzl., 36, 502. 
stenostaehya, LindL, 36, 56. 
Susanna*, Lindt. , 36, 57. 
tipiilaides, var. ussuriensis, B»egel, 
26, 57. 

ussuriensis, Maxim., 26, 57. 
viridis, LindL, 26, 54, 
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Plat anti era vivid is, var, „ bract c^a, 
Reickb. f., 36, 54. 

Plat.ycarya strobilacea, Sieb. Zucc., 
26,195. 

Platycodon antumnalis, Decne., 26, 
5. 

chinensis, Lincll., 26, 5. 

grandiflorus, .4, DC 1 ., 26, 5. 

— var. (Jandollcanus, Francli., 26, 
5. 

— var. chinensis, Franck., 26, 
5. 

homaUantMnmn, A. BO., 26, 5.** 

sinensis, Lem., 26, 5. r 

Platyrhaphc japonica, Miq., 23, 329. 

Plecospermmn cunei folium, Tlvw., 26, 
469. 

Plecosfcigma paucijlorum , Turcz., 36, 
138. 


* # 

Plekme bulbocodioides, Rolf#, 36, 
502, 

Delavayi, Rolfc, 36,502. 
grandiHova, Dalfe, 36, 502. 
•pugonioiiloK, JIoffe, 36, 502. 
yunnunensis, Rolf 0 , 36, 502. 
Plcurobotrys (Teucrii n. §), Ilcmsl. * , 
26, 311 ; mentioned, 314. 
Pleurogyna carintliiuoa, Cr. Don 9 var., 
36, 502. 

rotata, Griseb 26,138. 
rotata, Sieb. & Zucc., 26,139. 
Pleuroplitis Lmgsdorffii, Trim, 36, 
360. 

— var. breviseta, Regel, 36, ?60. 

— var. japonica, Regel, 36, 360. 

— var. ft/pica, Regel, 36, 360. 
Pleuropterus cord at us, Turcz., 26, 

343. 


Pleetrantlius amethystoides, Benth 
26, ^69; mentioned, 274. 
Bnergeri , Miq., 26, 271. 
calcaratus, Hemsl., 36, 502. 
carcliapbyllus, Hemsl. * , 26, 2G9. 
carnosifolius, HemsL * , 26, 270. 
cordifolius , X). Don, 26, 270. 
dichromopkyllus, Diels, 36, 502. 
excisus, Maxim., 26, 270. 
G-erardianus, JBenth., 26, 270; 
mentioned, 274. 

glaucocalyx, Maxim., 26, 271; 

mentioned, 272. 
qraciliflorus, Benth., 26, 271. 
Henryi, HemsL * , 26, 271. 
incanus, Link, mentioned, • 26, 

270. • 
wconspicms, Miq., 26, 272. 
infiexus, Vahl, 26, 272. 
leptobotrys, Diels, 36, 502. 
marmoritis, Hance, 26, 272. 
Maximowiczii, Miq., 26, 271. 
nankinemis, Spreng., 26,279. 
nervosus, HemsL *, 26, 272, 
nudipes, HemsL * , 26, 272. 
Patchouli, C. B, Clarke, 26, 306. 
racemosus, HemsL * , 26, 273. 
Rostkornii, Diels, 36, 502. 
rubesoens, HemsL *, 26, 273. 
sinensis, Miq., 26, 274. 

gtriatus, Benth., mentioned, 26, 

271, 

Tatei, HemsL *, 26, 274. 
ternifolius, D. Don, 26, 275. 
Websteri, Hemst. *, 26, 275. 
Plectrcmia chinensis, Lour., 23, 339. 
didyrm, Kurz, 23, 385. 
parvifolia, Kurz, 23,885. 

Pleiogyne anthemddes, 0. Kocb, 33, 

cardmperma, Kdgew., 33, 439. 


Pleurospermum austriacum, Hoffm., 
23, 333. 

Bavidi, Franck,, 36, 502. 
decurrens, Franck., 36, 502. 
dentafcum, Benth., mentioned, 36, 
333. 

foetens, Franck., 36, 502. 
Francketianum, HemsL , 36, 502. 
Giraldii, Diels, 36, 502. * 

Govanianum, Benth., 36, 502. 
kamtsckaticum, Hoffm., 23, 333. 
meoides, Diels, 36, 502. 
lianum, Franck., 36,502. 

Pulszkyi, Kamils, 36, 502. 
sp. ?, 23, 333. 

Szechenyi, Kanitz , 36, 502. 
uralense, Hoffm., 23, 333. 
Wrightianum, Boissieu, 36, 502. 
yunnanense, Franck., 36, 502. 
Plocoglottis ? sp., 36, 32. 

Pluehea DioscoHdis , BO., 23,422. 
kiruuta, Less., mentioned, 23, 422. 
indica, Less., 23,422. 
pteropoda, HemsL *, 23, 422. „ 

Plumbayidium roseum, Spaeh, 26, 


Plumbaginous, 26, 34. 

Plumbago ceylanim, Bretselm., 26, 
36. 


coccinea, Boiss., 26,3^ 

Larpent<s, Lind!., 26,36. * 
rosea, Linn., 26, 36. 

— var. coccinea, Hook. f M 26,36. 
zeylanica, Linn., 26, 36. 

Plumeria aoutifoiia, Poir., mentioned, 
26,95. 

obtusa, Lour., 26, 95. 

Poa acroleuca, Sieud., 36, 422. 
annua, Linn,, 36,422. 

— w* ncpalensis, Griseb., 36 
422. 
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Poa attenuate., Trin., 36,423. . , 

— var. vivipara, Handle *, 36, 

423. 

chincnm, Linn., 36, 407. 

Faberi, Handle * , 36, 424. 

— me, ligultfLu., Randle*, 36, 

424. 

ferrnamm, Thunb., 36, 413. 
graciliirna, Handle * , 36, 424. 
japonica, Thunb,, 36, 415. 
linearis, Trin., 36, 427. 

Mariesii, Henrik * , 36, 425. 
mcgastachya, Koel., 36,416. 
nemoralis, Linn,, 36, 425. 

— var., Hance , 36, 423. 

— mt\ ligulala, Stapf ’ 36, 426. 

— var. mongolica, Handle * , 36, 
426. 

nepalen&is, Wall., 36, 423. 
oriental is, Franch., 36, 413. 
pulmtris , Linn., var. striclnla, Hack., 
36, 427. 

pihsa, Linn., 36, 417. 
plumosa, K-ot.95., 36, 418. 
pratensis, Linn., 36, 426; men¬ 
tioned, 425. 

— var. angustifolia, Gaud., 36, 426. 
pr&mmbens, Curt.., 36, 429. 
prolixior, Handle *, 36, 427. 
spbondylodes, Trin., 36, 427. 
striciula, Steud., 36, 427. 
unioloides, Retz., 36, 412. 

'viridula, Palibin, 36, 428. 
Podanthum, Boiss., 26, 10, 
Podocarpus argot&mia, Hance, 26, 
547. 

bractmta, Blume, 26, 548. 
chmensis, Wall , 26, 547. 
insignia, Hemsl., 26, 547. * 
koraiana, Sieb., 26, 546. 
koreana, Hort., 26, 546. 
latifolia, Wall., 26, 547. 
macrophylla, Wall, 26, 518; 

mentioned, 547. 

Maki, Sieb. & Zucc., 26, 547. 
Makoya, Hort., 26, 547. 

Makoyte, Hort., 26, 547, 

Makoyi, Hort., 26, 547. 

Miqmlia s* Hort., 26, 547. 

Nagtia, Henry, 26, 548. 
neriifblia, D. Don, 26,548. 
sinensis, Teysm. & Binn., 26,547. 
sutehuenensis, Franck, 26, 548. 
Podocbiius eornutus, iSchlechier, 36, 
502. 

Podoon Delavayi, Baill., 36, 502. 
PoDooNACii®, &. Baill., 36, 5 )2. 
Podophyllum Delavayi, Franck, 36, 
502. 

pleianthum, Hance, 23, 33. 


Pogkmtherum crinitum , 3Cuu#i, 36, 
357. * 

polystadhyum, Nees, 36, 358. 
polmtnchywn, Roem. & iSclTulfc., 36, 
357. 

refract inn, Nees, 36, 358. 
rnfohurbatum, Griff,, 36, 358 in 
oba. 

saccharoideum, Beam., 36, 357. 

— var. monandruiu, Hack., 36, 
357, 

saccharoideum , Benth., 36, 358. 
Po^Dnia Fordii, Hance, 36, 47. 
japonica, Jteichb. 36, 47. 
lanoeolata, Kransl, 36, 502. 
ophioglossoides, Ker, 36, 47. 
pieionoides, Kranzl., 36, 502. 
pulchella, Hook./., 36, 47. 
sinulis, Blume, 36, 47. 
sp., Hance, 36, 23. 
junuanensis, Finet, 36, 47. 
Pogonopsis tenera , Preal, 36, 358. 
Payunastylis squamosa, JBertol., 36, 
214. 

Pogoatemon formosamis, Oliver, 36, 
502. 

ianlhinus, Kanite, 36, 503. 
parviflonis, Benth., 26, 276. 
Polanisia viseosa, DC., 23, 50, 
Poj,EMONIACE4?, 26, 1421 
Polemdnium cairuleum, Linn., 26, 
142. 

Poliothyrsis, Oliver, 36, 503. 

sinensis, Oliver, 36, 503. 

Poll*a japonica, Hance, 36, 159. 

> sorzogonenaia, Endl., 36, 159, 

— var. gigantea, C. B. Clarke, 
36 159. 

Zollingeri, C. B. Clarke, 36,159. 
Pollinia articulata, Trin., 36, 353. 
canfconensia, Handle *, 36, 354. 
ciliata, Trin., 36, 354. 

— var. breviariatata, Handle * , 
36, 355, 

Cumingii, Nees, 36, 355, 
eriopoda, Hance, 36,364. 
glabrata, Trin,, 36,355. 
imberbis, Nees , 36,355; mentioned, 

354. 

— var. Willdenowiana, Hack., 36, 

355. 

imberbis, Nees, partira, 36, 355. 
japonica, Franch., 36, 355. 
japonica, Miq., 36, 356. 
monantha, Nees, 36, 355. 
nuda, Trin., 36, 356, 
pallens, Hack,, 36, 356. 
phajothrix, Hack., 36, 356. 
quadrinervis, Hack., 36, 356. 

— var. latifolia, Handle *, 36, 357. 
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Polliniaftpeciosa, Hack., 36j 357. | 
ft mis, Benth,, 36, 354. 
vagans, Kees , mentioned, 36, 354. 
velutimf, Hack,, 36, 357. 
oillosa, Munro, 36, 356. 

— var. ckefuensis, Frauch., 36, 
356. 

Polya 1th ia suberosa, Bentli. d'Hook.f., 

" 23, 27. 

Polyearpsea corymbosa, Lam., 33, 71. 
Polycarpon Loeilingiae, Edgew. & 

" Hook, f., 23, 71. 

Polychroa repens, Lour., 26, 482. # 
Bolyceelium chinense, A.* DC., 26, 
250. 

Polygala ariilata, Buck.-Hain., 23, 
59. 

ehinensis, Linn., mentioned, 23, 
59. 

crotalarioides. Buck.-Ham., 36, 
503. 

cyanolopha, Hanee, 23, 62. 
elegans, Benth., 23, 62. 
fallnx, Hemd. *, 23, 59. 
floribunda, Dunn, 36, 503. 

Forbesii, Clod., 36, 503. 
globulifera, Bunn, 36, 503. 
glomerata, Lour., 23, 60. 
bongkongensis, HemsL*, 23, 60, 
490 ,* mentioned, 61. 
japoniea, Houtt., 23, 62. 
Karensium, Kurz, 23,61. 

Latoucbei, Franck. $ Find, 36, 
503. 

Loureirii, Gnrdn., 23,62. » 

Mariesn, Hemsi. *, 23, 61, 490. 
persicarioides, DC., 36, 503. 
saxicola, Bunn, 36, 503. 
sibirica, Linn., 23, 61; 36, 503. 

— var. angustifolia, Ledeb., 23, 
62. 

—• var. strida, Debeaux, 23, 62. 

— var. t emit folia, Baker & S. 
Moore, 23, 62. 

sibirica, Lour., var., 23, 61. 
Tatarmowii, Regel, 23, 62. 
telepbioides, Willd., 23, 62. 
ten uifolia, Willd., 23, 62. 
triphylla, Buck.-Ham., 23, 62. 
venenosa, Juss., 23, 60. 

Watfcersii, Hanee, 23, 63 ; men¬ 
tioned, 61, 

Poi/y galeae, 33, 59. 

Polygokacbji, 26, 332. 

Polygonatum, Toum., 23, 395. 
agglutinatum, Hm, 36, 104. 
anomalum, Hua, 36,104. 

Bodinieri, H. Liveille, 36, 503. 
canaliculatum, Miq., 36,106. 
chin erne, Knnth, 36,104,109. 


Polygonatum cirrlufblium, Hoyle, 36, 
104; mentioned, 109. 
commutation, Dictr., 36,106. 
eurvistjlum, Hua, 36,104. 
eyrtonoma, Hua, 36, 104, 

Delavayi, Hua, 36/104. 
ensifobum, H. IJveiltS, 36, 503. 
erythrocarpnm, Hua, 36, 105. 
falcatum, A. Gray, 36, 503. 

Fargesi, Hua, 36, 105. 

Francbetii, Hua, 36,105. 
fuseuni, Hua, 36, 105. 
giganteim , Dietr., 36,106. 
‘Govanianmn, Boyle, 36,106. 
Henryi, Dirts, 36, 503. 

Hookeri, Baker, 36, 105. 
bumile, Fwh., 36, 503. 
iuflatum, Komarov, 36, 503, 
japouicim, Morren. 36,107. 
kansuen.se, Maxim., 36, 105, 
Kinginnuw, Collett , 36, 105 
latiiblium, Desf., 100, 107. 

— var. commutatum, Baker, 36, 
106. 

macropodum, Turvz., 36, 100. 
maiale, Allicmi, 36,112. 

Martini, II. Live ille, 36, 503. 
Maxunowkzii, F. Schmidt, 36, 

108 . 

multiflorum. Allioni, 36, 106, 107, 
nodosum, Il/ia , 36,107. 
ofiluinale, Allioni , 36,107. 

— var. Immile, Baker, mentioned, 
36, 104. 

— var. japonicum, Maxim., 36, 

* 107. 

— oar. macrantbum, Hua, 36, 
108. 

— var* Maximowiczii, Maxim., 36, 
108. 

— var. papillosum, Franck 36, 
108. 

plat.yphyllum, Franck., 36,108. 
Prattii, Baker, 36, 108. 
pumilum, Hua, 36, 108. 
roseum, Knnth, 36,108. 
romim , Maxim., 36, 108. 
sibiriemn, Baker, 36, 104; men¬ 
tioned, 105. * 

sibiricum, lied., 36,109. # 

Souliei, Hua, 36,109, 
up., Maxim., 36, 108. 

Thtnlergii, Morren, 36,106. 
trinerve, Hua, 36,109. 
mnbellatim , Baker, 36,106. 
verticillatum, Allioni, 36, 109; 

mentioned, 108. 
vulgare, Best., 36,107. 

— var. japonicum, Francb, & Sav., 
36,108, 
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Polygonum acaule, Franck. <j- Suv., 
36, 503. 

acutatum, Lehm., 26, 332. 
alatum, Mach.-Ham., 26, 332. 
alpirium, Allhmi, 26, 332; men¬ 
tioned, 342. 

— var., 36, 503. 
ambigmm , Meisn., 26, 333. 
amphibiuin, Linn., 26, 333 ; 36, 

503. 

— car, vestitum, Hemsl. *, 26, 
333. 

amplexieaule, D. 26, 333. 

— var. shiense, Hook, f., 26, 333. 
arifbliuiu, Linn., mentioned, 26, 

338. 

aviculare, Linn., 26, 334. 

— var. miHutijlorum , Franck., 26, 
340. 

aviculare, Lour., 26, 340. 
Ilabingtonii, ilanee, 26,349. 
barbat.um, Linn., 26, 334 ; men¬ 
tioned, 349, 353. * 

Bistorta, Linn., 26, 334; men¬ 
tioned, 330. 

— var. angustifolium, Meisn., 26, 
330, 

var. minor , Franck. & Sav., 26, 
350. 

. bi&tortoides , Boiss., 26, 330, 

4 Blumei, Meisn., 26, 334; men¬ 
tioned, 349. 

Bodinieri, II. LSveiUS $' Vaniot , 36, 
503, 

Bungeanum, Turcz., 26, 335. 
ccespitosum, Blume, 26, 346. 
eampanulatum, Hook , /., men¬ 
tioned, 26, 340. 

capitatnm, Buck-Ham., 2335, 
camenrn, Kook, 26, 336. 
ckinense , Houtfc., 26, 343. 
ekinense, Linn., 26, 33.5. 

— var. Thunbcrgiamim , Meisn., 
26,335. 

ciliatum, Zowr., 26, 336. 
ciliosum, Meisn., 26, 340. 
cliffortioides, Meisn., 26, 340. 
cochinchimnsis , Meisn., 26, 343. 
compactitm, iM?. /., mentioned, 
26,337. 

confusum, Meisn., 26, 336; men¬ 
tioned, 345. 

conspersum, Meim, 26, 350. 
criopolitanum, name, 26, 336; 
mentioned, 347. 

cuspidatum, Sieb. $ Zucc., 26, 
336; mentioned, 337, 349. 
cymosum, Trev.. 26, 337. 
cynanckoides, Hemsl . *, 26, 338. 
dentato-alctfum, F. Schmidt; 26,848. 


Polygonum dihotrys, 33. if on, 26, 

dissitilloruui, Hemsl. *, 26, 338. 
divarication, Linn., 26, 339. 

Dm it, Meisn., 26, 349. 

Dumetorum, Linn., 26, 339; men¬ 
tioned, 348. 

effimim , Meisn., 26, 346. 
emarginatum. Both, 26, 339. 
Fagopyrum, Linn., ZB, 389; men- 
tioned, 337, 340, 351. 
filiforme, Thunb., 26,352. 
*iiaeeidum, Meisn., 26, 339; men¬ 
tioned 332, 347, 349. 

— var. ripularwm, Hanee, 26, 

339. 

Forbesii, Ha nee, 26, 339. 

Gilesii, Hemsl., mentioned, 26, 

340. 

glabnuu, IVilld, 26, 340. 

— var. Jurat um, Hance, 26, 340. 
gluthwsiim, Wall., 26, 341, 
gmeiiipeK, Hemsl. * , 26, 340. 
hastato-trilobim, Meisn., 26, 

351. 

Jiastalim , Murr„ 26, 349. 
hermarioides, Meisn., 26, 346. 
Hydropiper, Linn., 26, 340. 
illccebroides, Meisn.,^26, 346. 
interruptum, Bunge* 26, 341. 
japonicum, Meisn., 26, 341; men¬ 
tioned, 349. 

jueundum, Meisn., 26, 341. 
Labordei, H. Levcille # Vaniot, 36, 

— 503. 

lanigerum, B.Br., 26, 341. 

— var. cristatum, Hemsl . *, 26, 

342. 

— var. glutinosum, Hook, f., 26, 

341. 

lapathifolium, Linn., 26, 342; 
mentioned. 345, 353. 

— var. nodosum, Hook, t, 26, 

343. 

Lour hr i, Poir., 26, 330, 
Maackianmn, Kegel, 26, 351. 
Martini, II. IJveillS d* Vaniot, 36, 
503. 

Meyeui, 0. Koch, 26, 346. 
minus, Huds., 26, 342; mentioned, 
332, 341. 

MiqueUmwm, Meisn., 26, 340. 
multiflorum, Thunb., 26, 342. 
muricatum, Meisn., 26, 343. 
Myosurus, Franch., 36, 503. 
nepalense, Meisn., 26, 332; 36, 
503. 

nodosum, Pers., 26, 343; men¬ 
tioned, 345. 

— var. incanum, Ledeb., 26, 343. 
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Polygonaln orienbalo, Linn., 26,/ 
§43; mentioned, 350. 

— var. discolor , Be nth., 26, 342. 
paleaeeufi), Wall., mentioned, 26, 

336. 

panduriforme, H. LeoeilU cf* Vanioi, 
36, 503. 

pauciilorum, Maxim., 36, 503. 
pedunculare, Wtdl., 26, 344. 
pcnsylvanictm , Bunge, 26, 335. 
pensylmnicum, Hance, 26, 342. 
perloliatum, Linn., 26, 344. 
pcrfoliatum , Thunb., 26, 340. r 
pergraeilis, Heml. * , 26^344, 
Perrofieti, Meisn., 36, 346. 
Porsicnria, Linn., 26, 345. 
pilosum, Maxim., 26, 345. 
pilomm, Roxb,, 26, 343, 

Pinetorum, He ml. *, 26, 345. 
plebeian;* B. Br., 26, 346, 
polymorphum, Ledeb., 26, 333. 

— var. armarium, Debeaux, 26, 
333. 

•— var. sailgnum. Branch., 26, 
333 

polyst etch yum, Wall., 26, 342. 
Posumbu, Bitch.-Ham., 26, 346 ; 

mentioned, 332. 339, 349. 
prater mission, Hook ./., 26, 347. 
pteropus, Ha/ifce, 26, 351. 
punct.atum , Buch.-Ham., 26, 332. 
radicans, Hemsl. *, 26, 347. 
Boxhurgkii, Meisn., 26, 343. 

— var. longi folium , Meisn., 26, 

346. 

runeinatum, Buch.-Ham., 26, 

347. 

— var . sinense, Hemsl. * , 26, 347. 
sagittatura, Linn., 26, 348. 
sagittifolium, H. LiveillS Sr Vaniat, 

36, 503. 

scanclens, Linn., 26, 348. 
senticosum, Franck. & Sav., 26, 
349. 

serrulatum, Lag., 26, 349; men¬ 
tioned, 332, $35, 347. 
sibiricum, Laxm., 26, 349. 
sibirimm , Linn., 26, 333. 

Sieboldi, Hort., 26, 337. 

Bieholdi, Meisn., 26, 348. 

Sinarum , Deav., 26, 351. 
sinense , Hook. & Am., 26, 335. 
sinuafcum, B. Br., var., 36, 503. 
sp., 26, 352. 

Spaethii, Dammer, 36, 503. 
spedosum, Meisn., 26, 333. 
splendens, Klotzscb, 26, 336. 
etagninum, Buch.-Ham., 26, 3t50. 
stolonifmm, B. Schmidt, 26, 351. 
strigomm, Bentb., 26, 347. 


Polvgonnm strigosum, B. Br., *26, 

‘ 350. 

subconlatum, Miq., 26, 350. 
suflhltum, Maxim., 26, 330; 36, 
.503. ' 

taiaricurn, Linn,, 267350. 
Thunborgii, Bid). if* Zitcc., 26, 351. 
tinctorium, Lour., 26, 351. 
triangnlarc, Wall., 26, 337. 
typhoniifolium, Hanee, 26, 349. 
urophylluiu, Bur, Sj' Franck 36, 
503. 

virginianum, Linn., 26, 352. 
viscosum, Buch.-Ham., 26, 352. 
viviparum, Linn., 26, 352. 
volnbile, Turcz., 26, 337. 

Polyosus lancedlata , Lour., 23, 395. 
Pali/para cockinckineme, Lour., 26, 

364. 

Polyphema Jaca, Lour., 26, 470. 
Pol'ypogon littoral is, tint., 36, 386. 

monspolionsis, Dcsf, 36, 366. 
PoJyspom axillaris, Sweet, 23, 80. 
Pomastemm Japanicum, Miq., 23, 
320. 

Pongamia chin ends, DO., 23, 200. 

glabra, Vent.. 23, 200. 

Ptmgatium indicium,, Lam., 36, 8. * 
Pontederia dilaiata, Buch.-Ham., 36, 
149. 

hasted a, Linn., 36,149. 
linearis , Hassk., 36,150. 
ovata, Hook. & Arn., 36,149. 
ovata, Linn., 36, 73. 
plantaginea, Roxb., 36, 150. 

* sagittata , Roxb., 36,149. 

vaginalis, Burm. f., 36, 149. 
PoNTRT>ERIA f’EiK, 36, 148. 

Populus acuta. David, 26, 534. 
adenopoda, Maxim., 26, 537. 
alba, Linn., 26, 535. 

— var. tomenfcosa, Wesmad, 26, 
535. 

balsami fern, Linn,, 26, 535. 

— var. laurifuh'a, Wesmad, 26, 

535. 

— var. Simonii, Wesmad, 26, 

536. 

— var. suaveolens, Ipud., 26, 
535. 

diversifolia, Schrenck, 26, 536, 
euphratica, Oliv., 26, 536; men¬ 
tioned, 537. r 
Fargesii , Branch., 26, 536. 
lasiocarpa, Oliver, 26, 536. 
Imrifolia , Ledeb., 26, 535. 
nigra, Linn., 36, 536. 
pekin en sis, L. Henry, 36, 503. 
Przewalskii, Maxim., 26, 537. 
Simonii Carr., 26, 536. 
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Populns spinosa, F. P. Smith, sp. dub., 
36, 537. 

suraml? ns, Fisch., 26, 535. 
trernula, Linn., 26, 537; men¬ 
tioned, 538. * 

— wr. nrlendpocla, Bur kill * , 26, 
537. 

— var. villosa ,, Wesmael, 26, 537. 
Porana raeemosa, Roxb 26, 106. 

spectabilis, Knrs, mentioned, 26, 
107. 

Porophylhm hieracioides, PC., 23, 
448, 

Porphyra dichotoma, Lour., 26, 
254. 

Porpht/roscias decursiva, Miq., 23, 
335. 

Portulaea oleraeea, Linn., 23, 77. 

villosa, Cham., var., 36, 503. 
PoRTunACEtfi, 23, 71. 

Potamogefcon angustifolius, Bercht., 

36,193. 

crisp us, Linn., 36,193. 

— var. serrabus, 8. F. Gray , 36, 

193. 

cristatns, Hegel, 36,193. 

Delavayi, A. Bern ., 36, 194. 
Gaudichaudii, Cham., 36, 194. 
heterophylhis, Buch.-Ham*, 36, 

194. 

— var. laiifolms, Mert. & Koeli, 
36,193. * 

Hillii, Morong, 36, 194. 
hybridus, Hook., 36, 194. 

Jiybridus , Makino, 36,193. 
indicm, Both, 36, 193. 
japonicm, Franch., 36,194. 
javanicus, Eassk, 36,194. 
limosellifolius, Maxim., 06 ,195. 
lucens, Linn*, 36, 195. 
lucens , Vidal, 36, 194. 
malaiana, Miq., 36,194. 
Miduhikimo, Makino, mentioned, 
36,195. 

mucronatm, Presl, 36,195. 
natans, Linn., 36,195. 
oxyphvllus, Miq., 36,195. 
parvifolius, Buohen., 36,194. 
pectinate, Linn., 36,195, 
perioliatus, Linn., 36,196. 
polygonifolius, Pemrr., 36,196. 
pusillus, Linn., 36,196. 

Bobbin sii, Oatys, var. japonicus, 
A. Benn 36,196. 
semdatus. Regel, 36, 196. 
sp., 36,196. 

tmmcmlis, F. Muell., 36,194. 
Tepperi, A. Bern., 36,196; men* 
tioned, 195. 

tretocarpus, Maiim,, 36, 194, 


Pi^tamogeton tncarinatus, F.£Mmll. tf 
A. Benn,., mentioned, 36,195. 
WriyhUi , Morong, 36,194. 

Zizii, Both, 36, 193. • 

Potamosaoe FiLieula, Maxim .,. 26, 
36. 

Potentilla albiflora, Wall., 38, 503. 
ambigua, Cambess., 36,504, 
amurensis, Maxim., 23, 240; men¬ 
tioned, 245. 

aneistrifoha, Bunge , 23, 240. 
jinserina, Linn., 23, 240. 
*articulata, Franch., 36, 504. 
betonio£%folia, Pair.. 23, 240. 
bifurca, Linn., 23, 241. 
centigrana, Maxim., 23, 241. 
ehinensis, Scr., 23, 241; men¬ 
tioned, 244. 

coriandrifolia, JD. Don, 36, 504. 
Oryptoteenioe, Maxim., 23, 241. 
Davidi, Franch 36, 504. 
davurica, Nest]., 23, 243. 

Delavayi, Franch., 36, 504. 
discolor, Bunge, 23, 241. 
eriocarpa, Wall., 36,504. 
exaltata , Bunge, 23, 241. 
flagellaris, Willd., 23, 242. 
formo&ana , Hance, 23, 242. 
fragarioides, Linn., 23, 242. 
fragiformis, WilW., 23, 242; 

mentioned, 243. 
fruticosa, Linn., 23, 243. 
fulgens, Wall., 36, 504. 
gelid a, C. A. Meg., mentioned, 23, 

* 243. 

glabra, Lodd., 23, 243. 
grandiflora, Linn., mentioned, 23, 
243. 

Griftithii, Hook, var., 36, 504. 
bololeuca, D. Don, 36, 504. 
Kleinian a, Wight cf* Am., 23, 243. 
Leschenaultiana, tier., 36, 504. 
leuconota, D. Don , 36, 504. 
moupinensis, Franch., 36, 504. 
muUicanlis, Bunge, 23, 244. 
multifida. Baker & S. Moore, 23, 
241. 

multiflda, Linn., 36, 504. 
nivea, Linn., 23, 243. 
paradoxa, Nutt., 23, 245. 
peduncularis, D . Don, var,, 36, 
504. 

pensylvanica, Linn,, 23, 243; 

mentioned, 241. 
poterioides, Franck, 36, 504. 
purpurea, Boyle, 36, 504. 
reptans, Linn., 23, 244. 

—■ var. trifoliolata, A. Gray, 23, 
241, 

Sanguisorba,, Willd., 23, 214. 
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Polcntill?? sericoa, Linn., 23*, 244. f 
Sibbaldi, Bail./., 36, f>04. 
sischaneiibis, Bunge, 23, 244. 
songaricl ?, var. ehinensis, Bunge, 
23, 244. 

sp. u. ?, 23, 246. • 
subaeaulis, Linn.., 23, 245. 
supina, Linn., 23, 245 ; mentioned, : 
245. 

tanacetifolia, Willd., 23, 245. 
vertieillaria, Stcph., 23, 245. 
viscosa, Bonn, 23, 245. 

Wallichiana, BO., 23, 245. r 
Poterium canadense, A. Gtmy, 23, 
245. 

filitbrwe, Hook. /., 23, 247. 
oilbinale, Bcntk § Hook. /., 23, 
247. 

tenuifolium, Branch. 4* Sav., 23, 
247. 

Pothos Loureiri, Hook. 4' Am., 36, 
186. 

microphjHus , Sehoti, 36,186. 
scandens, Benth., 36, 187. 

Seemanni, Scholl, 36, 186. 
ter nun alts, Hanee, 36, 186. 

Warburgii, Engl. , 36, 504. 

Pottsia cantonensis, Hook. Am., 
26, 96. 

Hookeriana , Wight, 26, 96. 

A. DC., 26, 96. 

Poupartia Fordii, Hemsl. , 36, 504. 
Lour {him arguta, Beene., 36, 504. 
Calleryana, Beene., 23, 263. 
coreana, Beene., 23, 263. r 
hwifla, Beene., 23, 25(53. 

Old ha mi, Beene., 23, 263. 
parr Folia, E Brits., 36, 504. 
Thunhergii , Beene., 23, 263. 
variabilfs, Hemsl., 36, 504. 
villosa, Beene., 23, 52*53. 

Pouzolzia alienata , Oaudioh., 26, 
490. 

horhmica, Wight, 26,491, 
cochinchinensis, Lour., 26, 490. 
elegans, Wedd., 26, 489. 
qlammita, Hassk., 26, 490, 

Tbirta, Hassk., 26, 489. 
hispida , Bonn., 26, 489. 
bypericifolin, Blnme, 26, 490. 
indica, Gaudich. , 26, 490. 

— sub var. inicrophylla, Wedd, 26, 
490. 

— suhvar. procumbens, Wedd., 26, 
490, 

— var. alienata, Wedd., 26, 490. 

— var. angustifolia, Wedd., 26, 
490. 

ovalis, Mtq., 26, 491. 
procumbens , Wight, 26, 490. 


Ponzfolzia sp., 26, 491. * 

viminea , YVcdd., 26, 491. 
zcylanica, Benin, 26, 490, 

Pratia begonifolia, Lindl 26, 

- 2. 

radicals, (4. Bon, 26, 3. 

Thunhergii, O. Bon, 26, 3. 

Pronina tbrmosana, Maxim., 26, 
255. 

glabra, A. Gray , 26, 255. 
mtegritblia, Lmn., 26, 255. 
jitpnnica , Miq., 26, 250. 
ligustroidos, Hemsl. *, 36, 25(5. 
nnerophylla. Tares., 26, 25(5. 
ser ran folia, Linn., 23, 351; 26, 
250. 

sp. n. ?, Hemal., 26, 256, 
staminoa, Maxim., 26, 257. 
Prenanthus Brunoniaiui, Wall., 36, 
504. 

ehinensis, Tlmnb., 23, 485. 
dehiiis, Tlmnb, 23, 480. 
deutata, Thunb., 23, 484. 
deniicidata, I-Toutt.., 23, 480. 
Faberii, Hemsl. * , 23, 480. 
glanclulosu. Bunn, 36, 504. 
hastatu, Thunb., 23, 481. 

Henryi, Bunn , 36, 504. 
humilis, Thunb., 23, 476. 

Integra, Thunb., 23, 475. 
japonica , Lmu., 23, 475. 
laciniafa, Houtt., 23,480. 
laucmlata, Houtt., 23, 475. 

1 grata, Thunb, 23, 475. 
inacrophylla, Branch., 36, 504. 
r ochrolouca, Hemsl. * , 23, 480. 
repens, Linn., 23, 483. 
sonchij’ftfiu, Bunge, 33, 481. 
Tuturinowii, Maxim., 23, 486. 
versicolor, File'll., 23,485. 
vitilhlia, Jtie Is, 36,504. 

Primula amethystina, Franck, 26, 
36. 

argutidens, Franck, 36, 50 L 
aurieulnta, Lam., 26, 36; men¬ 
tioned, 37. 

— var. polyphglla, Branch., 26, 
37» 

barhiaalyx, C, ll. Wright,^ 36, 
504. 

bell a, Franck, 26, 37. 
blattarifornus, Franck , 36, 37. 
brae tea ta, Franck, 26, 37, 
breviseapa, Franck, 36, 504. 
bullata, Franck , 26, 37. 
calliantha, Franck , 26, 37. 
cernua, Franck , 36, 37. 
ehartaoea, Franck, 36, 504. 
cmeraseens, Franck, 36, 504. 
Cockburniana, Hemsl., 36, 504. 
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Priimilti cortusoidoB, Linn., 26, §7. 
Davidi, 1'vanch^ 36, 504. 

Lelavayi, Franck., 26, MB. 
dentieuiata, Srn., 26, MB. 
dianlhu., Fraud., 36, 504. # 

dryadifoli a ^Franck., 26, MS. 

Baberi, Oliver, 26, MB. 

Pargesii, Franck., 36, 504. 
f.iriuosa, Linn., mentioned, 26, 
41. 

— var. denudata, Ledeb., 26, 
41. 

iilipes, Wall, mentioned, 26, 41. 
flava, Maxim., 26, MB. 

Forbesii, Franck., 26, 38. 
gemmifera, Batalin, 36, 504. 

Gillii, Britt., 36, 504. 
glaeialis, Franck., 26, 39, 
neueherifolia, Franck 36, 504. 
irieisa, Franck 26,39. 
japonico, A. Gray , 26, 39. 

— car. angustidens, Franck., 26, 

39. 

kialensis, Franck 36, 504. 
linearilubn, Wink! ., 36, 505. 

Listen, Kiny, 26, 39. 

Loem, Kan if,?, 36, 5! )5. 

'malacoides, Franck 26, 39. 
malvacea, Franck., 26, 39. 
niandorina, Iioffmgg., 26, 42. 

Maxi in owiezii, Bcgel, 26, 40. 
membranifolia, Franck., 26, 40. 
moupinensis, Franck., 36, 505. 
mutabilis, Lour., 23, 273. 
neurocalyx, Franck., 36, 505. 
nhalis, Ball., 26, 40 ; 36, 505. « 

— var. pumila, Pax, 26, 40. 

— var. purpurea. Pax, 26, 40. 
nutans, Delavay, 26, 4t7. 
nutantifolia, Band., 36, 505. 
obconica, Hance, 26, 40. 

— var. glabrcscens, Franck., 26, 

40. 

— var, rot midi folia, Franeh., 26, 
4°. 

Orcadians, Hance, 26, 40. 
oreodoxa, Franck., 36, 505. 
ovalifolia, Franck., 26, 41. 

Paxiajsa, Oily, 36, 505. 
pellucida, Franck., 26, 41. 
petiolaris, Wall., var., 36, 505. 
pinnatifida, Franck 26, 41. 
poculiformis, pook. f., 26, 40. 
Poissoni, Franck., 26, 41. 
polyneura, Franck., 36, 505. 
prmiitens, Ker-Gawl., 26,42, 43. 
Prattii, Hemsl., 36, 505. 
pulekella, Franck.. *, 26, 41. 
Pmnilio, Maxim., 26, 41. 
purpurea, Boyle, 26, 401 


Primula pycnoloba, Bur. $ Franck., 
36/505. 

ram akin a, Bretseh., 36, 505 (a 
blunder for Pedicularfo ramalana, 
Britt.). 

Bosthornii, Bids, 36, 505. 
saxatilis, Komarov, 36, 505, 
.seeundiflora, Franck., 26, 42. 
semperjlorcns, Loisel., 26, 42. 
septeniloba, Franck., 26, 42, 
serratifolia, Franck., 26, 42, m 
sertulosa, Kicks, 26, 42. 

♦ sertulum, Franck 36, 505. 
sibiric^ Jacp, mentioned, 26, 

41. 

silddmensis, Hook., 26, 42. 
sinensis, Sabine, 26, 42; men¬ 
tioned, 43. 

sir mat a, Franck., 36, 505. 
soneLifolia, Franck 26,43. 

Souliei, Franck , 36, 505. 
spicata, Franck., 26, 43. 
sLenoealyx, Maxim., 26, 43. 

Shear til, Branch., 26, 41. 

— var. fypica, Branch,, 26,40, 
Stuartii, Hook, f., 26, 40. 
filet lea, Watt, 26, 41. 
tongolensis, Franck., 36, 505. 
urticifolia, Maxim „ 26, 43. 

Viali, Velav., 36,?>05. 
vincseilora, Franck., 26, 43. 
viltata, Bur. § Franck 36, 505, 
Wilsoni, Dunn, 36, 505. 
yunnanensis, Franck., 26, 43. 
BftlMULACEjE, 26, 36. 

Primulina Tabaeum, Hance, 26. 
228. 

Trims aspreltus, Hook. & Arn., 26, 
115. 

Prinsepia. utilis, Boyle, 36, 505. 
Procris australis , Spreng., 36, 483. 
canton Icnsis, Spreng., 26, 470. 
chinenm , Spreng., 26, 450. 
jicoidea, Wall., 26, 482. 
laevigata, Blame, 26, 484. 
abhisa, Boyle, 26, 480. 
peduncular is, Wall., 26, 480. 
sessilis, Hook. & Am., 26,483. 
wnbcllaia, Sieb. & Zuce., 26, 483. 
Wiykiima, Wall., 26, 484. 

Prosarfes viridescens, Begel, 36, 144. 
Frotbacm, 26, 394. 

Protemopkallm Bivieri, Hook, f., 36, 
182. 

Prunella vulgaris, Linn M 26, 299. 
Prunopds Lindleyi, Andre, 23, 222. 
Prunus Amygdalua, Bail!., men¬ 
tioned, 23, 217. 

Armeniaca, Linn., 23, 217. 
i aspera, Thimb., 26,452. 
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Primus k\iuni, I Ann., 36, 505.^ f 
bracliypoda, Batalin, 36, 505, 
Bungci, Walp., 23, 219. 
campanfilafca, Maxim., 33, 218. 
caudatus, Fmnck, 36, 505. 
Oerasua, Linn., * mentioned, 33, 
218. 

chinensis, Elume, 23, 219. 
cinerascens, Franck, 36, 505. 
communis, Rads., 23, 218. 
communis, Linn., 23, 222. 
JDavidiana, Franch., 23, 218, 220. 
domestica, Linn., 23,218. r 
glandulosa , Tliunb., 23, <219. 
hirtipes, HemsL *, 23, 218. 
humilis, Bunge , 23, 218. 
insititia, Linn., 23, 218. 
japonica, Carr., 23, 219. 
japonica, Think , 23,219. 
macropbylla, iSieh. $ Zucc,, 23, 
219, 489. 

Maximowiczii, Bnpr., 23, 219; 
36, 505. 

Mume, Bieh. Sf Zucc 36, 505. 
nepalensis, Hort., var., 36, 505. 
oxgcarpa, Maxim., 23,219, 489. 
Padus, Linn., 23, 220; 36, 505. 
panimlata, Ker-Gawl., 33, 221. 
pauciflora, Bunge, 23, 220. 

Persiea, JSieS. Zwa\, 23, 220 ; 

mentioned, 218, 
phreosticta, Maxim., 23, 221. 
pogonostyla, Maxim,, 23, 221 ; 

mentioned, 26,450. 
Psendo-Cerasus, Lindl., 23, 22K 
Puddum, Boxb., 36, 505. 
punctata, Hook/., 33, 22L 
salicina, Lindl., 23, 221. 
serrula, Franck, 36, 505. 
serrulata, Lindl., 23, 221. 
setulosa, Batalin, 36, 505. 
sibirica, Linn,, mentioned, 23, 
217. 

Sieboldi, Maxim., 23, 221. 
sinensis, Pers., 23, 219. 
spinulosa, Sieb. $ Zucc., 36, 505, 
Ssiori, F. Schmidt, 33, 22L 
stipulaoea, Maxim., 23,222. 
szeehuanica, Batalin , 36, 505. 
tateienensis, Batalin, 36, 505, 
thibefeious, Franck, 36, 505. 
tomentosa, Thunk, 26, 222. 
irichocarpa, Bunge, 23,222. 
triflora, Boxb., 23,222. 
trifolia, Kurz, 23, 222. 
triloba, Lindl., 23, 222. 
uadulata, Wall., 36, 505. 
velutina, Batalin, 36,505, 
wrgata,, Hort., 33,222. 
xerocarpa, Beml n 36,505, 


Primus yunnanoiibK Franch./ 36, 
505. > 

Przewalslda tangutim, Maxim., 26, 

177. 

Pwumanthe marina, Jinnee, 23, 
323. ' 

Psmdaegle sepkria, Miq., 23, 111. 

Pseudnnthiatiria heteroclita, Hook, f., 
36,370. 

Pseudo- Carex plantuijinea, Miq., 36, 
310. 

Pseudolarix Fortunei, Maijr, 26, 
557. 

Kmnpferi, Corel., 26, 558. 

Pseudostacliyum polymurphum, 
Mnnro, 36,448. 

PseudotsiK/a Dimdiam, Bertrand, 
26,554. 

jexoensis, Bertrand, 26, 555. 
Karnqrfen, Cord., 26, 55S. 

Psidium caninum. Lour., 23, 295. 
OaUleiunum, Sabine, mentioned. 
23, 295. 

Guyava, Linn., mentioned, 23, 
295. 

pomiferuw, Linn., 23, 295. 
pmniliun, Vahl, mentioned, 23, 
295. 

pyrifemm, Linn., 23, 295. 

Psiiopegamun, HemsL *, 23, 303, 
491; colour of flowers, 489. 
sinense, HemsL *, 23, 103. 

Paophocarpus tetragonolobus, 1)0 

Psoralea corylifolm, Franck, 36, 506. 
f Psyebotria elliptica, Ker-Crawl,, 23, 

Beevesii, Wall., 23, 387. 
scandens, Hook. & Arn., 23, 387. 
serpens, Linn,, 23,387, 

Ptarmica alpim, Ledeb., 23, 437. 
mongolica , DO., 23, 437. 
siHrica, Ledeb., 23, 437. 

Pterilma acerifolium, Keinw., 26, 
495. 

Pternopetalum, Franch., 36, 500. 
Davidi, Franck , 36, 500. 

Pterocarpus fiavm, Lour., 23,199. 
indieus, Willd., 23, 199.* 

Pterocarya chinensis, Hart,, *"26, 
494. 

Delavayi, Franck, 26, 493; men¬ 
tioned, 494. 

bupebensis, Bkan '*, 26, 493. 
lavigata, Hort., 26, 494. 
niaoraptera, Batalin, 26, 494, 
rhoifolia, Sieb, $ Zucc., 36,506. 
stenoptera, O. JjC„ 26, 494. 

*— forma tonkinensis, Forbes & 
HemsL *, 26,494. 
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Pterqpeltis Tatarinowii, Mtuiuu 26, 
45 L. 

Ptorocephalus Bretsehneideri, Batalin, 
36, 506. 

Pterolobium indicant, Hanco, 23,307. 
punolatum, die ml. * , 23, 207. 
Bosthornii, Barms, 36, 506. 
subve.stitum, Ha,nee, 23, 207. 
Pteroluma triquetrum, Benth., 23,177. 
Ptcrania tomentosa , Lour., 23, 406. 
Pterospermum acerifolium, Benth., 
23, 91. 

aeerifolium, WillcL, 23, 91. 
formosanum, Mat sum., 36, 506. 
keterophyllum, Hance, 33, 91. 
Proteus, Burk ill, 36, 506. 

Pterost iqma capitahm, Benfeb., 26, 
185. 

grandiflonm, Benth., 26,185. 
\'ubitjinoswm , Walp., 26, 185. 
Pterostqrax voluhilis , Maxim., 26, 
126. 

Pterygiella Duclouxii, Branch., 36, 
506. 

nigreseeng, Oliver, 36, 506. 
Ptilacjrrostis mongolica , Griseb., 36, 

Ptychochilus septemnervis, Schau., 36, 
40. 

Pueraria calycina, Branch., 36, 506. 
peduncularis, 11. Grab., 36, 506. 
phaseoloides, Benth., 23, 190. 
Tkunbergiana, Benth., 23,191. 
tuberosa, 1)0., 36, 506. 
yunnanensis, Branch 36, 506. 
Puticaria konvangensis, Vaniot, 36* 
506. 

Pulsatilla eernua, Spreng., 36,506. 
ohinensis, Bunge, 36, 566. 
daurica, Spreng., 36, 506. 

Punica Granatum, Linn., 23, 306. 
Pycnospora hedysaroides, 11. Br., 23, 

nervosa, Wight & Arn. t 23,177. 
Pycnoatelma ohinensis, Bunge, 26, 
102; mentioned, 103. 
laLeriEorum, Hmml. * , 26,102. 
Pycreus angulatus, Bees, 36, 202. 

— var. fi. Wightii, C, B. Clarke, 
56,^02. 

Baoclia, Nets, 36,203. 
mpillaris , Nees, 36, 203. 

Oooperi, O. B. Clarke, mentioned, 

36.203. * 

Pelavayi, C. B. Clarke * , 36, 203. 
globosus, Eeichb., 36, 203. 

— var. fi. nilagirica, C. B. Clarke , 

36.204. 

— var. y. stricta, C. B. Clarke, 

36.205. 
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Pvoreus globosus, var, $, erjeta, C. B. 
r ClaU'e * , 36, 205. 
latespieatus, C. B. Clarke, 36, 205. 

Li/mean us, Nees, 36, 2(X). 
nit ms, Nees, 36, 206. 
polystaehyus, JJeauv., 36, 205. 
pulvinatus, Bees, 36, 206. 
paneliculatus, Nees, 36, 203. 
Hanguinolentua, Bees, 36, 206. 
Pygeum Henryi, Dunn, 36, 506. 
latifolium, Miq., 23, 223 m 

oxyearpum, Hance, 23, 219. 

• phtBostictum, Hance, 23, 221. 
Vyracmitka coceinea, M, Boem., 23, 

' 260. 

crcnulata , M. Boem., 23, 200. 
Pvrenaria, Blume, 23, 83. 

Pyrcfhrum indicum, Cass., 23, 437. 

‘ sinense , BO., 23, 439. 

Pyrola asarifolia, Miq., 26, 33. 
atropurpurea, Branch., 36, 506. 
Oorbien, II. Leveille, 36, 506, 
japonica , Sieb., 26, 33. 
renifolia, Maxim., mentioned, 26, 
33. 

rotundifolia, Linn., 26, 3*2. 
secunda, Linn,, mentioned, 26, 33, 
uniflora , Linn., 26, 33. 

Pyrus alnifolia, Beene., 36,506. 

Aria, Ehrh., 23, 254. 

Aueuparia, Gaertn., 23, 255, 
baccata, Linn., 23, 255. 
betulmfolia, Bunge, 23, 256. 
Calleryana, Berne,, 23, 256. 
^athayensis, Hemsl. * , 23, 256. 
ohinensis, Lindl,, 23, 257. 
chinemis, Boxb., 23,258. 
coccinca, Forbes & Hemal., lapsu, 
23, 513— Pyraectntha coccmea. 
communis, Linn., 23, 257. 
communis, Thunb,, 23, 258. 

— var. sinensis, 0. Boch, 23, 258. 
Oydonia, Linn., mentioned, 23, 
256. 

Delavayi, Branch „ 36, 506. 
discolor, Maxim., 23, 255. 
florihmida, Lindl., 23, 258. 
foliolosa, Wall., 36,506, 
granulosa, BertoL, mentioned, 23, 
258. 

indica, Wall., 23,257. 
Jacqmmontiam, Maxim., 23, 256** 
japonica, Thmh., 23, 257. 
kansuensis, Batalin, 36, 506, 

Mai us, Linn., 23, 257. 

Maulei, Mast., 23, 257. 
miorophylla, Wall., 36, 506. 

Pashia, Buch.-Ham., 23, 256: 36, 
506. 

pohuashanemis, Hance, 23, 255. 
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Pyrus jt’ntiii, Hemsl.,,33, 506. f 
pruni folia, Willi/., mentioned, 23, 

255. 

seabrifcftia, Franch., 36, 500. 
Smonii, Carr., 33, 256. 
sinensis, Bum., 33, 258. 
sinensis, Lindl., 33,257; mentioned, 

256. 

sinensis, Poir., 33, 256. 
spp., 33, 258, 259. 
spectabilis, Ait., 23, 258. 
transitoria, Batalin , 36, 506. 
ussunemis, Maxim., 23, 258. * 

variolosa , Wall., mcntjtoned, 23, 
256. 

vestita, Wall,, 23, 259; 36, 500. 
Wallicliii, Hook, /., 36, 505, 
yunnanensis, Franch 36, 500. 
Byxiponm polmndrmn, Fenzl, 23, 
4 323. 


Qaadriala lancaolata, Sieb. & Zucc., 
26, 409. 

Quamodii vulgaris, Choisy, 26, 102. 
Quercus, host'of a Lomnthns, 26,406. 
anodmta, 0. Seemen, 26, 516. 
acutissima, Carruth., 26, 508, 
aliena, Blmie, 26, 505. 

— tar. urticifolia, S/can *, 26, 

506. 

amygdalifolia, Shan * , 26, 506. 
annul ata, Sra., 26, 515. 
attemmta, Shan * , 26, 500; men¬ 
tioned, 512. *. 

Augustinii, Shan * , 26, 507. f 

hamlmtsfolia, Hance, 26, 519, 
bamlmscefdia, Fortune, 26, 522. 
bancam, Furz, 26, 518, 

Baronii, 8km *, 26, 507. 

Blakei, Shan, 36, 506. 
brevieaudata, Shan *, 26, 508. 
hullata, O, Seemen, 26, 516. 
Bungeana, F. B. Forbes, 26, 508. 
calatbiformis, Shan * , 26, 508, 
crdticarpi folia, Griff., 26, 511. 
calliprinos, Webb, mentioned, 26, 

507. 

canescens, var, urtkcefolia, Miq,, 
26, 522. 

Oarlesii, Amsl., 26,509. 

Carolina!, B'Jean, 36, 506. 

Championi, Bmth, 26, 509. 
chinensis, Abel, 26, 509. 
chinenm, Bunge, 26, 508. 
eleistocarpa, O, Seemen, 26, 510. 
cornea, Lour „ 26, 510; mentioned, 
518. 

cuspi&ata, Thmh 26, 510. 

— yar. sinensis, BO., 26, 520. 


Qmnvus denlbata, /look. f. 4 Thorns., 

26, 510. 

TV.lavnyi, Fran eh,, 26, 511. 
detisifolia, Abet, 26, 511. 

(dentala, Thanh., 26, 511. 

— ear, McOormidCii, Skaa * , 26, 
511. 

— ear. oxyloba, Franch., 26, 512. 
(lantern, Lindl, 26, 515. 

Bielsiana, Seamen, 36, 606. 

Kdithrc, Shan, 36, 500. 

elrtjagntfolia, 0. Seemen, 26, 512. 
Jtngleriann, 0, Seamen, 26,512. 
Evrei, Champ., 26, 512. 

E/pri, Hmice, 26, 500. 512. 

Fabri, Hance, 26, 512. 

Fargcm, Franch., 26, 517. 
fen estrata, var. deal hat a, Wenzig, 
26, 511. 

fissa, Champ., 26, 512 ; mentioned, 

509. 

Fordiana, Hemsl., 36, 500. 
formosana, Shan *, 26, 513. 
frag if era, Fnuwh., 26,510. 
FmnchHii, Shan * , 26, 513. 
gilva, Bin me, 26, 514, 
glabra, Thanh., mentioned, 26,513. 
glanclulifera, Blame, 26, 514. - 
glanca, Thanh., 26, 515, 507; 36, 
500. 

— var. lineata, Franch., 26, 517. 

— var. villosa, Shan * , 26, 515. 
Grifjithii, Hook. f. & Thoms., 26, 

505. 

— yar. art kmfolia, Franch., 26, 
500. 

grosseaerrafa, Blame, 36, 507. 
Bancei, Berth,, 26, 515; men¬ 
tioned, 522. 

ITarlancU, Hance , 26, 515, 

Henrgi, O. Seemen, 26, 521. 

Ilex, Linn,, 26, 510. 

— var, amidonta. Shan *, 26, 

510. 

— var. hullata, Franch., 26, 510. 

— var. phiilymoiclcs, Franck. 26, 

516. 

— var. rnfemms, Franck , 26,510, 

— var. spinosa, Fmneh n 26, 510. 
Uicimdes , A. Gray, 26, 51(1 * 
inner sa, Lindl., 26, 521. 

Irmnii, Hance , 26, 517. 
iteaphylla, IlancjL 26, 517. 
lamellosa, Sm„ 36, 507. 
lanuginosa, Franck, mentioned, 26, 

514. 

laxifiora , Lindl., 26, 513. 
lineata, Blame, 26, 517; 36, 507. 

— var. Fargesii, S/can *, 26, 

517. 
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Quorous lineala, var. grandifolia, 
Sinn*, 26,517. 
var. oxyodcm, Wenzig, 23, 517. 
Utaoifolia, Hance, 26, 518. 
Lyeoperdon, Slum* , 26, 518. * 
Me Gann hckiifOnx ruth., 26,511. 
mongolica, Fisch., 26, 518. 

Moulei, Bonce, 26, 519. 
Naiadarum, Hance, 26, 519. 
neriifolia , O. Seoraen, 26, 518. 
obovata, Bunge, 26, 511. 
obscura, 0. Seenien , 26,519. 
oxj/adon , Miq., 26, 517. 
pachylonm, D. Seemen, 26, 519, 
paebyphylla, Ktfrs, mentioned, 26, 
518. 

phillyrmides, A. Gray, 26, 516. 
Phdlaia, Buell.-Ham., 26, 515. 
polyatacliya, Wall., 26, 519. 
re verm, Lindl., 26, 591. 

Bex, He ml., 36, 507. 

Pall., 26, 518. 
snlieina, Mime, 26, 519. 
sclerophylla, Lindl., 26, 520. 
soraocurpifolia, &w., 26, 520. 

— mr. glabra, Franck, 26, 520. 
serrata, Thumb., 26, 520. 

var. chinemis, Wenzig, 26, 508. 
sessilijlora, var. w angelica, Branch., 
26,518. 

sessilifolia, Mime, 26, 521. 
Sicbotdiana , Bluiue, 26, 521. 
Silvieolarum, Hance, 26,521. 
spicafca, 26, 521; mentioned, 
508, 522, 

spinosa, A, David, 26, 516. 
mitehuenenm, Branch., 26, 512. 
synbalanos, Hance, 26, 521. 
thalasaica, Hance, 26, 5217 

— var. Irwinii , Wenzig, 26, 517. 

— w. vostita, Franck, 26, 522. 

tomcat a, King, 26,506. 
urtiemfolia, filmic, 26, 522. 
uvarii folia, Hance, 26, 522. 
variolosa, Franck, 26, 522. 
Vibrayeana, Frunch . 26, 

522. 

ymmancnm. Branch., 26, 511. 
Quinaria L#nmm, Lour., 23,110. 

triempidata, Koehne, 36,507. 
Quisqualis grandiflora, Miq., 23, 294. 
indiea, Linn., 23,294. 
stem's, Lindl., Z?, 294, 


Badermachera penhandra, Hemsl., 36, 

507. 

Bandia accedens, Hance, 23, 381. Be 
canthioides, Champ., 23, 381. 
densiflora, Bentk, 23, 381. 
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Bandia Dumetoriun, Lam,, 33, 381. 
JBtenryi, E. Fritz., 36, 507. 
leucocarpa, Champ., 23, 382, 
raeemosa, Maxim., 23, 382. 
sinensis, Boom. $ Sclmlt., 23,*382. 
Wallichii, Hook/., 23, 382. 
Ranunculacilb, 23,1. 

Banunculus aerjg, Linn., 23,13. 
afflnis, var., Maxim., 36, 507. 
aquatilis, Linn., 23,13. 

— var, brevifolius, Bossn., 23,13. 
aurieomus, Linn., 23, 13; men- 
% tioned, 17. 

Bmgei, $teud., 23,13. 
canton iensis, DO., 23, 15. 
chincnsis, Bunge, 23, 14. 

Cymbalaria, Pursh, 23, 14. 
diltusus, DC., 23,14. 

— forma subpmnatus, Wight 

Am,, 23, 14. * 

ext orris, Hance, 23,16. 
fibrosas, Wall., 23, 14. 
flaccid us. Hook, f, 4* Thoms., 36, 
507. 

hirtetlm, Boyle, 23,13. 
holoph/llus, Hance, 23, 16. 
hydrochans, Spenn., 23,18. 
liydrophillus, Bunge, 23,13. 
hyperboreus, Bottb., 36, 507. 
japonic us, Langsd., 23,14; men¬ 
tioned, 15, 16. 
japonicus. Thumb., 23, 13. 

Labordei, H. LvwiUe cf Vaniot , 36, 
507. 

Mmllendorffii, Banco, 23,14. 

- Oryzetorum. Bunge, 23,16. 
pensylvanieus, Linn., 23, 14. 
plantaginifolim, Murr., 23, 14. 
Polii, Branch., 23,15. 
propingms, 0. A. Mey., 33,13. 
pulchellns, C. A. Meg., 23,15. 
repens, Linn,, 23,15. 
replans, Lmn., 36, 507. 
samiyinosus, Pall., 23, 14. 
seeleratus, Linn., 23, 16. 

Sieboldii, Miq., 23,16. 
sp., 23, 17. 

stenorhynchus, Franck, 36,5(77 
subpmnatus, Wight & Arn,, 23, 14, 
tern alas, DO., 23,14. 
tornatus, Thunk, 16; men¬ 
tioned, 14. m 

trichophyllue, Chaix, mentioned, 
23,18. 

tricuspis, Maxim., 36,507. 
yunnanensis, Franck, 23,17. 
ZuccarinU, Miq., 23,16, 

Bapanea buxifolia, Mez, 36, 507. 
Baberi, Mez, 36, 507. 

Playfairii, Mez, 36, 507. 



Rapanea junnanensis, Mec , 36,^507, 
Rapbanus chinensts, Mill., 23, 50. 
Raphauistrimi, Linn., 23, 49. 
sat mis, %inn., 23, 50. 

Raphiolepis indica, Limit, 23, 264 . 
infegcrrima, Hook? & Am., 23, 264 . 
japonic, Mich. $ Zutv.. 33, 264 . 
pheeodcmon, Lincll., 23, 264 . 
rubra, Lmdl., 23, 264. 

■ salic(fdm, Lindl., 23, 264. 

Bapinkt, herbacea, Lour., 26, 8. 
EapunUum cmpitosum, Presl, 26, 3. 
cctmpa mtloides, Presl, 26, 3. r 

pyramidalv, Presl, 26, 3* 
r'adicam, Presl, 26, 3. 

Wallichiamm, Presl, 26, 3. 
Rauwoliia ehinensis, Ilemd. * , 26, 
95. 

Reevesia tbyrsoidea, Lindl., 23, 90. 
Rehmannia angulata, Hemd. *, 26, 
193 ; mentioned, 194. 
ehinensis, Fisch. & Moy., 26, 193. 
glutinosa, Lihoseh., 26,193; men¬ 
tioned, 194. 

— var. angulata, Oliver, 26, 193. 
glutinosa , Hanee, 26,193. 

Oldhami, EfunsL * , 26, 194 ; 
36, 507. 

Piasezldi, Mtyvim., 26, 194. 
rupestris, Hcmd. * , 26, 195. 
Reineckia carnea, Kit nth , 36, 113. 
Reinwardtia sinensis, Ilvutsl. , 36, 
507. 

trigyna, Planch., 23, 96. 

Retnirea maritima, AM., 36, 258? 
Renanthera coccinea, Lour., 36, 35. 
Renealmia calcaruta. Haw., 36, 71. 

nutans, Andr., 36, 72. 

Reseda ehinensis, Lour., 23, 51. 

odorata, Linn., mentioned, 23, 51. 
Rfsedace.®, 23, 51. 

Restio articulatm. Refs., 36, 258. 
Rhabdotbamnopsis, Hemd., 36, 507. 

sinensis, Hemd,, 36, 5U7. 
Riiamnacilk, 23,125. 
lUhimndla franyidoidcs, Weberb., 36, 
607, 

japonica, Miq., 23,127. 

Rbanuuis arguius, Maxim., 23,128. 
ary ulus, Maxim., 23,129, 
catharlicus, Linn., mentioned, 23, 
- 128. 

chloroplmm, Beene., 23, 130. 
crenatus, Baker & S. Moore, 23, 

129. 

crenatus, Sieb, & Zucc., 23, 127, 

130. 

crenatus, Sieb. $ Zucc,, 23, 128. 
d&buricus, M. A. Laws., 23, 129, 
489. 


Rbamnus clavurieus Pal/., 23, o 128; 
mentioned, 130. 
formosnnus, Ahtfsiem,, 36, 507. 
globostis, J lunge. 23, 129, 130. 
Imterophyllus, Oliver, 36, 507. 
in fee tor hts, var. puRsvens, Grisob., 
23,129. 

Jujuba, Linn., 23,120. 
lineal us, Linn., 23,127. 
lineatus, Lour., 23, 127, 
oreigenes, Hanee, 23,128. 
parvifolius, Bunge, 23,129; men¬ 
tioned, 130. 

persicus, Bom,, 36,507. 
Rostliomii, E. Prite., 36, 507. 
rugulosus, Hcmd. * , 23,129. 
sinensis, 8er., 23,128. 
sopor (fee, Lour., 23,126. 
spp., 23, 130. 

tinHorius, WalthL, 23, 129 ; men¬ 
tioned, 130. 
ntilis, Beno., 23, 128. 
virgatus, Benfh, 23,130. 
vlrgafus, Maxim., 23,129. 
v hr/at us, Roxb„ 23, 129; 36, 
507. 

Zizvphus, Linn., 23,126. 

Ehtimpfudia japouiea , Reiebb. f., 66, 
44 . 

Rhaphidophora angustifolia, Schott, 
36, 185; mentioned, 186. 
formosana, Engl.. 36, 507. 
hongkougensis, Schott., 36, 185; 

mentioned, 186. 
lucent. Hassle., 36,186. 
r Jancifolia, Scholl , mmitioued, 36, 
185. 

Pvepitt, r Bentb., 3G, 185; men¬ 
tioned, 186. 

pinnata, Schott, 36, 186. 
syleestris, Engl,, 36, 185, 

Ehaph'adepts Jbtmreiri, 8preng., 23, 
264. 

Merfensii, Sieb. & Zuif., 23, 261. 
sinensis, iil. Roem., 23, 261. 
spi salts, G, l>on, 23, 264. 

h'haphis trivia Its, Lour., 36, 368. 

Rbapis ilabeUtlbrniiH, Ait., 36, 
169. * 

humilis, Illume, 36, 169, 9 

Kwttnworlsik, H. WendL, 36, 
169. 

major. Blame, 3p, 169. 

Ehapmitictm at ripftei folium, B0.,23, 
468. 

pungens, Branch. & Sav., 23, 469, 
unijlonmi , DC., 23, 470. 

Rheum Alexandras, Batalin, 36, 
507. 

Barbarum, Lour., 26,855. 
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Rhetfm compactum, Linn., mentioned, 
26, 355. 

Lelavayi, Franck., 36,507. 

Emodi, Wall. , 26, 353. 
kialeuse, Frnnch ., 36, 507. 
officinale, Baill., 26, 353; men¬ 
tioned, 354. 

pahmtum, Linn., 26, 354. 

Pickonii, Pierre, mentioned, 26, 
354. 

E ’lum, Maxim., 26, 354. 

arbarum, Linn., mentioned, 
26, 355. 

Rhaponticum, Linn., mentioned, 
26, 353, 354. 

spiciforme, Hoyle , 36,355. 
strietum, Franch., 36, 507. 
nndnlatnm , Lour., 26, 355. 
uninerve, Maxim., 26, 355. 

JUiexia kdcranihem, Bonpl., 23, 300. 
BntzopHOKTUB, 23,303. 
lihodiola Kiriluwi , Kegel, 23, 285. 
Kkododendrou adenopoduin, Franck., 
36, 507. 

amcemm, Planck, 26, 20. 

Anna?, Franck, 36, 507. 
Anthopagon, D. Lon, 26, 24. 
anthopogon aides, Maxim., 26,10. 
argyrophyllum, Franck, 36, 508. 
atro virens, Franck, 26, 10. 
aucubaifolium, HmvsL* , 26, 10. 
Augustiuii, Hand. *, 26, 10; 36, 
508 . 

aureum, Franck, 36, 508. 
aurieulatum, Hemsl. *, 26,20. ,, 

barbatum, Wall., mentioned, 26, 

20 . 

blepharocalyx, Franck , 36,508. 
Bodinieri, Franck, 36,508. 
Bonvaloti, Franck, 36, 508. 
braehyanthum, Franck., 26, 20. 
brevistylum, Franck, 36, 508. 
Breynii, Planck., 26, 25, 

Buerger i, Miq., 26, 20. 
bulltifcum, Franck , 26, 20; men¬ 
tioned, 23, 

Burcavi, Franck., 26, 21, 

Burmanni, GL Lon, 26, 27. 

ChUerr/u Planck., 26, 20. 
calopliyton, Franck., 36, 508, 
calyeinwm, Planck., 26,28. 
campylogynum, Franck, 26,21. 
capital urn, MaZim., 26,21. 

— mr,, Franck., 26, 23. 
catawbienac, Michx., mentioned, 

" 26,22. 

cephalanthum, Franck, 26,21. 
Okampiouse, Book., 26, 21 ; men¬ 
tioned, 32. 

ehartopkyllum, Franck, 36, 508. 


Rhododendron ehionophyllum, Diels, 
36, 508. 

ciliiealyx, Franck, 26, . 

coeloneuruin, Diels, 36, 508. 
coneinnum, Hemsl. * , 26,21. 
coriaceum, Franck, 36,508. 
costulatum, Franck, 36, 508. 
crassum, Franck, 26, 22, 
crinigerum, Franck, 36, 508. 
crispijiorum, Planck., 26, 26. m 
cyanocarpum, Franck., 36, 508. 

% Danielsianum, Planck., 26, 27. 
daui’icum, Linn., 26,22. 

— var? miceronidaturn, Hanee, 36, 
22 

Lavidi, Franck , 36, 508. 
decorum, Franck, 26, 22. 
dccnmbem, D. Lon, 26, 20. 
Lelavayi, Franck, 26, 22. 
dendroeharis, Franck., 36,508. 
detersile, Franck, 36, 508. 
discolor, Franck., 36, 508. 
Edgoworthii, Hook. }'., mentioned, 
26,23. 

ellipticum, Maxim., 26, 22. 

Faberii, Hemsl * , 26, 22. 

Fargesii, Franck, 36, 508. 

Farrerse, Tate, 26,23. 
fastigiatnm, Framfk., 26, 23. 
tlavidum, Franck, 36, 508. 
iloccigerum, Frnnch., 36, 508. 
floribundum, Franck , 36, 508, 
fokiense, Franck. Find, 36, 508, 
Fordii, Hemsl., 36, 508. 
formosanum, Hemsl, 36, 508. 
ForUund, Lindt., 26, 23. 
frag runs, Maxim., 26,23. 
glauduliferum, Franck, 36,508. 
rucilipes, Franck, 36, 508. 
rematodes, Franck,, 26, 24; men¬ 
tioned, 23. 

ITaneeimum, Hemsl. * , 26,21* 
llancockii, HcmsL, 36, 508. 
lieliolepis, Franck., 26,24, 

Henryi, Hancc, 26,24; mentioned, 
32. 

kypoglaucum, Hemsl. * , 26, 24. 
indicum, Swed, 26, 25; men¬ 
tioned, 18, 31* 

— var. pnniccum. Hart,, 36, 27. 

inlrientuui, Franck., 36, 508. 
irroratum, Franck., 26, 2(5. ^ 

Kt&mpfm, Planck,, 26,25. 

Kciskei, Miq., mentioned, 26, 20. 
kinlense, Franck, 36, 508. 
lacteam, Franck , 26, 26. 
luferilitm, Planck., 26, 25. 
Latouekese, Franck $ Find, 36, 

508. 

ledifolium, Cr. j)ou, 26, 27, 

2U2 



Rhododendron lencantkmi, * Blumt, 
26,27. 

lucid urn ,rFranck, 36, 508. 
lukiangense, Franck, 36,50S. 
luiescens, Franck , 36, 508. 
macranthmiK Sweet, 26, 25. 
maculiferum, Franck., 36, 508. 
Mandarinorum, Diets, 36, 508. 
Marife, Hancc , 26, 27. 

*** mekongeuse, Franck, 36, 508. 
micranthum, Maxim., 26, 24. 
micranthum, Turcz., 26, 27. r 
microphyton, Franck., 26, 28. 
nolle, Sieb, & Zucc., 26, &). 
moupinense, Franck., 36,508. 
mueronatmi, G. Don, 26,27. 
nmcromilaimn, Turcz., 26, 32. 
narcissiflorum, Planck , mentioned, 
26, 27, 28. 

neriiflorum Franck , 26, 28 ; men¬ 
tioned, 25. 

obfiisum, Planch., 26, 20. 

Oidhami, Maxim., 26, 28. 
olftifolium, Franck., 26, 28. 
oreodoxa, Franck, 36, 508. 
ovaturn, Planch., 26, 28. 
oxyphyllum, Franck, 36, 508. 
pachytrickum, Franck., 36,508, 
parviflorum, ddams, 26, 28. 
parvijlormn, Ait., 26,28. 
phceniceum, &. Dan, 26, 28. 
pittosporasfolium, Remsl. * , 26, 
29. 

platypodum, Diels, 36, 509. r 
poll folium, Franck ., 36, 509. r 
polycladum, Franck, 26, 29. 
polylepia, Franck, 36, 509. 
Potanini, Batalin, 36, 509. 

Prafctii, Franck, 36, 509. 
Pritzelianum, Diels, 36, 509. 
Przewalakii, Maxim., 26, 29, 
puniemm , Planch., 26, 27, 28. 
racemosum, Franck, 26, 29. 
ramentaccum, Planch., 26, 25. 
ramosissimnm, Bur . & Franck., 
36,509. 

rigidum, Franck „ 26, 29; men¬ 
tioned, 20. 

Rosthornii, Diets, 36, 509. 
rotundifolium, David, 36, 509. 
rubiginosum, Franck. , 26, 30 ; 

mentioned, 20. 
rufescens, Franck., 36,509. 
rufum, Batalin, 36, 509. 
saluenense, Franck, 36, 509. 
sanguineum, Franck , 36, 509. 
scabrifolium, Franck, 26, 30. 
Sehlippenbachii, Maxim., 26, 30. 

, selense, Franck , 36, 509. 

Seuiayim, Maxii^.’ 26, 30. 


Rhododendron sidoropbyllum, * 
Franck, 36, 509, 

Skhddii, Miq., 26, 25. 

Simiarum, Ranee, 26, 30. 

Blmsil, Planch., 26, 25. 

Souliei, Franck, 36,1)09. 
ap. n. ?, 26, 32. 
spiciferum, Franck., 36, 509, 
spirmliferutn, Franck, 36,509. 
stamineum, Franck, 26, 30; men¬ 
tioned, 29. 

strigillosum, Franck, 36, 509. 
sublaneeolatum, Miq., 26, 31. 
suliiireum, Franck., 26, 31. 
sutchuenae, Franck, 36, 509. 
tahense, Franck., 26, 31. 

Tashiroi, Maxim., 26,31. 
tatsiense, Franck, 36, 509. 
Thompsoni, Franck, 36, 509. 
Thunberj/ii, Planch., 26,23. 
thy mi folium, Maxim., 26,31. 
trichopladum, Franck, 26,31. 
trichostomum, Franck 36,509. 
vernicosum, Franck, 36, 509. 

Viali, Franck, 36, 509. 
vittatum, Planck, 26,31. 

Westlandi, Remsl. * , 26, 31. 
Weyrichii, Maxim,, 26, 32. 
yanthinum, Bur. $ Franck, 36, 
509. 

yunnanense, Franck , 26, 32. 
Rhodoleia Championi, Hook., 23,291. 

formosa, Champ., 23, 291. 
Rhodomyrtus tomentosa, JRassk., 23, 

r 295 ‘ 

Rhus ailanthoides, Bunge, 23,112. 
chimnsis, Mill., 23,147- 
CotinuS", Linn., 23,145, 

Delavayi, Franck, 36, 509. 

Henryi, Diels, 36, 509. 
hypoleuca, Champ., 23,140; men¬ 
tioned, 147. 

javanica,, Linn., 23,147. 
microlcpis, Turcz., 23,145. 
Potanini, Maxim., 36,509. 
semialala, Man., 23,146, 
serrata, Engl, 23,146. 
sinica, Diels, 36, 509. 
succeclanea, Linn., 23, £47 jr men¬ 
tioned, 148. 

— w. japonica, Engl., 23,147. 
sylvestris, Sieb. <$f Zucc., 23,147. 
Toxicodendron, s itinn., mentioned. 

23, 148. 

— var., 36,509. 
triohocarpa, Miq., 23,148. 
vernicifera, DC., 23,148. 

Vemix, Thunb., 23,148. 

Walliehii, Hook. /., mentioned, 23, 

148, 



Bhys&chosia Dielsii, Harm, 36,500. 
Henryi, Hcmsl. *, 33,196. 

Henryi, Hoinsl., 33,489. 
himalensis, Bentk., 36, 509. 
lutea, JO mm, 36,509. > 

minima, D<2, 33,196. 
odorata, Hance, 33,319. 
sp., 33, 197. 

viscosa, DO., mentioned, 33,197. 
volubilis, Lour., 33,196. 
yunnanensis, Franck., 36,509. 
Bhynchospcrmum jasminoides, Lindl., 
36, 99. 

Bhy nch ospermum verticillatum, 
B&inw 36,509. 

Bhynokospora, see Eynchospora. 

Bibes, Linn., 33, 278. 
alpinum, Linn., 23,279. 
atropurpwreum, 0. A. Mey., 26,279. 
burejerise, F. Schmidt, 36, 509. 
ckifheim, Hance, 23,279. 

Davidi, Franck., 36, 509. 
Diacantha, Fall., 36,509. 

Fargosii, Franck., 36, 509. 
fascnouhitum, Sid). § Zucc., 23,279. 
glaoiale, Franck., 36, 510. 
glosBularioides, Maxim., 23,279. 
ilenryi, Franck 36, 510, 
longeraeemosura, Franck., 36,510. 
macrocalyx, Hance, 23, 279. 
manshuricum, Maxim., 23,510. 
Maximowiczii, Batalin, 36, 510. 
Meyeri, Maxim., 23,279. 
moupinense, Franck., 36,510. 
multillorum, Kit, 23,279. 
nigrum, Linn., 23, 279. * 

paohysandroides, Hook. 36,510. 

petmum, Wnlf., 23,280. 
procumbens, Pall., 36,^10. 
puled tellum, Tares., 23,280, 
Bosthornii, Diels, 36,510. 
stenocarpum, Maxim., 23,280. 
triparti turn, Batalin, 36,510. 
Bicinus Apdta, Dour., 26, 439. 
communis, Limi., 26, 443. 
inermis, var. manckunenm, Daniell, 
26,4*43. 

Riaotia cantomemis , Dour., 23,50. 
Bicdelia <mimtenata, DO., 23, 91. 

corcharifolia, DC., 23,91, 

Bipidmm japmmum, Trim, 36, 318. 
Robinia Amara, Lour., 23, 202. 
Ckamlagu, L'lJArit., 23, 163. 
ckinenm, Pers., 23, 163. 
flava, Loijy., 23,202. 
mills, Lour., 23, 200. 

Bodgersia sesculifolia, Batalin, 36, 
510. 

Henriei, Franck 36,510. 
pinnata, Franck., 36, 510. 


Bodgersia podophvlla, A. 43-ray, 23, 

* 267’ 

tabularis, Hcmsl., 36,510. 

Roctthra auvea, Branch., 36,510. 
Fargcsii, Branch., 36,510. . 
mcfcongensis, Branch., 36,510. 
Ubetica, Branch., 36,510. 
unijlora, Branch., 36,510. 
yunnanensis, Branch., 36,510. 
Bohdea japonica, Both., 36,115. ^ 

Bosa acicularis, Lindl., 23,248. 

alba, Lour., 23,248. 

» amoyensis. Hance, 23,252. 
amygdqfiifolia, Ser., 23,250. 
anemonceEora, Fortune , 23,247. 
anemonceflom, Lindl., 23, 248. 
Banksue, II. Br., 23,248. 
Beggeriana, Sekrenfc, 36,510. 
bengalensis, Pers., 23, 250. 

Biond.il, Crep., 36,510. 
bracteata, Wcndl .. 23, 249. 

Brmmvii, Lindl., 23,252. 
centifolia, Lour., 23,249. 
ckerokcensis, Bonn, 23,250. 
cheusan glabra, etc,, Petiver, 23, 
252. 


chinensis, Jacq., 23, 250, 
einnamomea, var. dakurica, Begel, 

23,249. 

cucumenna, Trail*23,250. 

Davidii, Crip., 36, 510. 
davurica, Pall., 23, 249. 
diversifolia^f ent, 23, 250. 
dubia, Oarr., 23, 252. 
i Fortunei , Crep., 23, 247. 
Fortuniam, Lindl. & PaxL, 23, 

249. 

fragarcejlora, Ser., 23, 248. 

Oiraldii, Crip., 36, 510. 
qymnocarpa, Nutt., 23, 256. 
% Hystrix, Lindl, 23, 250. 
indica, Linn., 23, 249; mentioned, 

250, 


inermis, Eoxb., 23,248. 
intermedia, Oarr., 23, 252. 
involucrafa, Braam, 23, 249; men¬ 
tioned, 248finote. 
koreana, Komarov, 36, 510. 
laevigata, Mivhx., 23, 250. 

Linkii, Dehnhardfc, 23, 253. 
lotigifolia, Willd., 23, 250. 

Luuim, FrancL $ Rochehr 
251; mentioned, 252,253, 
luoida , Lawr., 23, 249. 

Macartnca, Dum,-0ours., 23, 249. 
maerophylla, Lindl., 23, 251. 
microcarpa, Braam, 23, 252; men¬ 
tioned, 248 ftnote. 
microcarpa, Lindl., 23, 251; men¬ 
tioned, 248, J 
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Rosa mierpphylla, Boxh., 23, 252. 
mondial a, JJeuth., 33, 251. " f 
moseliata, AWL, 23, 252; men¬ 
tioned,^, 253; 36,510. 
mndliflora, Bentli., 23, 252. 
xnultiilora, Thanh.,,23, 252. 
nail7cincum. Lour., 23, 250. 
oicpatennis, Crop., 23, 252. 
nivea, DC., 23,250. 
odoraiissma , Sweet, 23,250. 

<r ~ pimpinellifolia, Linn 23, 250; 
mentioned, 254. 

— Tar. deusiflora, Crup., 23, ^ 
25a 

— var. ptaUjacantha , Cvep., 23, 
253. 

Prattii, Hemsl., 36, 510. 
Pmedoinditw, Limit., 23, 250. 
rugosa, Thmih ., 23, 253. 
srmpcrfl ovens, Curt., 23, 250. 
sempervirens, var. anenionijlora, 
Hegel, 23,247. 
serieea, Lindl ., 23, 254. 

Seme, Dehnhardt, 23,240. 
sinica, Ait., 23, 250; mentioned, 
251. 

si nicer, Lindl., 23, 251. 
sin Ha, Linn., 23, 250. 

Soulinua, Cvep., 36, 510. 
ievnafa, Pair., S3,250. 
trifolded a, Bose, 23, 250. 
tviphi/lla, Roxb., 23, 247. 

Webbiana, Wed/., 36, 510. 
xanthina, Lindl., 23, 254; men¬ 
tioned, 253. * 

Rosaob.tu, 23, 217. 

Ruecoea al])ina, Boyle, 36, 67. 
eapitata, var. purpurata, Gaqncp 
36, 67. 

— var. seillifolia, Gaqncp 36, 

68 . 

cautlooictes, Gagncp., 36, 68. 
Charnseleon, Gagnep., 36, 08. 
debilis, (iagnep., 36, 08. 
intermedia', var. anomala, Gaqncp., 
36,68. 

— var. macrorhiza, Gaqncp., 36, 

68 . 

— var. minuta, Gaqncp ,, 36, 

68 . 

pmitandra , Roxb., 26,265. 
^jpwrpurea, Boyle, 36,07. 

— var. minor. Wall, 36,67. 

Rosmarinus officinalis, Linn., men¬ 
tioned, 26, 286. 

Bospidios vaednioides, A. DC., 26, 

71. 

Bosfdlularia diffusa, Nees, 26, 
245, 

" proeemhms, Nees, 26,246. 


Rostelhdana ivichovhiht, Miq., r26, 
2 OK 

Batata dnisi flora, Koehno, 23, 303. 
indiva, Koebnc, 23, 303. 
rolimd [folia, Koch no, 23, 303, 
Eutlboelha compress^ Linn 36, 
301. 

— var. fasciculata, Hack., 36, 

301. 

— var. genuina, Hade., 36, 361, 

— var. japonica, Hade., 36, 301. 
exaltala, bum. 36, 302. 
folia!a, Steud., 36, 362. 
glamliilosa, Tvin., mentioned, 36, 
" 302. 

latilblia, Sfaid., 36, 302. 
mollieoma, Havre, 36, 302. 
nigivsccus, Tina., mentioned, 36, 

302. 

sritevm, Roxb., 36, 402. 

Bo!/levee ten van! hern. Book. & Arn., 
26,440. 

hrerhafte, Wall., 26, 430. 
enidoirivnsi.s, Spreng., 26, 430. 
de he ends, Jobs., 26, 430. 
cord ifolia, Bentli., 26, 441. 
Fnrii/iame, Baill., 26, 410. 
ptwereelala, A. Jurs., 26, 439. ' 

seethe [folia, A. Juas., 26, 441. 
Undaria , Roxb., 26, 440. 

Zippclti, Hassle., 26, 442. 

Bmniea chinensis , Wall. [Cat. n. 6681] 
ex Mourn., 26, 395. 

Rourea ea/ideefa, Planch., 23,150. 

eommutata, Planch., mentioned, 
* 23,150. 

humilis, lUnmc , mentioned, 23, 
150. 

javauioa* Bin me, mentioned, 23, 
150, 

mieropbylln, Planch., 23, 149, 
Millet!ii, Planch., 23,150. 
sandal rides, Brnitlu, 23, 150. 
sivntftloidert, Wight fr Am., men¬ 
tioned, 23, 150. 

BoxhitrqMa gloviosoides, Roxb., 36, 
95. 

japonica, Blume, 36, 05, 
jtimnim , var. andmlmne*, B$nth,, 
mentioned, 36, 05. 
nesrifolia, Zuce., 36, 95. 

Sfemona, Steud., 36, 95, 
viridiflora, Smith, ,36, 95. 
RpxBmumuoM, 36, 94, 

Rubia c*hinenais, Beget, 2g, 392. 
cordifolia, Linn.,' 23, 393. 
gracilis, Miq., 23, 395. 
mitis, Miq., 23, 393, 
Schnmanniana, A’, Brils,, 36, 
510. 
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Kubns ahorltvua, 0. 
220 . 


Kimfze^ 23, 


anrroido s\ Miq., 23, 208, 
adonjuithuH, Find 4* Franck .. 36, 

wo, 

ullnphylluM^/jfowif., 36, 510. 
altlueoides, fiance, 23, 220. 
ampelinus. Ft trice, 36, 510. 
amphidasys, Foe/ce, 36, 510. 
aralioides, fiance, 23, 229. 
Bainbusarum, Focfcc, 36, 510. 
hi Horns, Buchan., 36, 510. 

Bodinicri, II. Leveillc & Vctniof, 

36,511. 

Buergeri, Miq., 36, 511, 

Ohafifl rigoni, II. Laucille & Vanin/, 

36,511. 

chili ad on us, Fnckc, 36, fill, 
ohinensis, Franck., 36, 511. 
chinmsh, Hoi*., 23, 207. 
ehinrnisis, Thimb., 23, 205. 
ohronsopalus, Focke, 36, 511. 
noehinehinonsiH, TrttH 36, 511. 
Oockburnianus, If end,, 36, 5U. 
eorehorilolius, Linn., 23, 200; 36, 
511, 

coroiinuR, Miq,, 23, 20*0. 
Hinil^ifoliuR, linnrfc, 23, 200. 

David ian hr, O. K'nn/zc, 23, 200, 
Delavayi, Franck, 36, 511. 
ellipticals, is'at., mentioned, 23, 
200; 36,511. 

(Migtmius, Focke, 36, 511. 
ettloucus, Focke, 36, 511. 

Fargesii, IVavch,, 36, 511. 

Hage Hi Horns, Focke, 36, 511. n 
ilosculosua, Focke, 36, 531. 
Foekeanus, Kurss, 36, 511. 
foliolosua, D. Don, meiftioned, 23, 
235 ; 36, 51L 
Fordii, llanoe, 23, 201. 
formosenais, O. Kuntse, 23, 

230. 

fragar kudos, Her hi., 36, 511. 
Gentiilianua, H. IMellU 4 Van inf, 

36,511. 

Giraldianus, Fnckc, 36, 511. 
glahmimm , Champ., 23, 204. 
glome^atus, Mime, 23, 231. 
G-tayanus, Maxim., 23, 231. 
hahmenm, Franch. & Sar., 23, 
233. 

Hanceanns, Q. Kunise, 23, 231. 
Hasskarlii, Miq., 23, 231. 
Henryi,Jgfms£. cf* 0. Kuntze *, 23, 

231. 

Jbibernus, 0. Kuntze, mentioned, 
23, 231. 

hupehensis, Oliver, 36,511. 
hydras/if alius, A. Gray, 23, 238. | 
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Rub ur iabandons is, Heni$. <j* <). 

1 KOnfsm * , 23, 231. 
kheus, Linn., 36, 511. 
farms, Miq., 23, 238. « 
ineisuH, Thanh., 23, 232. 
innominat;us, A & Moore, 23, 231; 

mentioned, 233. 
inn oyius } Focfcc, 36, 511. 
iremeuH, Focfcc, 36, 511. 
jambosoitles, Havre, 23, 232. 

Jainini, II. LeveilU 4* Vaniof, 
fill. 

, kermfolius, II. Leveille $ Vaniot, 

36.511. 

Kuntzeamis, HcmsL * , 23, 232 ; 

mentioned, 233. 

LambeH iauuR, Sei\, 23, 233. 

— car. glabor, Hand . *, 23, 

203. 

lasioenrpus, Fm., 36, 511. 
lasurd tlus, Focke, 36, 511. 
leue.mt.buM, ffa nee, 23, 201. 
Loblunnus, Hook., mentioned, 23, 
201 . 

loropetalns, Franch., 36, 511. 
luteseons, Franch., 36, 511. 
manlentus, Vamh., 36, 511. 
nmlifolius, Fnckc, 36, 511. 
maxhnus, O. Knntzc, mentioned, 
23,231. 

mosogams, Focfcc, 36, 511. 
microphyUns, D. Don, 23, 235. 
moclious, Focfcc, 36, 511. * 

tnolueeanus, Linn., 23, 234. 
*Mongirilloni, H. L&veilU $ Vaniot . 

36.512. 

multibraeteatus, H. LiveilU $ 
Vaniot, 36, 512. 
niveus, Thanh,, 36, 512. 
oehlanihns, llanoe, 23, 233. 

Oldham, Miq., 23, 23t>. 

Oliveri, Miq,, 23, 230. 
otophoriiR, Franck., 36, 512. 
paeahia, Fnckc, 36, 512. 
paoi ficus, Haver, 23, 234. 
palmntus, Thanh,, 23, 234. 
panieulatus, Fm., 23, 234. 
paradoxus, S. Monro, 23, 234. 
Parkori, Havre, 23, 235. 
panifolius, Linn., 23, 235. 
pelt-atus, Maxim., 36, 512. 
phoemcolaems, Maxim,, 23, 235. 
pileatus, Focke, 36, 512. 
pinnatisepalus, Hemsl., 36, 512, 
pirifalius, Franch. = pyrifolius,36, 
512. 

Playtairii, Hemsl , *, 23, 235. 

0, Kmtze, 23, 


polytrichus, Franch ., 36, 512. 
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Itubus pjmgens, Camh 23, 230. 
purpumts, Bunge, 23, 285. ' 

pycnanthus, Focke, 23, 283. 
pyrifolms, Sm 36, 512. 
rcctangulifolius, 0. Kuntzc, 23, 
236. 

reflexus, ICer-Gawl 23, 236 ; men¬ 
tioned, 231. 

reticulatus, mentioned, 23, 

238. 

roscefolins, Sm., 23, 237. 
mbijolius, Sieb. & Zucc., 23, 238. 
ruffoms, Maxim., 23, 230. # 

ruyosus, Sm., 23, 234. f 
saxatilis, Linn., 23, 237.' 
sepalanthus, Focke, 36, 512. 
setcbuenensis, Franck, 36, 512. 
Sieboldii, Blume , 23, 237. 
simplex, Focke, 36, 512. 
sorbifolius, Maxim., 36, 512. 
sozostylus, Focke, 36, 512. 
spinipes, Hemd., 36, 512. 
sterilis, 0. Kmtzc, mentioned, 23, 
235. 

Swinkoii, Ranee, 23, 237. 
tagallus, Cham. $ ScUecht 23,237. 
teledapos, Focke, 36, 512. 
tephrodes, Ranee, 23, 238. 
tbubetanus, Frctnch., 36, 512. 
Thunbergii, Sieb. $ Zucc,, 23, 238. 
trifidus, Thumb., 23, 238. 
triphyllm, Thunb., 23, 235. 
viburnifolius, Franck, 36, 512. 
villoms, Thunb., 23, 230. 
xanthoearpus, Bur. & Franck, 36, 
512. 

xanthoneurus, Focke , 36, 512. 
ytmanicus, 0 . Knnize, 23, 238. 
Kuellia chinensis , Neos, 26, 238. 

Buell .-Ham., 26,240. 
flagelliformis, Roach., 26, 237 ; 

mentioned, 288. 
indiyofem, Griffith, 26, 240. 
indigoiiea, Fortune, 26, 240, 
juponica , Thunb., 26, 241. 
repens, Linn., 26, 288. 
seclUBa, S. Moore, 26, 238. 
tetrasperma, Champ., 26, 242. 
Rumex Acetosa, Linn., 26, 355, 
Acetosella, Linn., 26, 355. 
mgyptiacm, Bleb., 26,357. 
_^aqnaticus, Linn., 26, 355. 

000 *^chinensis, Campd., 26, 357, 
crispus, Linn,, 26,356. 
erkpus, Lour., 26,357, 
dentatus, Linn., 26, 356; men¬ 
tioned, 356, 358. 
dentimlatus, Campd,, 26, 357. 
domesfcicus, Rartm mentioned. 
- 26,355; 36,512. 


Rumex Fischeri, Reichh., 26, 356. 
hawed us, Trov., 26, 857. 
Hydrolapafchum, Huds„ 26, 350. 
japonic us, Meisn., 26, 350. 
kmyifdim, Kunth, 26, 350, 
Loureiri, Campd., 26, 357. 

Luedcri, Muontor, 26, 350. 
maritimus, Linn., 26, 357. 
Marschallianus, Reichb., 26, 357. 
nepalensis, Sprang., 26, 357. 
Patientia, Linn., 26, 357. 
persicarioides, Maxim., 26, 357. 
pulcher, Linn., 26,357; mentioned, 
350, 358. 

ramuloms, Meisn., 26, 357. 

Regelii, F. Schmidt, 26, 350. 
stenophyllus, Ledeb., 36, 512. 
Rungia chinensis, Bentk, 26, 247. 

parvidora, Fees, 26, 247. 

Ruppia maritima, Linn., 36,197. 
roslellata, Koch, 36,197. 

8p., Griffi, 26,197. 
ltula angmt (folia, Pars., 23,102. 
toad com, 1)0., 23, 102. 
ch(depends, Linn., 23, 102. 
dahurica, 1)0., 23,102. 
gmveolens, Linn., mentioned, 23, 
102 . 

RUTACKiE, 23, 102. 

Rynchospora alba, Vahl, mentioned, 
36, 260. 

anomala, Steud., 36, 230. 
articnlata, Spreng., 36, 259. 
aurea, It. Br„ 36, 259. 
anrea, Vahl, 36, 259. 
f eapillaooa, Tore., mentioned, 36, 
259. 

chinensis, Booelt,, 36, 200. 

Faberi, r U. B. Clarke * , 36, 259. 
glaum, Bocck., 36, 200. 
glanea, ltoem. & Hcludt., 36, 259. 
glauea, Vahl, 36, 259. 

— vac. chinensis, O, B, Clarke, 36, 

259. 

grind 11 ima, O. B. Clarke , 36, 
200 . 

gntdlliuut, Thw., 36, 200. 

Rae.nkei, Presl, 36, 200. 
Kumplwmmen, Booek., 200. 
Knieskemii, J. Carey , mentioned, 
36, 259. 

Lavanm, Hook, & Arm, 36, 200, 
laxa, Bentk, 36, %G0, 

— var. chinensis, O. B. Clarke, 
36 259. 

laxa.’s,. Br., 36, 2f>9.~"' 
a trijlom, Neos, 36, 200. 

Walliehiana, C, B. Clarke, 36, 

260 . 

Wattichiana , Kunth, 36, 200, 
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Sabiu»Kwte£«, Hance, 23, 143., 
japonioa, Maxim., 23,143. 
lophindra, Hook. f. if Thoms., 36, 

limoniacoa, Wall., 23, 144. * 

pankuktta, £*em., 23,144. 
parviilora, Wall., mentioned, 23, 
144. 

purpurea, Hook. f. § Thoms., 36, 

Sehuinanniana, Diels, 36, 512. 
Swinhoei, HemsL *, 23,144. 
yunnanensis, Franck*, 36, 512. 
SABrACEAi, 23,143. 

Saccharum. arundinaceum, Bets., 36, 
349. 

japmimm, Thunb., 36, 347, 348. 
Narenga, Buck-Ham., 36, 349. 
offieinarum, Linn., 36, 349. 
pankmm, Lam., 36, 357. 
polydcwtylon, yar. a, Thunb., 36, 
347, 

— var. /3, Thunb., 36, 348. 
porphyrocomiim , Hack., 36, 349. 
procerum, Koxb., 36, 349. 
ntfipilum, Steud., 36, 350. 
tiara, Koxb., 36, 349. 
sinensc, Koxb., 36, 349. 

spiral um, Linn., 36, 343. 
spicahm, Thunb., 36, 346. 
spontaneum, Linn., 36, 349, 

— mbsp. a. indioum, Hack., 36, 
349. 

Saccolabium Pargesii, Krmzl., 36, 
512. 

hainanenae, Bolfe, 36,36. * 

Sagerefcia ferruginea, Oliver, 36, 512. 
lmmosa, Brongn., 23,181. 
o ppositifolia,* Brimcfn., 30, 512. 
pauoicostata, Maxim., 36, 512. 
rugoea, Ilanee, 23,133. 
thoozans, Brongn ., 23,133. 

Sagina Linnaei, firesl, 23, 70. 
maxima, A. Gray, 23, 70. 
sinensis, Hance, 23, 70. 

Sagittaria chincnm, Sims, 36, 190; 
mentioned, 191. 
conli/dkt, Koxb., 36,190. 
guyanen$is, liumb., 36,190, 
maFrophylla, Bunge, 36, 190 ; 

mentioned, 191, 
ohtusa, Thunb., 36,190. 
pygmma, Miq,,$6,191. 
sagittata, Tliunb., 36,190. 
sagiltij'olia^ Hook. & Arn. } 36, 
191* 

sagitfcifolia, Linn., 36,190. 

— yar. diversifolia , Mioheli, 36, 
190. 

— yar. longiloba, Turcz., 36,190.’ 


Sagittaria sagittifolia, var. ofigocarpa, 
1 Mieheli) 36,391. 
trifolia, Linn. (pi. dub.), 36,191. 
Sainilegeria gracilis, Cordem., 26, 
367. ^ 

tialacia chinensis,JArm., 23,125. 

cochinchinensis, Lour., 23,125. 
Salicace.e, 26, 526. 

Salicornia berbacea, Linn., 36,512. 

indica, "Willd., 26, 328. 
tialisburia adiantifolia, Sm., 26, 547. 

macrophylla, [Keyn.], C. Koch, 26, 
o 547. 

Salix acutyfolia, Willd., 26, 527. 
alba, Lmn ., 26, 526. 
amygdalina , Linn., 26, 533. 
babylonica, Linn., 26, 526. 

Bockii, Seemcn, 36, 512. 
brachystachys, Pranch. & Say., 26, 
533. 

cantonicnsis, Hance , 26, 527. 
Caprea, Linn., 26, 527. 

Caprca X phylxcifolia, 26, 527. 
cinerea, Linn., 36, 512. 

Daltoniana, Anderss., 26, 528 ; 
mentioned, 529. 

— var. Franchetiana, Burkill * , 
26, 528. 

— X clcgans, 26, 528. 
daphnoiiles, Villars, 26, 527. 

— var. amiifolia, Anderss., 26,527. 
densifoliata’, Seemcn, 36, 512. 
dictyoneura, Seemen, 36, 512. 
elegans, Wall., 26,528 ; mentioned, 
* 529. 

eriopkylla, Anderss „ 26, 528. 
Fargesii, Burkill * , 26, 528. 
floccosa, Burkill * , 26, 529. 
fragilis, Linn., mentioned, 26, 527. 
gracilisiyla, Miq., 26, 533. 

'Henryi, Burkill *, 26, 530; men¬ 
tioned, 529. 

heterochroma, tieemm, 36, 512. 
koreensis, Anderss 26, 530* 
Lindleyana, Wall., 26, 530. 
longiilora, Anderss., 26, 530. 

— var, albescens, Burkill*, 26, 
530. 

Maxiraoviczii, Komarov , 26, 512. 
Mesnyi, Hance, 36, 530; men¬ 
tioned, 531, 534. 
microphyta, Franck, 26, 531. 
Miquelii, Anderss., mentioned, 26, 
529. 

moupinensis, Franck, 26, 531; 

mentioned, 529. 
multinervis, Komarov, 36,513. 
myrtilloides, Komarov , 36,513, 
nigra, Marsh, , mentioned, 26, 527* 
obscura, Anderss., 26, 531. 
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SalixOhSbamiana, A: Henry^ 26, 553. 
oreopliila. Hook 26, 531. 
pen tundra, Linn,, 26, 631. 
pity] ici folia, Linn., 26, 632. 
jxypirfi folia, Andcrss., 26, 630. 
purpurea, Lhw.,*Z&, 632. 

— var. stinularis, Franck,, 26, 
632. 

pyenostaehya, Andcrss., mentioned, 

„ 26,533. 

re pens, Linn., 26, 534. 

Rosthornii, Bremen, 36, 513. 
Serpvllum, Anders#., mentioned, 
26,531. f 

sikkimensia, Andcrss., 26, 532 ; 
mentioned, 520. 

subpvcnostachya, Bwrkill *, 26, 
532. 

tetrnsperraa, Itoxh,, 26, 633 ; men¬ 
tioned, 631. 

Thunberginna, Blame, 26, 533. 
triandra, Linn 26, 533; men¬ 
tioned, 531. 

— ear. maxima, Bchcaux, 26, 533. 

— var. subdiscolor, Dehcanx, 26, 
534. 

xiigans, Komarov, 36, 518. 
variegata, Franck,, 26, 534. 
viminalis, Linn., 26, 534 ; 36,515. 
Walhehiana, ear. gnsea, Anders#., 
26, 534. 

Warburgii, 0, Bremen, 26, 534. 
Salomonia aphylla, Ciriff., 23, 50. 
on,ntoniensis, Lour., 23, 50. 
oblongU'olia, DC., 23, 50. ** 

parasitica, Griff., 23, 59. 

Salsola collina, Ball., 26, 330. 

Kali, Linn., 26, 330. 

— var. spicata, 1 lebeaux, 26, 330. 
— Tar. tenuifolia, Moq., 26, 330. 

— var. vulgaris, auet., 26, 330. 
Soda, Linn., 26, 330. 

Salvia brevilabra, Frmich., 36, 513. 
cMnmsin, Benth., 26, 284. 

Fortune!, Benth., 26, 284, 
hians, Bogle, 26, 284, 
jnponiea, *" Thumb., 26, 284 ; men¬ 
tioned, 287. 

— var. hipmnaia, Franch, & Sav., 
26, 284. 

— var, erythrophylla, Hemsl. * , 

^ 26,284. 

— var. integrifolia, Franeh. & Sav., 
26, 284. 

— var. lanuginosa , Franch., 26, 

284. 

— var, parvifoliola, Hemsl. * , 26, 

285. 

— var. ternata. Franch, & Sav., 26, 
284. 


Sul via. Manila rinormn. Bids, 36, 513. 
Ma\imowii*xiana, Hemsl, * , 36, 
285. 

niiltiorrlmn, Bunge, 26, 280, 
Mnimitillora, Bunge, 36, 288, 
officinalis, Linn., Cueutionod, 26, 
287. 

riasealdi, Maxim., 26, 287. ^ 
pogonoctdgv, I lance, 26, 280. 
Prnttii, JIrmsL, 36, 513. 

VrionilK Ha nee, 26, 287. 
IVzowaLKii, Maxim., 36, 2S7. 
pygnuen, Mafmim., 36, 513. 
lioborow dtii, Maxim,, 26, 287. 
soapiformiw, Ha nee, 26, 287. 
tutsiommuK Franch., 36, 513. 
t.rimiRpis, Franeh., 36, 613. 
umbmtica, Hancc, 26, 288. 
ynnwmcusitf, C. 11. Wright, 36, 
513. 

Hu mart/ tongifoHu, Dontb., 26, 02. 

ofjorata, jlentil., 26, 02. 

Sambtictw ciunensis, lunrlb, 23, 348. 
dad aides, Desv., 23,318. 

Kbiilus, J/iun., 23, 318. 
javaniea, Bin me, 23, 348; men¬ 
tioned, 310. 

Lourcirianu, DO,, 23, 348. 

•nigra. Lour,, 23, 318. 
mgr a, Thimb,, 23,340. 
meemnsa, Linn,, 23,348. 
Bivholdiana , Blumo, 23, 340. 

' Thunhcrgiami, Blumo, 23, 248. 

Ulll ia midi, I lance, 23, 340. 
Smnolus Yalerantli, Linn,, 26, 59. 

* Samyhach.15, 23, 311. 

Banrfuisnrha. canadensis, Linn., var, 
* tafijvfia , Ledcb., 23, 240, 
rurneir? Franch., 23, 247. 
officinalis, Linn., 23, 247. 
ruhra, Hnlirmik, 23, 247. 
tmnijblm, Finch., 23, 247. 

Sanicula cwmluHoonsi, Frmich 36, 
613. 

chiucnm, Bunge, 23, 320. 
data, Buuh.-Ifatn,, 23, 326. 
europma, Linn,, 23, 320. 
bacquetioides, Franeh, 36, 5X3. 
lamelligera, Havre, 23,*126. 
orthacantha, B, Moore, 33, 520. 
rubri flora, F, Schmidt, 23, 327. 
rugulosa, Bids, 36, 6X3. 
tubercuiafca, Mas^im,, 23,327. 
yunnanensis, Franck,, 36, 513. 
Batmvuria carnm, Ani., 36,113. 

sessilijlora, Ker-Gawh/36, 113. 
Santalaceas, 26, 408. 

Sapindacejs, 23,138. 

Sapindus abruptus, Lour,, 33,139, 
chimmis , Linn., 23, 139. 
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Sapiniius Mukorossi, Ortwin., 23, U>9. 
Sapium discolor, Mnell. Ary., 26, 
445. 

rotundifolinm, firms/. *, 26, 445. 
Hobiftiruin, HA, 26, 445; men¬ 
tioned, 441? 

flaponam Vnmiria, Linn 23, 04. 

8 \ IM >TACRiT5, 26, OH. 

Sureandra chloranthoidcs, Gardn., 26, 
007. 

Surcti.nl him comma, Tlolfr *, 36, 36. 
elongatus. /jV/c * , 36, 36. 
filiform is, LmdL, mentioned, 36, 
30, 37. 

Fnrdii, Itdfe * , 36, 37. 
fonnosiimih. lio/Jr, 36, 37. 
honkongeiiMis, Ddfc, 36, 37. 
oxyphyl! us, Wall., mentioned, 36, 
37. 

panienlatus, Uadi.. 36, 37. 
rosl ratus, hind/.. 36, 37. 
rodndus, Boirhh. I'., 36, 34. 
succisus, Lindt 36, 07. 
tcretifolius, Until 36, 88 ; men- 
I limed, 04. 

Harcochilus Arachnites, Jteichh. /,, 
mentioned, 36, 35. 
anrifris /W/c *, 36, 04. 
haimmmisis, AW/b, 36, 35. 
lurnft'v, Baulk, 36, 35. 

Sarconomt Uookeriana , Baill., 26, 
418, 

pruniformis, IdndL , 26, 418. 
stdieifolia, Baill,, 26, 418. 
saligna, Mtiell. Arg„ 26, 418. 
Wight, 26, 418. 

Sarcopyrarms lameolata, Wall., 23, 
302. 

nepaleiisis, HW,, 23, 302 
Sarronpertna laurina, Hook.f ., 26,08. 

pedtmoulata, Mem,si. * , 26, 08. 
Sarcozygium xanthoxylum, Bunge, 23, 
97. 

Saruma Henryi, Oliver , 26, 360; 
36, 513. 

Sassafras officinalis, Sieb., 26, 392, 
Darthenoxglm, Noes, 26, 372. 
Satyrium brad cal am, Pers., 36, 04. 
nepnlew, J). Don, 36, 63, 
setelTuenioum, Kmntsl„ 36, 513, 
mride, Linn., 36, 54. 

Saurauja maorotricha, Kurts, 23, 79. 
napaulensis, DQ., 36, 513. 

Oldham i, Hemsl. *, 23, 79. 
pundimria, JPa//., 23,79. 
tristyla, JTO, 23,79. 

Sauropsis chin mi sis, Turcz., 26, 363. 

Cumingii, 0. DO„ 26,363. 
Sauropus albicans, Blume , 26, 420, 
Saururus rcnmus, Thunb., 26, 363. 


Saururns chhicnsis, Baill., 303. 
Lou rein, Deane., 26, 363. 
nutans, Linn., 36, 193. 

SauMsurea aflhiis, Sprang., 26,463. 
(data, DC., 23, 405. 
alatipes, Hem si. ^36, 513. 
cdpinn , var. Icucophglla, Ilance, 23, 
467. 

amara, DC., 23, 403; mentioned, 
466. 

mmmisis, Turcz., 23, 464, " 

arenai’ia, Maxim., 23, 463. 
(frnricnlata, lie nisi., 36, 513. 
auriculnta, Brandt 36, 513. 
Baronmna, Diels, 36, 513. 
Bulloekii. Dunn, 36, 513. 

Bnngci, Benth. & Hook, f., 23, 
1(53. 

ca rd ui form is, Branch., 36, 513. 
eurihumoidcs, Benth., 23, 463. 
eaudatn, Fran t h., 36, 513. 
chouilinzonsis, French., 36,510. 
ehinends . Seh.-Bip., 23, 465. 
ciliavis, Branch., 36, 513. 
oirsioides, I Ian si., 36, 513. 
compta, Branch., 36, 513. 
eonyzoides, Hemsl., 36,513. 
cordifolia, Hemsl., 36, 513. 
crassifolia, DC 1 ., 23^ 463. 
crispa, Vmriot, 36, *13. 

Duvidii, Branch., 23, 463. 
doeurrens, Hemsl., 36, 513. 
Delavayi, Branch „ 36, 513. 
dimorphiea, Branch., 36, 513. 
dwcohrr, var. elatior, Maxim., 23, 
464. 

doiiehopoda, Diels, 36, 513. 
Dutaillynna, Branch., 36, 513. 
dzeurensis, Branch., 36,513. 
ednlis, Branch 36, 514. 
epilobioidoH, Maxim,, 33, 404. 
eriocephala, Branch., 36, 514. 
eriolepis, Bunge, 23,464. 

Fargesii, Branch., 36, 514. 
floxuosa, Brandi., 36, 514. 
glome rat a. Dob., 23,464. 
gossyjiiphom, D. Don, 36, 514. 
grmiunea, Dunn, 36, 514. 
grosseserrata, Branch., 36, 514. 
Grnmgrjimailo, Winkl., 36,514. 
Henryi, Hemsl,, 36, 514. 
hypoleuea, Sprang., 23, 465, 466.^ 
intermedia , Turcz., 23, 465. 
iodostegia, Emm, 23, 464. 
japonica, DC,, 23,464. 
japdnica, Franck,, 23, 463. 
Katochsete, Maxim,, 23, 465. 
Kunthiana, C. B, Clarke, 36, 514. 
lamprocarpa, Hemsl, * , 23, 465. 
lampsamfolia, Branch ,, 36, 514. 
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Saussurca lanuginosa, Vqniot, 36, 
514. f 

Leontodon, Dunn, 36, 514. 
linear fo, Champ., 23, 404. 
lingulata, Franck., 36, 514. 
likiangensis, Frmich 36, 514. 
longifolia, Fmnch,, 36, 514. 
macrota, Franck 36, 514. 
manshurica, Komarov, 36, 514, 

.. Medusa, Maxim., 23, 460. 
irucrocephala, Diels, 36, 514. 
microcephala, Franck. * , 23, 466. 
minuLa, Win/d., 36, 514, * 

mollis, Franck., 36, 514- 
nigresoens, Maxim., 23/466. 
nivea, Turez,, 23, 464. 
nobilis, Franck., 36, 514. 
obvallata, Wall., 36, 514. 
oligantha, Franck., 36, 514. 
olophyUa, Hemsl, *, 36, 514. 
pachyneura, Franck., 36, 514. 
paleata, Maxim., 23, 467. 
pectinafca, Bunge, 23, 467. 

— var. amurensis, Maxim., 23, 
467. 

peduncularis, Franck., 36, 514. 
phoaantha, Maxim,, 23, 466. 
populifolia, Hemsl., 36, 514. 
Przewalskii, Maxim., 23, 4G7. 
pulchella, STsch., 23, 464. 
radiata, Franck., 36, 514. 
romuleifolia, Franck 36, 514. 
Posthornii, Diels, 36, 514. 
salicifolia, DC., 23, 467. 

— var. chinonsis, Maxim.,* 23, 
467. 

saligna, Franck., 36, 514. 
scabrida, Franck 36, 514, 
semilyrata, Bur. & Franck., 36, 
514. 

serrata, DC., 23, 467. 

Souliei, Franck., 36, 514. 
sp., 23, 468. 

spatulifolia, Franck., 36, 514. 
Stella, Maxim., 23,468. 
stricta, Franck., 36, 514. 

Sughoo, C. B. Clarice, 36, 514. 
sutchuenensis, Franck „ 36, 514. 
sylvatica, Maxim., 23, 468. 
Tanaka, Maxim., 23, 468. 
tangutiea, Maxim., 23,468. 

0 <r taraxacifolia, Wall., 36, 514. 
tatsienensis, Franck., 36, 514. 
thibetica, Franck,, 36, 514. 
triangulata, Traulv . § Meg,, 23, 

umbrosa, Komarov , 36,514. 
ussuriensis, Maxim,, 23,468; men¬ 
tioned, 467. 

— var. odontolepis , Herder, 23,467. 


SatiBsuroa vaginata, Dunn, 36/514. 
vestita, Franck., 36, 515. 
villosa, Franck., 36, 515. 
virgafca, Franck., 36, 515. 
AYoodiana, Hemsl., 36, 515. 
yunnanensis, FnMi., 36, 515. 
Saxifraga aplophylloides, Franck., 36, 
51o. 

atrata, Engl., 23, 266. 
auranfciaea, Franck., 36, 515. 
bracbyphylla, Franck., 36, 515. 
Candelabrum, Franck., 36, 515. 
cardiophylla, Franck 36, 515. 
cernua, Linn., 23, 266. 
chinensis, Linn., 23, 266. 
chionophila, Franck., 36, 515. 
chrysantha, Franck., 36, 515. 
cortusaefolia, JSieb. Zucc ., 23, 
267. 

— var. Forttmei, Maxim., 23, 
267. 

erinalis, Franck., 36, 515. 
cuseutceformis, Lodd,, 23, 207. 
Davidii, Franck., 36, 515. 
Delavayi, Franck., 23, 267. 
drabasformis, Franck,, 36, 515. 
egregia, Engl., 23, 267. 
flabellifolia, Franck., 36, 515. r 
Fortmei, Hance, 23, 267. 

Bortunei, Hook., 23,267. 
gemraigera, Engl., 36, 515. 
gemmipara, Franck 36, 515. 
Cillii, Trimcn, 36, 515. 

Giraldiana, Engl., 36, 515. 
glaucophylla, Franck., 36, 515. 
hircuioides, Engl., 23, 207. 
Hireuius, Linn., 23,207. 
hispidula, D. Don, 36, 515. 
hyperfcoides, Framch., 36, 515. 
Josephi, Engl., 36, 515. 
likiangensis, Franck., 36, 515. 
longistyla, Franck., 36, 515. 
maeroatigma, Franck., 36, 515. 
manahuriensis, Komarov, 36, 515. 
melanoeentra, Franck 36, 515. 
micrantha, Franck, 36, 515. 
nana, Engl., 23, 2(58. 
nutans, Franck., 36, 515. 
oroophila, Franck., 36^515^ 
pekinonsis, Maxim., 23, 208. 
peltata, Torr., mentioned, 23, 260. 
peplidifolia, Franck., 36, 515. 
petrophila, Frao^ch,, 36, 515. 
phsenophylla, Franck,, 36, 515. 
Przewalskii, Engl., 208. 
punctata, Linn., 36, 5x5. 
purpurascens, Franck., 36, 515. 
Eossii, Oliver, 23,268. 
rofcundifolia, Linn., 23, 268, 
rupicola, Franck., 36, 515. 
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Saxifraga sanguinea, Franck, 36,515. 
win non I owa, Linn.* 23,208. 

— vm\ amid ajar mis* Sor., 23, 

207. 

m^pqUijbfm^wr.Pidtasunm* Ilaiuv, 
23,2(H). 

si hi rim, Linn.* 36, 515. 
sp. nova?, 23, 209. 

Htellarunfolia, Franck* 36, 510. 
tabularis, He/ml. *, 23, 269. 
tnngntiua, Engl.* 26, 209. 

— var. mimitillora, Engl., 23, 209. 
tclliinoides, Maxim., mentioned, 23, 

209. 

trinorvia, Franck, 36,510. 
tsangchanonwis, Franck* 36, 510. 
uiiguictilaifty Engl., 23, 209. 
SAxmuoAOM, 23, 205. 

SeabiOHJi Brotschneidori, Batalin* 36, 
510. 

cochinch him sis* Lour., 23, 400. 
Fmehori, BO., 23,400. 

Soiuvola Hainan emus, Nance, 26, 2. 
Koenigu, Vahl* 26, 2, 
lufe.mga* I lance, 26, 2. 

Lobelia* Bontli., 26, 2. 

Bcepa ch him sis* Champ., 26, 429. _ 
Bwptrocmdo macrostaehya, Maxim,* 
36, 510. 

Schanqinia Uni folia* G. A. Mey., 26, 
329. 

Bvhcdonorm rcmotiflorus* Miq., 36, 
430. 

Schelllora Fargesii, Harms* 36,516. 

inegalobotrya, Harms* 36, 510. 
Schima argenfcea, F. Fritz.* 36,510. 
Noronhaa, liemw., 23,80. 
superha* Cardn,, 23, 80. 
Schistooaryum, Franck , 36,1510. 
ciliaro, Bur. <f Frnnch.* 36, 516. 
myosotideum, Franck* 36, 510. 
ovalifolimn, Bur. $ Franck* 36, 
, 510. 

Echistocodmi Mcyeni, Sehau., 26, 101. 
Sohizandra axillaris, Hook., 36, 510* 
chinensis, Baill.* 23, 25. 
olongata, Hook.* 36, 516. 
glauceaoens, Diels* 36, 510. 
granjjiflwa, Hook* 36, 516. 
japanim, Hance, 23, 25. 
propingua, Hook f. $ Thoms.* Tar., 

Schizocapsa planteginea, Hcmce* 36, 
90. 

Schizooodon^tundifolius, Maxim.* 

26,34. 

Schizopepon dioicus, Cogn.* 36,516. 
Schizophragma hydrangeoides, Biel. 
# Zmi 36, 516, 
integrifolia, Oliver* 36,516. 


Schizosfcachyum dh incuse, IUntile* * 
' 36, 448. 

Dumetorum, Mnnro* 36, 449. 

8chizotheca Hemprkhii* Elulmb., 26, 
563; 36,3. 

Srlunidelia Cobbc, DO.* 23, 138. 
Behoberia ylauca* Bunge, 26, 329. 
Schamas apogon, Boom. $ Bchult.* 
36, 201. 

Brownii* Hook, f., 36, 201. „ 

coloratus , Linn., 36, 223. 

— Tar. ft* Linn.* 36, 209. 
cowpressns, Linn., 36, 248. 
elafns* Bueclt., 36, 261. 
faleafcus, JL Br.* 36, 261. 
imherbis* Poir., 36,201. 
lithospcrmus, Linn., 36, 205. 
Markcus* Linn., 36, 262. 
ulceus, Linn., 36, 224. 
puberal ns, C. A. Mey., 36, 236. 
Schocplia chinensis, Gardn.ti Champ.* 
23,114. 

iasminodora, 8kb. $ Zucc.* 23, 
114. 

Sohxpjiopsk chinensis* Miers, 23,114. 

jasminodora* Miers, 23,114, 
Schollia crasstfolia* Jacq., 26,116. 
Schubertia japonica* Spach, 26, 544. 
Scilla chinensis, Benin# 36, 127. 
japonica, Baker* 36,127. 
japonica* Thunb,, 36,140. 
Scindapsua sinensis, Engl., 36, 185. 

sylvesiris* Kunth, 36,185. 

Scirpus acicnlaris* Linn., 36, 225. 
acenmimtus* Poir., 36, 230. 
restivalis* Betz., 36, 231. 
afflnis* Both, 36, 251. 
afflatus* Booth., 36, 226. 
anceps* Willd,, 36, 231. 
arvends, Betz., 36, 235. 
atropurpureus, Betz., 36, 220. 
attmuatus* Branch., 36, 220, 
barhatus* Boltb,, 36, 247. 

Impicatus* Eoxb., 36, 243. 
capillaris* Linn., 36,247, 248. 
capitatm* Linn., 36, 227. 
capsuiwris* Lour,, 36,103. 

Caricis, Betz.* 36,248. 
eephalotes , Jacq., 36, 224. 
chinensis, Munro, 36, 250, 253. 
chinensis* Osbeok, 36, 253. 
ciliaris* Linn., 36,256. * ^ 

Cinnamometorum* Vahl, 3©> 233. 
cognatm , Hance, 36,252. 
cmiplmatus, Betz., 36,231. 
comprmm, Pers., 36, 248. 
contferus* Poir., 36, 258. 
corymbosus* Linn., 36, 259. 
cuspidatus* Both, 36, 257. 
cymosus , Lam., 36, 232. 
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SuirpimVe&?7&, Pursh, 36,248. , 

diehotumus , Linn., 36, 283, 231. 
diphyllus, Betz., 36, 234. 
dipsacelus, Bottb., 36, 235. 
erectus, Poir., 36, 248. 

Eriophorum, Michx., 36, 249. 

— Tar., 36, 255. 
ferru (femus, Linn., 36, 235. 

'fflipei, C. B. Clarke * , 36, 249. 
jistulmis , Poir., 36, 227. 
luirenoides, Alaxvtu. *, 36, 250; 
mentioned, 253. 

globidosm, Betz., 36, 237. * 

glomerulus, Linn., 36, 2£3. 
glomeratus, Betz., 36, 244. 
grossus, Lim.f., 36, 250. 
hakonensis, Branch. & Sav., 36, 
228. 

intricatus, Linn., 36,209. 
juncoides, Boxb., 36, 248. 
kamtschaticus, 0. A. Mey., 36,228. 
lacustris, Linn., 36, 250. 
laxiflorm , Thw., 36, 230. 
leptocarpus , P. MuelL 36, 257. 
Uthosper-nim, Linn., 36, 265. 
luzonensis , Presl, 36, 248. 
macrostachys , Boeek., 36, 251. 
maritimus, Linn., 36, 251. 

— zm*. affijjis, 6'. i>. Clarke, 36, 
251. 

— var., 36, 251. 

margariti ferns, Boeek., 36,201. 
Meyenii, Jtfees, 36, 251. 
Michelianus, Linn,, 36, 25 L; men¬ 
tioned, 208. * 

microcarpus , Presl, 36, 254. 
miliaceus, Linn., 36, 242. 
miliaceus , Thnnb., 36, 237. 
mucronatua, Linn., 36, 252. 
nutans, Betz., 36, 241. 

Onmi, Branch. & Sav., 36, 228. 
palmtris, Linn., 36, 227. 
petasafms, Maxim., 36, 228. 
piteatus, Branch,, 36, 228. 
planfagimtis , Branch., 36, 229. 
plantagincus, Betz., 36, 228. 
pluntduinuides, Rot.tb., 36, 228, 
plica r'rhaeh is. On web., 36, 230. 
Pollichii, Gren., 36, 255. 
polystachyutf, F. Ahull,, mentioned, 
36, 2;>0. 

pdyirielmdes, Betz., 36, 241. 
quinqmngularis , Yahl, 36, 242, 
radicans, Schkuhr, 36, 252. 
Bosthornii, JDiels, 36, 253, 
schcenoides, Betz., 36, 243. 
seriems, Poir., 36,243. 
setacens, Linn., 36,253. 
sgmrrosa, Poir., 36,244. 
squarroaus, Linn,, 36, 253. 


Sclrpus Stnnntoni, (J. B. Cltlrke*, 
36, 253. 

strutyilimts, Boxb., 36, 25 L 
subaphyltiis, Boeek., 36, 254. 
r subeapi talus, Tkw^.3B, 254. 
supinus, Linn,, 36, 254. 
eylvaticus, Linn., 36, 254; men¬ 
tioned, 249. 

— var. radicans, Willd., 36, 252. 
sylvaUcQ-mdicam x, Baenitz, 36, 

253. 

Tabernmmontmi, C. 0. Gmeh, 36, 
251. 

ternatensis, Rohm., 36, 254 ; men¬ 
tioned, 253. 

tetragon us, Poir., 36, 210. 
timmmsis , ICunlh, 36, 218. 
bring nltdus, Boxb., 36, 252. 
trijidus , JJanco, 36, 2 IS. 
triquetor, IAuu., 36, 255. 
tuherosus, Boxb., 36, 229. 
might mis, Link, 36, 227. 

Wiclmrai, Branch., 36, 228. 
SotTAMINKJK, 36, 07. 

Seleria annularis, Kunth, 36, 203. 
aspera, Boeek., 36, 204, 260. 
billora, Boxb., 36, 263. 
caricina, Benth., 36,207. 
cilincnsis, Kunth, 36, 263. 
ciliaris, Nees, 36, 203. 
Doederleiniana, Boeek., 36, 206. 
data, Thw., 36, 204. 
fdiformis, Svv,, 36,205; mentioned, 
205. 

Gneffenna, Boeek., 36, 205. 
Harlandi, Jinnee, 36, 261. 
hehecarpa , Munro, 36, 205. 
liebeeajspa, Bees, 36,264. 

— ear. pubeaoons, C. B. Clarke, 36, 
205. 

JTookoriana, Boeek., 36, 265. 
japmea , Stench, 36,201. 
keyenm, K,. Solium., 36, 266. 

Imns, Hauee, 36, 200. 

— var .mdmrrinm, Benth., 36, 200. 
lithosperma, Kw„ 36, 205, 
margaritilem, WiHd,, 36,205. 
Necsiana, Hook, h Am., 36, 200. 
porgraeilis, Kunth, 36, tJ00.r 

poll fear pa, Boeek., 36, 205, 
puhesems, Stead., 36, 205. 
pur/sttrascens, Benth., 36, 264. 
Badula, Uance, * 36, 206 ; men¬ 
tioned, 205. 

Bidleyi, C. B. ClarXty$B, 266. 
liinkiana, Boeek., 36, 264. 
scrobicidata, Moritzi, 36, 203. 
serobieulafca, JBees, 36, 266; men¬ 
tioned, 264,267. 

Sleudeliam, Miq., 36, 203. 
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Solerm tmrllafa, Benth,, 36, 203# 
tmetlafa, Domic., 36, 20(5. 
tosscllatu, Willd., 36, 207; men¬ 
tioned, 203. 

vest if a, lined., 36, 2(55. % 

waigioucm s7«,fluuul., 36, 2(50. 
Wiehiovi, Boook., 36, 2(54. 
Sdcromilnon icnyadifolium, Benfch., 
23,375. * 

aineim, Miq., 23, 375. 

Sclero,dqlin alalantaides, Wight. & 
Arn., 23, 1U). 
hnxifoha, Bunth., 23,110. 

Ilindsu, Champ., 23, J to. 
mma, Champ., 23, 110. 

Scolopia acuminata, Oloa, 23,57. 
ehimmsis, Briquet, 36, 516. 
chin ends, Olos, 23, 57. 
eremite, Clos, 23,57. 

Oldham, I lance, 23, 57. 

Seoparia dulein, Lhm„ 26,103. 

gj/jmphiloidm, Walp., 26, 193. 
Soopulia japonica, Maxim., 26, 17<>- 
luridn, ikutttl, mentioned, 26,176. 
phgmlotdes, But ml, 26, 170. 
sinensis, Braid. * , 26, 170. 
tangutioa, Maxim., 26, 170. 
Scommem, Tuurn,, 23, 490. 
albicaulis, Bunge, 23, 488; men¬ 
tioned, 490. 

austriaea, Willd 23, 488. 
divaricate, Turez., 23, 490. 
macrosperma, Turtx, 23, 488, 490. 
mongolica, Maxim,, var., 36, 510. 
parviflom, Jaoq,, 23,489. 
radiate, Fisok, 23,489. 

Scotanthun tuhifiorm, Naud., 23, 314. 
Scrofella. chmenais, Maxim., 26, 179. 
Scrophularia alate, A. (trap, 36, 510. 
Bwrgenam, Miq., 26, 179. 
ehimmm, Linn., 26,177. 

Bdavayi, Km nek, 36, 510. 
diplodonta, Franck, 36, 516. 
Fargesii, Franck 36, 51(5. 

Hcmryi, llemd, *, 26, 178. 

-- oar. glubreseons, Hrml*, 26,173. 
kanauensi*, Hat alia, 36, 516. 
ltifcori flora, Trautv., 26, 279, 
Mnr^darwtorum, Franck , 36, 510. 
miepodouta, Franck, 36, 51(5. 
Mirllendorffl^/ariw., 26, 178. 
Oldhami, Oliver , 26, 179. 

Soulioi, Franck*, 36, 510. 
apieate, Franck, 36,5J6. 
yurmanenpn Franck, 36, 516. 
SoaOFHVIiARINKjB, 26, 177. 

Scutellaria adenophylla, Miq., 36,293, 
amosna, C. II. Wright , 36,516, 
angulosa, Bmtk, 36, 293; men¬ 
tioned, 297. 


cos, 

Scutellaria baikalensis, Georgk, 26,294. 
Viarbata, B, Don, 26, 290. * 

dependent*, Maxim., 26, 294; men¬ 
tioned, 295, n 

formosana, N. K Hr., 36, 516. 
galericulata, Linn., 26,294. 
gmmliflora, Adams, 26, 294. 
hcdetucea, Kmth f Bauch c, 26, 
295. 

indiea, Linn., 26, 295. 

— var. pekinmm, Maxim., 26, 295T 
japonica, Burm. f., 26, 271. 

•japonica, Morr. & Beene., 26, 295. 

lanemlaria, Miq., 26, 294. 
leueodasys, Miq., 26, 296. 
luzonica, Hvlfe, 26, 296. 
maorantha, Fisch., 26, 294, 298. 

— var. ylubmcens, Branch*, 26, 
294 

— var. puheseens, Bebeaux, 26, 
294. 

minor, Linn „ mentioned, 26,294. 
obtusi folia, Hen id. *, 26,296. 

Oldkami , Miq., 26, 294. 
prkineusis, Maxim., 26, 295. 
rivularis, Wall., 26, 296, 

,s tandem, B. Bon, 36,293. 
sciaphila, $. Moore, 26, 297. 
word(folia, Fisch., 26, 294. 
sess hi folia, Ilamsl. * , 26, 297. 
stenosiphon, Hems! * , 26, 297. 

Htrigi llosa, Ernst. * , 26, 297. 
violaooa, Hrym, 26, 298. • 

viseidtila, Bunge, 26, 298. 

Bcifialia chinmsis, Cacrtn., 23,139. 
Sebastiana Ohanuelea, MueM. Arq., 

36, 445. 

Hehifera glutiuosa, Lour., 26, 385, 
Seouridaca scandens, Bueh.-Ham. s 23, 

63. 

tavoyana, Wall., 23, 03. 

Soourinega lluggeoides, Mndl. Arg., 

26, 42(5. 

japonica, Miq., 26, 426. 
dunut/a, Muell. Arg., 26, 427, 
mmiflom, Mndl. Arg,, 26, 426. 

Hedurn Aizoon, Linn., 23, 282. 

— [var.] tali folium, Miq., 23, 285. 
albo-rusoum, Baker, 23, 282* 

Alfredi, I hum, 23, 283. 
algidum, Ledeb. , 23,2«3. 
ahi-nwfolium. All., 23, 284. 
Anacwnpseros, Linn., 23,283. 
angustuui, Maxim., 23, 283. 
braeteafcum, Diels, 36, 510. 
chrysastrum, fiance, 23, 283* 
crassipes, Wall., 36, 610. 
discolor, Franck, 36, 510. 
drymarioides, Hance, 23, 283. 
drgmarioides, Maxim., 23, 284, * 
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Seclum dfemulosum, Franck,23, 284. 

* elaiiuoitlcs, Franck., 23, 284. r 
cry thrust let am, Miq., 23, 283, 287. 
Faharia? ICoch, 23, 287. 

Fa barium, Lem., 23, 287. 
filipes, HemsL * ,*23, 284, 401. 

—• mr. major, HemsL *, 26, 284, 
285. 

fimbriahm, Franch., 23, 281. 
formosanum, N. E. Br 23, 285. 
glaeiale, Franck., 36, 516. 

Henryi, Bids., 36, 517. 
hybridum, var., Maxim., 23, 282. * 
japonicum, Sicb ., 23, 2g5; men¬ 
tioned, 283. 

kamtsebaticum, Fisek, 23, 285. 
Kirilowi, Begd, 23, 285. 
leucocarpum, Franck., 36, 517. 
lineare, Thunk, 23, 285. 

— Tar. fioribimdmn, Miq., 23, 283. 
macrolepis, Franck., 36, 517. 
imalacophylhm, Francb., 23, 282. 
Maximow iczii, Hegel, 23, 282. 
Middendorffianum, Maxim., 36, 
517. 

mosoynense, Franck 36, 517. 
multicaule, Wall., mentioned, 23, 
283. 

nobile, Franck., 36, 517. 
obtusisepalum, Franck., 36, 517. 
platysepalum, Franck 36, 517. 
polytriehoides, HemsL *, 23, 28G, 
492. 

primuloides, Franck., 36, 517. 
Frzewalskii, Maxim., 23, 286. * 
Bscudo-Aizoou, Lebeaux, 23, 282. 
purpurasems, ICoch, 23,287. 
purpurcum, Link, 23, 287. 
ramosmimum, Francb,, 23, 281. 
Eoborowskii, Maxim., 23,286. 
Eostliornianum, Bids, 36, 517. 
sarmentosum, Bunge, 23, 286. 
scabridum, Franck., 36, 517. 
Sheareri, 8 . Moore, 23, 286, 
sinicum, Bids, 36, 517. 
sp. aff. B. Sieboldii, 23, 288, 
speetabile, Bureau, 23, 287, 
stellarimfolmm, Francb., 23,283, 
stellatum, Lour,, 23, 283. 
suboppositum, Maxim., 23, 287, 
subtile, Lebeaux, 23,283. 

^lbtile, Miq,, 23, 287. 

** tangutiemi, Maxim., 23, 283. 
Tatarinowii, Maxim., 23,287. 
Telephium, Linn., 23, 287; men¬ 
tioned, 283. 

tenuifolium, Franck 36, 517. 
uniflorum, Hook. $ Am., 23, 288. 
valerianoides, Bids, 36, 517. 

* viviparum, Maxm., 36, 517. 

** r> 


Seckim vulgari\ Link, 23, 287. ♦ 
yantaieiiae, Bcbcaux, 23, 288. 
yunnanense, Franck., 36, 517. 

Beatlia, Opiz, 36, 241). 
mdicans, Opiss, 36, 252. 
sgtvatica, Opiz, 36,*254. 

8ELAamiiU5, 26, 250. 

Selin um corcanum, Boissicu, 36, 
517. 

cryptotaenium, Boissien, 36, 517. 
daucoides, Franck., 36,517. 
Melanotilingia, Boissien, 36,517. 
Monnieri, Linn., 23, 332. 
Olivorianum, Boissicu, 36, 517. 

Sonebiora integrifolia, BC., 23, 48. 

Sencnillis Sckmitltii , Maxim,, 23,457. 

Seneeio acerifolius, WinM., 36, 517. 
aconitifoliua, Tnrcz., 23,449; men¬ 
tioned, 450, 458. 
mgypfms, Linn,, 23, 452. 
ainslimflorus, Franck., 36,517, 
altaicus, Sck-Bip., 23, 450. 
ambraoeus, Tnrcz,, 23, 450. 
arachnanihus, Franck., 36, 517, 
wrgunensis, Lebeaux, 23, 450. 
argnnensis, Tnrcz., 23,450. 
asperifolius, Franck„ 36, 517. 
atrovioiaceus, Franck., 36, 517/ 
aumntiams , L0. } 23, 451. 
begonisefobus, Franck, 36, 517. 
blattarimfolius, Franck, 36, 517. 
Bodinieri, Vaniot, 36, 517. 
bulbiferus, Maxim., 23, 450. 
cacalitefolms, Sch.-Bip., 23, 454. 
cacalijormis, Beichb., 23,454. 

♦ campanulatus, Franck , 36, 517, 
eampesfcris, BO., 23, 450. 
camptodontus, Franck ., 36, 517. 
campytMes, DC., 23, 457. 
camtahifolias, Less., 23, 456. 

Oaroli, WinM., 36, 517, 
chinensis, DC, 23, 457. 
ebryyantliemoides, BO., 36, 517. 
Clivorum, Maxim., 23,451. 
ooneinuua, Franck, 36, 5J7. 
cyolaminifolius, Franck., 36, 517. 
cyclotua, Bur. if Franck, 36,517. 
dahtirieus, Sck-Bip., 23, 451. 
Lavidi, Franck, 36, 517*, 

Lelavayi, Franck, 36, 517. # 
deltopliyllus, Maxim,, 23,451. 
densiflorus, Wall., 36, 517. 
dianthus, Franck# 36,518. 
dictyoneurua, Franck, 36, 518. 
dididy man thus, Bunu^G. 518. 
discojdeus, Franck, 36^518, 
divaricatm, Linn., 23, 447. 
dodrans, WinM., 36, 518. 

Lryas, Bunn, 36, 518. 
duciformis, WML, 36,518, 
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Sencfio Duclouxii, Dunn , 36, 518. 
modmm , Rch.-Bip., 23,454, 
ervthropappua, Dm Franck., 36, 
518. 

curyopbylhm, HVwM, 36, 518." 
Mxul HancMZZ, 451. 
bVibori, /lewd. * , 30, 518. 
tariawfolmH, Maxim., 23, 452. 
Far/upitm, 0. Koch, 23, 454. 
Fargcaii. Franck 36, 518. 
librilloMis, Dunn, 36, 518. 
iiliferus, Franck., 36,518. 
ganpinonam, Van fat, 36, 518. 

(lentil iarms, Van fat, 36, 518. 
(jlaheNns, 1)0., 23, 451. 
ghimamts, Dunn, 36, 518. 

Ujmira, WinkL, 36, 518. 
Heliavithtm, Franck., 36, 518. 
HwirH Van fat , 36,518. 
llonryi, Hcmd. *, 23, 452. 

Ifimlmi, licnth., 23, 457. 

Hoi, Dunn, 36, 518. 
ianlhophyllim, Franck., 36, 518, 
ihicobim, Linn., mentioned, 23, 
450. 

— var. gramliflmnt, Tuim, 23, 
450. 

•TiimcHii, Rems/. *, 23, 453. 
japonirua, tick,-Hip., 23, 453. 
Kncmpferi, DO., 23, 454. 
kumiitzonsis, Franck 36, 518. 
kanmuniBis, Franck., 36, 518. 
Knachkarowi, Wink!,, 36, 518. 
kcnifttongensia, Vaniot, 36, 5)8. 
kialensis, Franck., 36, 518. 
Kirilowii, Turns., 23,451. 
kore&nus, Komarov, 36, 518. 
koualapenaia, Franck,, 3§, 518. 
Laboraei, Vaniot, 36, 518. 
lankongensis, Franck,, 36, 518. 
lapathiiViliuE, Franck., 36, 518. 
latipoi, Franck, 36, 518. 
Bmcanthemmn, itow, 36, 518. 
leuoocephalus, iVtmnk, 36, 518. 
Levaillei, Vaniot, 36, 518. 
liatroides, Winkl , 36, 518. 
Liguiaria, Book/,, 23, 454; men¬ 
tioned, 455. 

— m varf polycephalus, Ilcmsl, * , 
23,455, 

Luoornm, Franck, 36, 518. 
lutioola, Bivm, 36, 5x8. 
macrcmthus, 0.*B. Olarke, 33, 453. 
Martini, Vmiot, 36,518. 
Maxitno'g^iii, Framk, 36, 518. 
melanoeephalus, Franck., 36, 518. 
microdonfcus, Bur, $ Framk, 36, 
518. 

monanthus, Diels, 36, 518. 
mongolicua, Sch.-Mp., 23, 455, 


fjjenecio nmaoynenais, Franc ft., 36,518. n 
neiurribifoliua, Bur, <j- Franck , 36/ 
518. 

nemorenaia, Linn., 23, ‘1*55. 
nigrocinct.ua, Franck, 36, 51*9. 

Nitnf jorum, Flinch., 36, 519. 
nohilin, Franck, 36, 519. 
Oldbamianua, Maxim., 23, 455. 
palmer fit*. Leas., 23, 458. 
palmatus, Pali., 23, 456. *«» 

pauoipervis, Limn, 36, 519. 
phmnicochattua, Framk, 36, 519. 
n phalacrocarpua, Ranee, 23, 456. 
phyllokjfpis, Franck , 36, 519. 

I Herat it, Miq„ 23, 451. 
plantagmifoliua, Franck, 36, 519. 
platygloaawa, Franck., 36, 519. 
plourucaulia, Franck , 36, 519. 
JPotaniui, Winkl., 36, 519. 
prat aim, DO., 23,451. 

Pratin', I land,, 36, 519. 

Principle Franck,, 36, 519. 
prionophyllus, Franck., 36, 519. 
Profundariun, Dunn, 36, 519. 
Drzewalnkii, Maxim,, 23, 456; 

mentioned, 45*3. 

Bsmtdochina, Andr., 23, 457. 
Paotidoaonchus, Vaniot, 36, 519. 
pieridophyllus, Franck, 36, 519. 
Putjatac, WinM., 36,519. 
quinquclobua, Rook. f. & Thoms,, 
36, 519. 

racemo&m. Wall., 23, 454, 
rouatus, Franck., 36, 519. 
Koborowekii, Maxim,, 23, 456. 
rubescens, S. Moore, 33, 456. 
ruficomus, Franck., 36, 519. 
ruftpilis, Franck 36, 519. 

Sagitta, Maxim., 23/456. 
sagittatua, Sch,-Bip„ 23, 456. 
Bavatieri, Franch., 23, 455. 
Bcandens, Buck*Ham., 23, 467. 
Schmicltii, Franck $ JSav,, 23, 
457. 

sotchuenensis, Franck., 36, 519. 
sibiriem, 0. B. Olarke, 23, 454. 
solenoidcs, Dunn, 36, 519. 
sonchifalim, Moench, 23,449, 
Souliei, Franck, 36, 519. 
ep. ?, 33, 458. 

apathiphyllus, Franck, 36,519, 
spathulafolim, Turcz., 23,451.^ 
apeciosus, Willd., South African, 
23, 457. 

Stauntoni, DC,, 23, 458. 
stenocephalus, Maxim,, 23, 458; 

mentioned, 458. 
sfcenoglossus, Frmck, 36,519, 
sUpulaim, Wall., 23, 463. 
mbensiformu, DO., 23, 451, 
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r Senecio subspicaius, Bur. f r Franck 
33,519. , 

Syneilesjs, Franck. § Sav., 23, | 
458; mentioned, 450. 
taliensis, Franck., 36, 519. 
talongensis, Franck., 36, 519. 
tangutieus, Maxim., 23, 458. 
tatsienensis, Bur. f Franck., 36, 
519. 

^ tenuipes, Franck., 36, 519. 
tongolensis, Franck., 36, 519. 
tricuspis, Franck 36, 519. 
tsangchanensis, Franck., 36, 519. f 
Turczaninowii, Walp., 2?, 449. 
vellercus, Franck., 36, 519. 
Vespertilio, Franck., 36, 519. 
villi ferns, Franck., 36, 519. 
Virgaurea, Maxim., 23, 458, 
Wigktianus, DC,, 23, 457. 
yesoensis, var., Franck., 36, 519. 
yunnanensis, Franck., 36, 519. 
tierapias camtschatea, Steud., 36, 
40. 

erecta, Thunb., 36, 48. 
falcaia , Thunb., 36, 48. 

Seriola, D. Don, 23, 479. 

Sorissa Demoeritea, BailL, 23, 391. 
foetida, Cmnm., 23, 391. 
japmica, Tkifnb., 23, 391. 

Scrpicnla verticillata, Boxb., 36, 1. 
Serratula, Bill., 23, 466. 
atriplicifolia, Benik. $ Hook. /., 23, 
468. 

cartkamoides, Buck-Ham., 23, 
463. 

centauroides, Linn., 23, 469. 
chinensis, 8, Moore , 23, 469. 
corona,ta, jAnn., 23, 469; 36, 
519. 

japmica, Thunb., 23, 464. 

Martini, Vaniot, 36, 520, 
multiflora, Lour,, 23,469. 
pungem , Branch. & Sav., 23, 469. 
radiata, Bieb., 23, 469. 

Scordium, Lour., 23, 469. 

Hnctoria, Sieb., 23, 463. 

Sesamum indicum, Linn., 26, 236. 
Sesbania aculeata, Pers., 23,162. 

segyptiaca, Pers., 23, 162. 

Seseli hengalsnsis, Boxb., 23, 331. 
daucifolium, 0. B. Clarke, partim, 
• 23,333. 

Delavayi, Franck., 36, 520. 
Giraldii, Bids, 36, 520. 

Libanotis, Koch , 23, 330. 

Provostii, Boissieu, 36, 520, 
sibiricum, Boiss., 23, 330. 
yunnanense, Franck., 36,520. 
Sesuvium Imgifolinm, Willd., 23, 
. 323 . 


Sesuvium Portulacastrum, Linn*., 23, 
323; mentioned, 324. 
repens, Willd., 23, 323. 
revolt/1{'folium, Ort., 23, 323. 
Solaria Forbesiana, Jrlook. /., 36, 
334. 

glaum, Beauv,, 36, 335. 
it alien, Beam., 36, 3*55. 
maeroetuchya. II. B. K., mentioned, 
36,334, 

— var. Schultzii, Benth., 36, 334. 
mauritiaua, Spreng., 36, 336. 
\indis, Beauv., 36, 336, 

Setkia indica, DC. (error & Let Hu), 23, 
90. 

Sevcrinia Imxifolia, Ten., 23,110. 
Sheareria mum, 8. Moore, 23, 432. 

PolH, Branch., 23,432. 

Shortia rotundi folia, Mali no, 36, 
520. 

sinensis, Ile.msL, 36, 520. 
thibelica, Franck., 36, 520. 
Shuteria hicolor, Ohoisy, 26, 163. 
longipes, Franck., 36, 520, 
sinensis, Hemsl., 36, 520. 

Sibbaldia erecta, Linn., 23, 246, 
prommbens, Linn., 36, 520. 

Sida Abutilm, Linn., 23, 86. 
acuta, Burm. /., 23, 84. 
asiaiica, Linn., 23, 86. 
carpimfolia, Linn., 23, 84. 
chinensis, Betz., 23, 85. 
cordifolia, Linn., 23, 85. 
fallax, Walp., 23, 85. 
hum ilia, Willd., 23, 85. 
indica, Linn., 23, 8(5. 
pkilvppim, DC., 23,85. 
planivaflilis, Linn., 23, 84. 
rhombifolia, Linn.. 23, 85. 
rotundijblia, Hook. & Am., 23, 
85. 

spinosa, Limi., mentioned, 23, 86. 
Bfaunlonit/na , DO., 23, 86. 
stipulafa, Oav., 23, 85. 
tilimfdia, Fisch., 23,86, 
Sideroxylon atfcnmfim, A. DC., 26, 
68 . 

ferrugineum, Hook, <f Am., 26, 
68 . • * 
Wigbtianum, Hook. $ Am., 26, 
68 . 

Siegesbeckia oriontalis, Linn., 23, 
433. * 

Sileno adenantha, Franck., 36, 520. 
aprica, Turcz., 23, 
asclepiadea, Framch,, 36, 520. 
cseapitosa, Bur. f Franck., 36,520. 
capitata, Komarov, 36, 520. 
cardiopetala, Framch., 36, 520. 
chinensis, Hort., 36,520. 
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SilenS oonoidea, Linn., 23, 65. * 

Dola-Tayi, Franck, 36, 520. 
firmer., Slob., 23,65. 
folios*, Mrrxm., 36, 520. 
Fortune!, Vis., 23, 65. * 

ttrandii'olift, Franck, 36, 520. 
Korean*, Komarov, 36, 520. 
Inngkongeiiftifl, Franck, 36, 520. 

Itit ea, Franck, 36, 520. 
maerost.yk, Maxim., 36, 520. 
melanantha, Franck., 36, 520. 
melandryifarnm , Maxim., 23, 65. 
nupuligora, Franck, 36, 520. 
Oldhamana , Miq., 23, 64. 
obodontii, Franck, 36, 520. 
paehjrrrhiza, Franck, 36, 520. 
phamicodonta, Franck, 36, 520. 
plat.ypet.ala, Bur. <J* Franck, 36, 
520. 

platyphylla, Franck, 36, 520. 
Potanin i, Maxim., 36, 520. 
pterosporma, Maxim., 36, 520. 
ropens, Butrin, 36, 520. 
ruricunda, Franck., 36, 520. 
Scopulorum, Franck., 36, 520. 
sinensis, Williams, 36, 520. 
Bzeohuenaip, Williams, 36, 520. 
'Tanakas, Maxim., 36,520. 
Tatarinowii, Hegel, 23, 65. 
tenuis, WUld., 36, 521. 
trachyphylla, Franck, 36, 521. 
viscidu la, Franck , 36, 521. 
yunnanensis, Franck, 36, 521. 
Siler divaricaturri, Bentk # Hook. 
23,332. 

SmABtfBM, 23, 112. 

Simmondsia californica, Nutt., men¬ 
tioned, 26,419, m 
Bimpis bramcata, Linn., 23, 47. 
ckinenm, Linn., 23, 47, 
juncea, Linn., 23, 47. 
peMnenm, Lour., 23,46. 
Smdeehit.es Henryi, Oliver, 26, 
100 . 

Siphonanthus mdica, Linn., 26, 262. 
Siphonostegia ohinensis, Bentk, 26, 
202 . 

chinemis, van, 8. Moore, 26, 203. 
tata*& Moore, 26, 203. 
sp., S. Moore, 26,203. 

Sisymbrium alrovirmis, Hornem., 23, 
40. 

heteromallum, A. Mey., 23, 
45, 

Irio, Lin^SB, 45. 

Jmceum, Bleb., 23,45. 
Maximowiczii, Balibin, 36, 521. 
Piasezkii, Maxim., 23, 45. 

Sophia, Linn., 23, 46. 

Thalianum, J. Gay, 36, 521. 


Sunn cicmtafolium , 0. 0. Gfhel., 23, 
328. 

amount, Linn., 23,329, 
latifolium, Linn mentioned, 23, 
828. 

Unearc, Miohx., 123, 328. 
Matsumurse, Bomieu, 36, 54. 

Ninsi, Linn,, 36, 521. 
nipponicum, Maxim., 36, 521. 
Bisanm, Linn., 23, 329. m 

trUernatum, Miq., 23,342. 

Skimmia Fortunes, Mast., 36, 

* 521. 


japonic** Thunk , 36, 521, 
Laureola, Franck , 36, 521. 

Sladenia celastri folia, Kurz, 23, 
76. 

Slateria Jahuran, Sieb., 36, 77. 
japonica, Rich., 36, 78. 

Sioanca hongkongonsis, IlemsL, 36, 
521. 

Bmilacina =Tovaria, 36, 521. 
hifulia, Sohulfc., 36, 112. 

Fargedi, Diels, 36, 521. 
hirta, Maxim., 36, 111. 
japonica , A. Gray, 36, 110, 


— var. mandschtrica, Maxim., 36, 

111 . 

jRossii, Maxim., 36, 111. 
stenoloba, Diels, 36, 521 
Hhifera, Batalin, 36, 111, 521. 
Smilax Bockii, Wark, 36, 521. 
brevipes, Wark, 36, 521. 
californica, A. Gray, 36,100. 
calophylla, Wall., 36, 96. 

— var. concolor, C. H. Wright *, 
36, 96. 

China, Linn., 36,96. * 
cinerea, Wark , 36, 521. 
oooculoides, Wark, 36, 521. 
oyelophylla, Wark, 36, 521. 
Daviaiana, A. DC., 36,97. 
diseotis, Warb., 36, 521. 
ferox, Wall., 36, 06. 
daecida, O. II. Wright, 36, 97. 
Gaudichaudiana, Kunth, 36, 
95. 

glabra, Roxb., 36, 97. 
glauco-china, Wark, 36, 521. 
herbacea, var. acuminata, C. II, 
Wright *, 36, 97. ** 

— var. angusta, O. II. Wright *, 
36,97. 

— var. intermedia, C. H. Wright * , 
36, 97. 

— var. nipponiea, Maxim., 36, 


— var. oblonga, 0. H. Wright *, 
36, 98. 
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r Smilax lierbaeen. var, Old ha mi, 
Maxim., 36,100. 

— var. pubescens, C. H. Wright *, 
36, 98. 

hongfamgenris , Seem., 36, 95. 
hypogkuca, Benin ., 36, 98. 
japonica, A. G ray, 36, 96. 

Jjeyis, var. opbirensis, A. DC 36, 
99. 

^— wr. Parkii, H. DC., 36, 99. 
lanceaifolia, Boxb., var. opaca, -4. 

i>a, 36, 99. , 

lance&folia , Seem., 36, 99. 
longipes, Bark, 36, 521.* 
megalantha, C. H. Wright, 36, 
99. 

menispermoidea, A. DC., 36, 99. 
mierophylla, C. Ii. Wright, 36, 

99. 

l^ebelii, GUg, 36, 521. 
toipponica. ifriq,, 36, 98. 
obtusa, Benth ., mentioned, 36, 99. 
Oldhami, Miq., 36,100. 

— var. ussuriensis, A. DC., 36, 

100 . 

ovalifolia, Roxb., 36, 100. 
parvifolia, Wall ., mentioned, 36, 
97. 

pekingensis, A?. 1)0., 36, 100- 
perfoliata, Lour., 36, 100. 
polycolea, Ward., 36, 521. 

- riparia, A. BO., 36, 100. 
scobinicaulis, C. a, Wright, 36, 

100 . 

Sieboldi, Miq., 36,100., 
stans, Maxim., 36,101. 
stenopetala, A. Gray, 36, 101; 

mentioned, 99. 
trigona, Warb., 36, 521. 
ussuriensis, A. BO., 36,100. 
vaginata, Beetle., 36, 101. 

Smitbia conferta, 8m., 33, 170. 
dichotma, Dabs., 23,170. 
geminiflora, Loth, mentioned, 23, 
170. 

salsuginea fiance, 33, 170. 
sensitiva, Ait., 23,170. 
junnanensia, Franck, 36, 521. 

Soja Jmpida. Moon eh, 23,188. 
Solanacb^, 26,169, 

Sojgnum ffitbiopienm, var. violaeoum, 

- Banal, 26,169 in note, 
biflonon, Lmr., 26, 169 j men¬ 
tioned, 171 

Calleryamm, Choisy, 26,169, 
chinmm, Dunal, 26,171. 
coagulam, Forsk., 26,170. 
d&cemdentatum, Eoxb., 26, 169. 

* dichotormm, Lour., 26,170. 

^ Dulcamara, Zinn.^ 26, 169. 


• fi 

Solatium Dulcamara, var. chinensis, 
Dunal, 26,169. 
escnlenUm, Dunal, 26, 169, 
ferox, Limn, 26,170. 
liaimmense, Jrkmce, «36, 170. 
immune, Ha nee, 26,170. 
incanum, Linn ., 26, 170. 
iucamm , Pliifc., 26, 171. 
indicum, Linn., 26,170. 
kmocarpum, Dunal, 26,170. 
h/rafim , Thunb., 26,169. 
lysimachioieles, Walt.. 26, 17 J * 
maeaoneme, Dunal, 26,172. 
macrantbnm, Banal, mentioned, 

26,172. 

maerunthum, [Hook.] Bot. Mag., 

26,172. 

macmnlhum, TTort, 26,172. 
inaroniense, Bait can, 26, 172. 
Melongena, Linn., mentioned, 26, 
169. 

nigrum, Linn,, 26,171. 
nodiflorum, Jaeq., 26, 171. 

Osbechii, Choisy, 26, 169. 
persiemn, Willd., 26,170. 
pittospo rifolium, Hemsl. * ,26,171. 
sanctum, Linn., 26,170, 
septemlobum, Bunge, 26, 172. 
torvum, 8w., 26,172. 
verbascifolium, Linn., 26, 172. 
violacewm, Ortega, 26, 171. 

Wright ii, Benth. , South-American, 

26,172. 

xanthocarpum, Schracl. <$* WendL, 
r 36, 176. 

Soleva heterophylta , Lour., 23, 318. 
Solidago eaatomensis, Lour., 23, 406. 
dcouriers, Lour., 33, 40G. 
leimirpa, Miq., 23, *106. 

Virgaurea, Linn., 23, 406. 

Sonchus arvensis, IAnn., 33, 48. 

— ear. uligimma, Herd., 23, 48. 
nsper, Fill., 23, 487. 
brmhgofm, DO., 23, 487. 
eUiatm, Lam., 23, 487. 
florid anus, Lour,, 23, 480. 
lttctuooidoR, flange, 23, 487 ; men¬ 
tioned, 414. ' 

olemeeus, Linn., 23, 487. r 
sibiriem, Linn., 23, 484. 
tatarieus, Linn., 23, 484. 
utigiimm , Bieb., 33, 487. 

Sonerila ©lagans, Wight, mentioned, 
23, 301. 

Fordii, Oliver, 23, 3TO* 
peperomissfolia, Oliver , 36, 521. 
spp. ?, 23,301,302. 
tenera, It Br., 23, 30L 
Soph ora alopecuroides, Linn., 23, 
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Sopftora angustifolia, Sieb. & 2ucc., 
23, 202. 

fahacea, Pall., 23, 150. 
ilavescons, Ait., 23, 201, 202. 
gakgoides, Pall., 23, 202, * 

glallm, Hassle., 23, 203. 
glauca, Leschen 36, 521. 
hoptaphylla, Linn,, mentioned, 23, 
201 . 

japonica, Linn., 23, 202. 

Kromi, Haace, 23, 202. 
mollis, R. Grak, 23, 203. 
Moorcroftiana, Benih ., 23, 203; 
mentioned, 204. 

— var. Davidii, Franeh., 23, 203. 
pacliycarpa, O. A. Meg., 23, 203. 
sororia, Hanco, 23, 202. 
tomontosa, Linn., 23, 203; men¬ 
tioned, 201. 

vicii folia, Hanee, 23, 203. 
Sophorocapnos pallida, Turez., 23,38. 
Sopubia tHilda, Batik-Ham 26,202. 
Snrharia Kirilowii , Maxim., 23, 227. 

sorbi folia, Maxim., 23, 227. 

JSorlms Arm, Orantz, 23, 254. 
Aucuparia , Linn., 23, 255. 
pekinenm, Koehne, 36, 521. 
SOrglium lulvum, Beam)., 36, 307. 

— ear. nitidum, Hack., 36, 307. 
lmlopcnso, Pen., 36, 31)7. 
nitidum, Pel's., 36, 307. 
vulgaro, Pers., 36, 307. 

— car. bieolor, Hack., 36, 308. 

•— var. nervosum, Hack., 36, 308, 

— var. obovatum, Hack., 36, 308. 

Souliea, Franck, 36, 621. " 

vaginata, Franck, 36, 621. 
Southwellia nobilis, Salisb H 23, 89, 
Spanioptilon Uneare , Less., 23, 461. 
Spat Mum chinemc, Lour., 26, 363. 

mmiadajchmn, Edgew., 36,192. 
Spathodea Gauda-Mina, Hama, 26, 
235, # 

Spathoglottis Fortuned, Lindl., 36, 
18, 

pubescent?, Lindl., 36, 18. 
Spatliolobiis pulelier, Dunn, 36, 521. 
suberectiiR, Dunn, 36, 521. 
vafian*, Dunn, 36, 621. 

Speirantha convallarioides, Baker, 
36,112. 

Speneeria ramalana, Trimm, 23,246. 
Speranskia Heftryi, Oliver, 26, 435. 

tubereulafca, Baitt ., 26,430. 
Spcrgulap^edia, G. Don, 23, 70. 
Spermacooe airiiculark, Linn., 23, 
392. 

hedyotidea, DC., mentioned, 23, 
373. 

hispida, Linn., 23, 392. 


Spermacooe la&iocarpafR. Br.,23,392. 
philippensis, Willd'., 23, 392. * 

scabra, Willd., 23, 392. 
semierecta, Roxb., 23, 392. 
sp., 23, 392. 
stricta, Linn.fa 3, 392. 
Spermadictymi azureum, Wall., 23, 
390. 

suaveolens , Roxb., 23, 390. 
Sphmranthus africanus, Linn., 

423. 

chinensis, Linn., Indian only, 23, 

* 423. 

eocMnfhwcnm, Lour., 23, 423. 
wicrocephalus, Willd , 23, 423. 
Sphaerocaryum elegans, Fees, 36, 
387. 

fiphosromorph&a Cevihpeda, 1)0., 23, 
440. 

petiolaris, BO., 23, 423. 

! Sphmrophysa Salsula, DC,, 23, 162. 
SjJacroschwnus Wat fichu, Arm, 36, 
201 . 

Spharostema japoniea , Sieb., 23, 25, 
SphaM&rocarpm Camitmw, Bess., 23, 
330. 

Sphenoelea pongafimn, A. DO., 26, 8. 

zeylaniea, Gaertn., 26, 8. 
Spkenodesma avuadnata, Wight, 26, 
265. 

pentandra. Jack, 26, 265. 
unguiculata, Schau ., 26, 265. 
SpUantlm tinctorial Lour., 23, 403." 
Spinacia oleracea, Linn., mentioned, 
" 26,325. 

Spinifex sqimrrosus, Linn., 36, 340. 
Spinovitn Davidii , Carr., 23,136. 
Spirma alpina, Pall,, 36, 522. 
angusiiloba, Turez.* 23, 223. 
anotnala, Batalin, 36, 522. 

Aruncus, Linn., 23, 223; 36, 522; 
Astilhe polyandra, Hemsl., a state 
of, 23, 489. 

betulsefolia, Pal?., 23,223. 

Blumoi, G, Don, 23, 223; men¬ 
tioned, 225. 

— var. hirsula, Hand. *, 23, 224. 

— car. latipetala, Hernl.*, 23, 
224. 

— var. rotundifolia, Hemd. *, 23, 
224. 

callosa , Thunb., 23, 225. *** 

canescens, D. Don, var., 36, 522. 
eantoaiensis, Lour., 23,224. 
chamcedryfolia, Blume, 23, 224. 
chamadryfolia, Cham, tk Schleekt., 

23, m . 

chamcedryfolia, Tbunb., 23, 224. 
chinensis, Maxim., 23,225. 
ccyrymbosa, Roxb., 23, 224. 
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Spiraea *erenifolit/, Tar. i Mongol ha, 
Maxim., 33, 226. 

dasyanlha, Bunge, 23, 224; men¬ 
tioned, 225, 227. 
deflate, Willci., 33, 226. 

Fortune i, Plancbf, 23, 226. 
grandijlora, Hook., 23, 22B. 
Henryi, Hern si. * , 23, 225, 491, 
incisa, Carr., 23, 228. 
japonica, Oarnb., 23, 229. 
japonica, Linn., 23, 225; 36, 522. 
japonica, Sieb., 23, 224. 

Kinlowii, Hegel, 23, 227. c 
lanceolata, Pon\, 23, 221r 
longigemmis, Maxim., 23, 220. 
media, var. sericea , Hance, 23, 227. 
mongolica, Maxim., 23, 226. 
palmata, Fall., 23, 226. 
prostrata, Maxim., 23, 226. 
prunifolia, Sieb. $ Zucc. , 23, 220 ; 

mentioned, 228. 
pubescens, Hindi., 23, 225. 
pubescens, Tares., 23, 227; men¬ 
tioned, 225. 

Eeevesiana, Hindi., 23, 224. 
Kosthornii, JS. Frits., 36, 522. 
salicifolia, Linn., 23, 227. 
sericea, Turcs., 23, 227. 
sorbi folia, Limi., 33, 227. 
sp., 23,228. 

Thunbergii, Sieb., 23, 227, 
trilobata, Linn., 23, 288. 

Veitchi, Hemsl ., 36, 522. 
velutina, Framh., 36, 522. 

Testita, Wall., 36, 522. r 

Tirgata, Franck 36, 522. 
yunnanensis, Franck., 36, 522. 
Spiranthes amcena , Bunge, 36, 41. 
australis, Ifaidl., 36, 41, 

— Tar. pudica, Hindi,, 36, 41. 
exigua, Eolfe, 36, 41. 
pudica, Hindi., 36, 41. 

Spir.odela polgrrhua, Schleid., 36, 
188. 

Spodiopogon albidus, Bentk., men¬ 
tioned, 36,553. 
aureus, Hook. & Arm, 36, 365. 
cotulifer, Lack 36, 351; men¬ 
tioned, 353. 

depauperatus, Hack., mentioned, 
36, 353. 

^rmosanus, Eendle *, 36, 351. 
obliquivalvis, Nees, 36, 365. 
sagittifolia, Eendle *, 36, 352. 
sibiricus, Trin., 36, 353. 

Sponia amboinensis, Beene., 26, 451, 
argentea , Planch., 26,451. 
argentea, Seem., 26,451. 
rmdiftora, Sieb. <& Zucc., 26, 452. 
orimtalis , Planch,, 26, 451. 


SpGnia Sanqmni, Hauco, 26, 452. 
velutina. Planch., 26, 451. 
virgatu, Planch., 26, 452. 

Spondias mangiI era, WUUL, 23,149. 
SpOroboius ciliatus, Presl, 36, 38S. 
cliander, Beam., 3(f, 387. 
elongatus , Franeh., 36, 388. 

Hancei, Eendle * , 36, 307. 
indieus, E. Br., 36, 388. 
japonieus, Maxim. * , 36, 388. 
orientalis, Knnth, mentioned, 36, 
388. 

virginicus, Knnth, 36, 389. 

Sportella atalmtoidcs, Hance, 23, 
260. 

Stachfopor/on paucijhrus, Klotzack, 

36, 1 0. 

spicutus, Klotzscb, 36, 70. 

Stachys adulferina, Hemsl. * , 26, 
300 

afflnis, Bunge, 26, 301, 302. 
Artemisia , Hour., 26, 203. 
arvensis, Linn., 26, 300. 
aspera, Mickx., 26, 300; men¬ 
tioned, 302. 

baicalensis, Fiseb., 26, 301. 
chinmsis, Bunge, 26, 301. 
japonica, Miq., 26, 301. 
modica , Hance, 26, 301. 
oblongifolia, Bmth., 26,301. 
palustris, Linn., 26, 301, 302, 

— var. hispida , Miq., 26, 301. 

— var. hispida, Kegel, 26, 301. 
Sieboldi, Miq., 26, 301 ; men¬ 
tioned, 300. 

* iuberifera , Naud., 26, 301, 302. 
Siachytarpka indica, Sehau,, 26, 251. 

jamaiceysis, Schau., 26, 251. 
Stachytarpheta indica, Vahl, 26, 251. 

jamaicenm , Vahl, 26, 251. 
Stachyurus chinensis, Franck., 36, 
522. 

himalaicus, Hook. f. 4* Timm., 36, 
522. 

prsscox, Sieb. $ Zuoc., 23, 79. 
salicifolius, Framh., 36, 522, 
yunnanensis, Framh., 36, 522. 
Stalagmitis erosipetala , Miq., 23, 75. 
Stapclia chinensis. Lour., 3S, W6. 
Staphylea Bumalda, Sieb. Zucc. t 
36, 522. 

holocarpa, Heml 36, 522. 
simplicifolia, Barfirn, 23,143, 
Static© aurea, Linn., 26, 34. 
bicolor, Bunge, 26, 

— var. densifiora, Bunge, 26, 35. 

— var. laxiflora, Bunge, 26,35. 
Bung earn , Boise., 26, 35. 

Fortuni, Hindi., 26, 35, 

Franchetii, Bebeaux , 26,35. 
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StatiCe japonica, Sich. cf Zucc., •'26, 

3i). 

sinensis, Girard, 26, 35, 

Wrightii, Hance, 26, 35. 

Stauntouia chinensis, LG ., 23, 30* 
bexnphylla, 2>ecne., 23, 30. 
Siaurauthora ckiritmflora, Oliver , 36, 
5-12. 

Btegosia cochinchinensis, Lour,, 36, 
362. 

Stellaria Alsine, Hoffin., 23, 60. 
bulbosa, Widf., mentioned, 23, 60. 
Lmigeana , Fenzl, 23, 68. 
chinensis, Regel, 23, 07. 

Davidi, Hemd. * , 23, 67. 

Delavayi, Franck., 36, 522. 
dicliasioides, Williams, 36, 522. 
dichotoma, Linn., 23, 07. 
discolor, Turcz,, 23, 68. 
diversifolia, Maxim., 23, 68. 

— var. gummndm, Branch., 23, 
68. 

ebracteata, Komarov , 36, 522. 
fecmda , Hance, 23, 67. 
florida, Finch., 36, 522. 
glauca, With,, 23, 68. 
praminoa, Linn., 23, 68. 

var. lauccolafa, bVnzl, 23, 6S. 
Ilcuryi, Williams, 36, 522. 
hoterophylln, JJemd. * . 23, 68. 
inlrarsta, Maxim., 36, 522. 
leptophylla, Ha nee, 23, 68. 
longifolia, MM,, 36, 522. 
media, Gyr., 23, 68. 
nemorum, Linn., 23, 68. 

— var. Bungeaua, Kegel, 23, G8. * 
nutans, Williams, 36, 522. 
palustris, AW., 23, 68.^ 

pilosa, Framh ., 36, 522. 
radians, Linn., 36, 522, 
rhaphanorrhiza, Hemsl. * , 23, 60. 

* rupentris, Heml. * , 23, 60. 
saxatilis, Hack.-Ham,, 23, 60. 
Houliei, Williams, 36, 522. 
uda, Williams, 36, 522. 
uliginosa^il/^m, 23, 60. 
undulata, Thumb., 23, 67. 
vestiM, Kurz, 23, 60. 
wuehantmsis, Williams, 36, 522. 
yunnanensis, Franck., 36, 522. 

S tell era, 26, 300. . 

Olmmajjasme, Linn., 26, 401, 
Btemodia capitate,, Benth., 26, 185, 
graUolaides, Benth., 26,185. 
Stemona C. H. Wright , 36, 

04. 

erecta, G, H. Wright, 36,04. 
japonica, Franck. §■ Bav., 36, 95; 
mentioned, 94. 

parviflora, C. H. Wright , 36, 95. 


Stemona.scssilifl.ora, Miq ,, mentioned, 

" 36,94. ‘ ** 

tuberosa, Lour., 36, 95, 

Stenactis annua, Less., 23^418. 
Btcmcmlium divaricatum, Turoz., 23, 
352. * 

Stenophragma Tbalianum, Celalc., 
36, 522. 

Stenosolenium saxalile, Turcz., 26, 
155. ^ 

Stephanandra chinensis, Hance, 23, 
228. 

-> flexLiosa, Sick. $ Zucc ., 23, 228. 

ineisa ^Zahd, 36, 522. 

Stepbania hornanclifolia, Walp., 23, 
29. 

longa, Lour., 23,29. 
telrandra, 8. Moore, 23, 30. 
Slephanotis chinensis, Champ., 26, 

114. 

Sterculia Baltinghas. Ail., 23, 80. 
lanccolala, Gao., 23, 80. 
monospernm, Vent., 23, 89. 
nobilis, Sin., 23, 89. 
peltata, G. Lon, 23, 89. 
platanifolia, Linn,, 23, 90. 
pyriformis, Bunge, 23, 90. 
Sterculiacejs, 23, 80, 

Stereosant.hos, Fmngh., 36, 522. 
Delavayi, Franck ., 36, 522. 

Souliei, Franck ., 36, 522. 
yunnanonsis, Branch., 36, 522. 
Stereospermum hyposUctum, 
var., 26, 236. 
ainicum, Hance, 26, 236. 
sp., 26, 236. 

Stulingjleetia sehifera, Boj., 36, 445. 
StilUngia discolor , Champ., 26, 445. 
japonica, Sieb. & 25uffe., 26,446.j 
sehifera , Michx., 26, 445* 
sinensis, Baill., 26, 445. 

Stimpsonia chamasdryoides, Wright , 
26, 46. 

crisqndens , Hance, 26, 50. 

Stipa Alicise, Kanifz, 36,388. 
Bungeana, Trim, 36, 38L. 
eapiliata, Linn., 36, 381. 
consanguinea, Trim <J* Rnpr,, 36 

Henrvi, Rendle *, 36, 382. 
mongbolica, Turcz., 36, 382. 
peMmmis , Hance, 36, 388, ^ 

sibiriea, Lam., 36,383. ^ 

splendens, Trim., mentioned, 36, 
382. 

Stipellaria brevioides, Benth., 26,438. 
Stranviesia Calleryana, Lecne 23, 
264. 

Davidiana, Lecne., 36, 522. 
glaucescens, LindL, var., 36, 522. * 
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Stranvtesi uru md u lata, Beene 23, 264. 
*Stranvaisia digyna, Sieb. & Zucc.? 
23, 20,3. 

Stratiotes rtf’oroides, Linn, f., 36, 3. 
r aiismidcs, Liun., 36, 3. 

StreTblus asper, Lour$ 26, 454. 

cordatm, Lour., 26, 455. 
Streptocarpus chinensis, Franck ., 36, 
523. 

St^jptocaulon calophyllum, Wight, 
26,101. 

tumentosum, ^ Am, 26, 

101. r 

Stroptolinoii lomffifoJuiiJij j 

36, 100. 

volubile, Edgew., 36, 159. 
Streptopus ajanensis, 277., 36, 523. 
amplexiemdis, Poir., 36, 110. 
amplexifolius, DC., 36, 110. 
chinensis, Sm M 36,143. 
paniculatus, Baker, 36, 110. 
pa.rvifl.orus, Franeh ., 36, 523. 

Striga cocmiea, Benth., 26, 201. 

Hr mi a, Benth., 26, 201. 
lutea, Lour., 26, 201. 

Masuria, Benth., 26, 201. 
parmla, Miq., 26,201. 
phcenicea, Benth., 26, 201. 
StrobiIantb.es apripus, T. Anders ., 26, 
239. 

Championi, T. Anders., 26, 239. 
consanguineus, C. B. Clarke, men- 
** tioned, 26, 241. 

debilis, Hemsl *, 26, 239. 
dimorphotrichus, Hance, 26, 240? 
flaccidifolius, Fees, 26, 239; men¬ 
tioned, 240. 

fiaccidm, Or. Mann, 26, 239 
formosanus, &. Moore , 26, 240, 
Henryi, Hemsl. * , 26, 240. 
aponicus, Miq., 26, 241. 
latxsepalus, Hemsl. *, 26, 241. 
oliganthus, Miq., 26, 241. 
pentstemonoides, T. Anders., 26, 
241. 

radicans, T. Anders., 26, 242; 

mentioned, 239. 
scaber, Hance, 26, 238. 

WaUichii, Fees, 26, 242; men¬ 
tioned, 241, 

Strophanthus dichotomies, var. chin* 
crisis, Ker-Gawl., 26, 97. 

* divergens, B. Grab., 26, 97. 
Strychnos angustiflora, Benth., 26, 
121 . 

Colubrina, var., Benth., 26, 121. 
paniculata, Champ., 26, 121. 
Stuartia moriadelpha, Sieb. ft Zucc., 
23,80. 

*Sturn$& Imgipes, Reichb. t, 36, 7. 


Sfwrmiti nervosa, Iteiehb. f., 36, 
Styudie.e, 26, 1. 

Stylidium chbnensc , Lour,, 23, 344. 
Kunthn, Wall., 26, 1. 
sinicum, Hance, 26, 1. 
utiginouum, Sw., 26ft. 

Sty Us chinensis, Pair., 23, 344. 
Stylocoryne attenuata, Voigt, 23, 380. 
mollissima, Walp., 23, 381. 
raccmosa, Cav., 23, 382. 
subsessilis, A. Gray, 23, 381. 

Webern, A. Rich., 23, 380. 
Stylodisms trifoliatus, Benn., 26, 
428. 

Slylophorum japonicum, Miq., 23, 
34. 

Sfyph nolohiumjapanimm , Schott, 23, 
202 . 

Styracm, 26, 72. ' * 

Styrax caloneuruiu, Berk., 36, 523. 
dasyanthum, Berk., 36, 523. 
formosanum, Midsum., 36, 523. 
Fortunei, Hance, 26, 77. 
graniUfimm, Griff., 26, 77. 
liemsleyanum, Diels, 36, 523. 
hypoglaucum. Perk., 36, 523. 
japonicum, Sieb. ft Zucc., 26, 70. 
macranthum, Berk., 36, 523, # 

Obasaia, Sieb. ft Zucc., 26,76. 
odoratissimum, Champ., 26, 76. 
prumfolium, Berk,, 36, 528. 
serrulatum, Botch., 26, 77. 

— var. vestitum, Hemsl*, 26, 77. 
sp. n. ?, 26, 77. 

suberifolium, Hook, ft Am., 26,77. * 
Sumda australis, Moq., 26, 328, 
glauca, Bnnqe, 26,328; mentioned, 
329. ^ * 

indica, Seem., 26, 328. 
linifolia, Ball., 26, 329. * 

maritima, Bum., 26, 329; men¬ 
tioned, 328. 

monoica, Forsk., 26, 329. 
nudiflora, Moq., 26, 380. 

Salsa, Pali., 26, 330. 

Suyerokia japmica, Miq., 36,140. 
Swertia angustifolia, BuchrHam,, 26, 

138. 

asarifolia, Franeh., 36,526, * 
bella, Hemsl. * , 26,138. 
bifolia, Batalin , 36, 523. 
bimaculata, 0. B. Clarke, 26, 139; 
mentioned, 140. «* 

cmrulea, Boyle, mentioned, 26,139. 
calycina, Franeh36&Q- 
chinensis, Franeh., 26, 1$9. 
cuneata, Wall., mentioned, 26, 

139. 

Davidi, Franeh., 26,140; 36, 523. 
decora, Franeh, 36, 523, 
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Swjftia Delavayi, French 36, 5£3. fcSyinpWos nerilfolia, Sieb. f Zucc., 26, 
dlluta, Benth., £ 6 , 1 $). * 73. 

dimorpha, Franck., 36, 523. paniculate, Wall., 26,72. 

erythrosticta, Maxim., 26, 140. phullocalyx , 0. B, Clarke, 26, 73, 

gentianoidoB, Franck, 36, 523*. prophqua, ITance, 26, 74, * » 

gracilis, French., 36, 523. prunifolia, Sieb. f Zucc., 26, 74. 

kouitchonsis, Franck, 36, 523. raeemosa, lioxh., 26, 74. 

Deduct, Franck , 36, 523. ramosissima, Wall., 26, 73. 

longipos, French., 36, 523. setchuensis, Brand, 36, 524. 

uiacTosperma, 6 '. i/. Clarke , 36, sinica, Ker-Garni., 26, 74. _ 

523. * — Mr. vestita, Hcmsl. * , 26/75. 

membranifolia, Franck , 36, 523. spectabilis, Brand, 36,524. 

Mussot-i, French., 36, 523. « spicata, lioxb., 26, 75. 

oeulata, Hewsl, * , 26, 140. sp. n^, 26, 75. 

pubosccns, French., 36, 523. stellaris, Brand, 36, 524. 

pulchella, Bitch,-Jlam,, 26, 140. Swinhoeana , Hanee, 26, 74. 

punicea, IIemd. * , 26, 140. Tashiroi, Matmm., 36, 524. 

rotate. Thunk,, 26, 130. terimmilis, Brand\ 36,524. 

wt rid a, French., 36, 523. urceolaris, Hence, 26, 75. 

Ttiuhiroi, MaHno, 36, 523. yiumnnonsis, Brand, 36, 524. 

tetragona, 6'. />*. Clarke, 26,141. Synedrys ossca, Lindl., 26, 510. 
tetraptera, Maxim., 26,141. Syneilesis acmutifolie, Maxim., 23, 

vaci liana, Maxim., 26,141. 449. 

$yeopsia sinensis, Oliver , 36, 523. palmate, Maxim., 23, 458. 

Syllydum le.vifothnn, Mayen k Syringa amuretisiH, Fa$n\, 26, 82, 

chimnsis, Blumc, 26, 8?. 
cMnenm X, Willck 26, 83. 
correlate, A. lh\, 26, 83. 
duhia, Pers., 26,*83. 

Emodi, Wall., 26, 83. 
m icrophylla, Diels, 36, 524. 
oblata, Lindl., 26, 83. m 

pekin ends, Eupr., 26, 82. ^ 

pubescens, Turcz., 26, 83. 
var., 36, 524. 

rotbomagensis, A. Eich., 26, 83. 
sempervirens, Franck, 26, 84. 
suspense, Thunb., 26, 82. 
tomentella, Bar. f Franck, 36,524. 
velulina, Bar. f Franck , 36, 524. 
velutina, Komarov, 36, 524. 
villosa, Vahl, 26, 83. 
vulgaris, Linn., 26, 83. 
yunnanensifl, Franck , 36, 524, 
St/avqittm huxi folium, Hook, & Arn., 

‘ 23,298. * 

nervosum, DO., 23, 297. 

Forclii, Hence, 26, 73. | odoratum, Hook, k Am., 23, 297. 

Hctydttmmna, Wall, 26, 74, j Sveckenya Uoydioules, Kanitz,36,130. 
Henryi, Brand, 36, 523. i 

Htmsoheli, Benth., 26, 73. 

mponiea, A. DC., 26, 78. Taber nmmontana coronaria, EfiBr., 

— var. crassifolia, Benth., 26, 72. 26,96. 

lancifolia, Sieb. f Zttcc., 26, 73. mollis, Hook. $ Arn., 26, 96. 

lcplmtac$>y‘ 0 ? Sieb. & Zucc., 26, 73. sp. ?, 26,96. 

leucophylla, Brand, 36, 523. Tacca pinnatHida, Forst., 36, 00. 

lucida, Sieb. & Zucc., 36, 73. Taccace.e, 36, 90. 

microcarpti, Champ., 26, 78. Tainia cordifolia, Hook, f,, 36,20. 

modeata, Brand, 36, 523. hongkongensis, Rolf*, 36, 20. 

myrtacca, Sieb. f Zucc 26, 73. i macrantha, Hook./., 36, 21. 


Hcaim., iso, son. 

St/mphornna Jackienum, Kurz, 26, 
265. 

ungidculatim, Knrz, 26, 205. 
Sympht/oqlossum hastatum, Turcz>, 26, 
405/ 

Symplocos aeutangula, Brand, 36, 
. 523. 

# % adenopus, Hanee, 26, 72. 

4 akrta, Brand, 36, 523. 

** anomala, Brand, 36, 523. Si 

ar^entea, Brand, 36, 528. 

, botryantha, Franck, 26, 74; 36, 
528. 

caudate, Wall., 26, 74. 
congest,a, Benth., 26, 72. 
crassifolia, Benth „ 26, 72. 
crattngoicles. Bitch.-Ham.; 26, 72. 
cuapkiata, Brand, 36, 523. 

' decora, Hanee, 26, 72. 
ferruginea, Jloxh., 26, 72. 
formosamt, Brand, 36,523. 



Talauma obovata, Hance, 23", 23. r 
ptmila, Blume, 23, 24. 

Sieboldi^ Miq., 23, 24. 

Tamarinclus indiea, Linn., 23, 214. 

officinalis, Hook., 23, 214. 
TAMAEISCINEiB, 23, &40. 

Tamarix chinensis, Lour., 23,346, 
chinensis , Sieb. & Zucc., 23, 347. 
gallica, Linn., mentioned, 23, 347. 
var. chinensis , Ehrenb., 23, 
346. 

indiea , Willd., 23, 346. 
juniperina, Bunqe, 23, 347. * 

Pallasii, Lesv., 23, 347; *6, 524. 
Tanacetum chinense , A. Gray, 23, 
440. 

myrianthum, Franck, 36, 524. 
Pallasianum, Trmiv. $ Met/., 36, 
524. 


sibirieum, Linn., 23, 440. 
Tapeinophallm Bideri, Bail!.,36,182. 
Tapiscia sinensis, Oliver, 36, 524. 
Taraxacum ceratophonm , 1)0., 23, 
478. 

corniculatum , DO., 23, 478. 
Dens-Ieonis, Desf., 23, 478, 
officinale, Web „ 23, 478. 
sinense, DC., 23, 478. 

Taxodium hetefbphyllum, Brongn., 
26, 544. 

japonicum, Brongn., 26, 544. 

— Tar. heterophyllum, Brongn., 
26, 544. 

sinense , Forbes, 26, 544. r 
Taxotropbis, Blume, sp. ?, 26, 454. 
Taxus, Tourn ., 26, 545. 
baccata, Linn., 26, 546. 
Harringimja, Knight, 26, 545. 
japmica, Lodd., 26, 546. 

Teeonia grandifiora, Loisel .» 26,235. 
Telanihera polygonddes, Seem., 26, 
322. 

Teloxys aristata, Moq., 26, 824. 
Tenorea heierophylla, Gasp., 26,466. 
Tephrosia oraria, Hance, 23, 158, 
489. 


purpurea, J ?ers., 23,158. 

Testita, Vogel, 23, 158, 
villosa, Pen,, 23, 158. 

Terminalia triptera. Franck, 36. 
524. 

Ternstroemia dubia, Choisy, 23, 75. 
fragrans, Choisy, 23, 75. 
japonica, Thunk, 23, 75. 
Ternstrcemiace^!, 23,75. 
Tetracentron sinense, Oliver , 36,524. 
Tetracera sarmentosa, Vahl, 23, 22. 
Tetragoni* expansa, Murr., 23, 823, 
Tetramerium, Fees, mentioned, 26, 

n% 


Tetranihem dtrata , Nees, 26, $79, 
385. 

dfrifolia, Bentb., 26, 385. 

Cuheha, Meisn., 36, 830. 
efmgata, Wall., 26^381. 
jlorlmnda, Champ., 26, 379. 
japonica. Sprang., 26, 882, 
laurijuha, Jaeq., 26, 385. 
monopetala , Pers., 26, 384. 
polyantha, Wall., 26, 384. 
lioxburgkn, Blume, 26, 385. 
sericea, Wall., 26, 380. 

Tetrapanax papyri 7 'era, O, Koch, 23, 
341. 

Tetrasfigma ITeorneleyanum, Diels cf 
Gilg, 36, 524, 

hypoglaucnm, Planck, 36, 524. 
obtectum, Wall., 36, 524. 
Tetrathyrium mhcordaUm, Benth., 
23, 291. 

Teucrium albo-rubmm, Heml . * , 
26,311, 

bidentatum, Hemsl.*, 26, 312, 
313; 36, 524. 

Fortund , Benth., 26, 314. 
Franchefcianum, Diels, 36, 524. 
fidvum, Hance, 26, 314. 
inflatum, Sw., mentioned, 26,312. 
japonicum, Willd., 26, 312. 
'wepel&folimi, Benth., 26, 264. 
ningpoense, Hemsl. *, 26, 313; 

mentioned, 314. 
ornatum, Hemsl. *, 26, 313. 
palmatuni, Benth., 26, 313, 
r Pornyi, Franck, 26, 314; men¬ 
tioned, 313. 

quadrifarium, Buck’Ham., 26, 
314. r 

stolonifernm, Jloxb., 26, 314; 

mentioned, 312. 

Tirginieum, Thunk, 26, 312. 
Textoria japonica, Miq,, 23, 343, 
Teysmannia Hookeruma, Miq., 26, 
97. 

laxiflom , Miq., 26, 97. 

Thalassia Hemprichii, Ashers., 36,3, 
Xhalictrum actewfolium, Siek, men¬ 
tioned, 23,10, 

akanense, Huth, 36, 52#. * 

alpinum, Linn., 23, 8. ( 
amplissimum, H. L&veilU § Va~ 
niot, 36, 524. 

angustifolium, Jcfeq., 36, 524. 
aquilegifoliura, Linn., 3o, 524. 
baicalense, Turcs., &; mention¬ 
ed, 10. 

clematidifolium, Franck, 36,524. 
coraiense, Matsum 36, 524. 
coreanum, H LSveilU & Vmiot, 
36, 524. 

r' 
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Thaliclrum cultralmu, Wall., 36^ 524. 
Delavayi, Franck., 36, 524. 
diptorocarpum, Franck 36, 524. 
filamentoauiB, Maxim., mentioned, 
23,10. * 

fooniculaeeum, Bunge , 23, 8. 
foetidum, Zim, mentioned, 23,10. 
Fortunei, 8 . Moore , 23, 8. 
grandillorum, Maxim., 36, 524. 
grandisepalum, H. L&veilU 8f Vctr 
mot , 36, 525. 

bamalum, Maxim,, 36, 525. 
iehangense, Oliver, 36, 525. 
Lecoyeri, Franck., 36, 525. 
louconoton, Franck., 36, 525. 
macrorbynchum, Franck., 36, 525. 
raajus, Jacq., 23, 8. 
mierogynura, Oliver, 36, 525. 
minus, Hook, 23, 8. 
minus, Linn., 23, 8. 
mucronatumi, Ledeb., 23, 9. 
oliganclrum, Maxim., 36, 525. 
paDidum, Franck., 36, 525, 
petaloideum, Linn., 23, 9. 
Przewalskii, Maxim., 23, 9. 
punduamm , Wall., 23, 10. 
retioulatum, Franck 36, 525. 
robustum, Maxim., 36, 525. 
Bcabrifolium, Franck., 36, 525. 
simplex, Linn., 23, 9. 
sinense, Xowr., 23, 9. 
sp., 23,10. 

sparsiflormn, Turcz,, mentioned, 
23,10. 

squarrosmn, Stepk., 23, 9. * 

tenue, Franck,, 23,9. 
thibetioum, Franck., 36, 525. 
triehopus, Franck., 36^525. 
trigymm , Fisch., 23, 9. 
tnpeltatum, Maxim., 36, 525. 
luberiferum, H. L&veilU $ Vaniot, 
36, 525. 

uncatum, Maxim., 36, 525. 
undnulatum, Franck,, 36, 525. 
virgatum, llook.f. <f Thoms., 36,525. 
Thanmoama, Terr, cf- Fritn., 23,103. 
Camellia, 36, 525. 
assamica, Mast., 33, 83. 
asMndfts Seem,, 33,80 ; 36,525, 
Bokea, Linn., 23,83. 
emtmimm , Lour., 23, 83. 
chinmm, Siujf, 23,83. 
cochinckinenm , Lour., 23,83. 
empidata, Kochs, 36,525. 
MitharK untze, 36,525. 
mrmides, Booth, 36, 525. 

Gr\jsii, Kuntze, 36,625. 
kmghongenm , Pierre, 36,525. 
japonicct., Kaempf., 23, 83. 
malijlorjpt , Seem., 33,82. 


p metal a, Kochs* 36,T>25. w 

reticulata, Pierre, 36, 525. 
ros&flom, Kuntze, 36, 5^5. 
salicifolia, Seem., 23, 82. . 

sinensis, Linn., 23, 83. 
speciosa, Koch?, 36, 525, 
spectahilis , Kochs, 36, 525. 
viridis, Linn., 23, 83. 

Thela alba, Lour., 26, 30. 

coccinea. Lour., 26, 36. ^ 

Thelaia asarifolia, Alef., 26, 33. 

bracteosa, Alef., 26, 33. 

* rotundifolia, Alef., 26, 33. 
Thol&si&elegms, Blume, 36, 17. 
elongata,* Blume, 36, 525. 
hongkongensis, Rolfe, 36, 39. 
pygmma, Hance, 36, 39. 
pygmaea, Lindl., 36, 39. 
triptera, Reickb. 36, 39. 
Theligonuni maoranthum, Franck., 
26,492. 

Themeda Forskalii, Hack, 36, 377. 
gigantea, Hack., 36, 377. 

— subsp. caudata, Hack., 36, 377. 

— suhp. villosa, Hack., 36, 377. 
triandra, Forsk., 36, 377. 

— car. major, subvar. japonica, 
Hack., 36, 378. 

Theobr&ma mgusta?IAnn., 23, 91. 
Thermopsis alpina, Ledeb., 36, 525. 
ckinensis, Benth., 23, 150. 
fabacea, j DC., 23, 150. 
lanceolata, R. Br., 23,150. 
Ti^esium oliinense, Turcz., 26,408. 
longifolium, Turcz., 36, 525. 
psilotoides, Hance, 26, 409. 
rugulosum , Bunge, 26, 408. 
Tkladiantha calcarata^ O. B, Clarke , 
mentioned, 23, 316. 

Davidi, Franck 36, 525. 
dubia, Bunge , 23,316; mentioned, 
317. 

glabra, Cogn., 36, 525. 

Henryi, Uemd. *, 23, 316. 
longifolia, Cogn., 36, 526, 
maeulata, Cogn., 36,526. 
nudi flora, Remsl. *, 23,316, 492. 
Oliveri, Cogn„ 36, 526. 
sp, indescripta ?, 23, 317. 

■verrucosa, Cogn., 36, 526, 
villosula, Cogn., 36,526. ^ 

Phlaspi arvense, Linn., 23, 49. 
Bursarpastoris, Lirm., 23,48. 
yunnanen&is, Franck., 36, 526. 
Tkoa edulis . Willd., 26,539. 
Tkrixspermum luniferum, Reichb., 
36, 35. 

Thuarea sarmentosa, Pen., 36,340. 
Tkunbergia fragrans, Roxh., 26,237 
grandmora, Roxb., 26,237. 
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# Thunia Alarshalliana, Itcichh. /., 3<j, 
18* 

Thuya olunmisis, Hurt., 26, 5*10. 
lineata , Toir., 26,*544. 
orieVitails, 26, 510. 

pensilis, Sttiunt., 4R6, 541. 
plica la, JX Don, 26, 540. 
plieafca, Bonn, mentioned, 26, 540. 
butchuenenais, Franck., mentioned, 
♦ 26,540. 

TllYMlSLEACEiE, 26,395. 

Thymus Serpyllum, Linn,, 26, 282. 
Thyrocarpus fulveBeens, Maxim., Z9, 
149. % 

gloeludiafcus, Maxim., 26, 149. 
Sampsoni, Hmwc, 26,149. 
Thysanukena aearifem, Arm, 36, 340. 

Agrostis, Lees, 36, 340, 
Tkysanospermum diffusum, Champ., 
23, 371. 

Thysanotus chmensis, Bcnth, 36, 
119. 

chrysaniherms , B. Muell., 38,1H). 
chrysml herus, Dentil., 36, 119. 

Tilia argent ea, Boyer, 23, 91. 
Baroniana, Diels , 36, 520. 
ehinensis, Maxim., 36, 520. 
eorclata, Mill., 36, 520. 

Henryana, Szpszyl., 36, 526. 
mandshuriea, Jiupr. # Maxim., 
23, 94. 

p Miqueliana, Maxim., var., 36, 520. 
mongolica, Maxim., 23, 94. 

Oliveri, Bzyszyl., 36, 526. # 

paucicostata, Maxim., 36, 526. 
pehinmsis, Kupr., 23, 94. 

Tuan, Bzyszyl., 36, 526. 

Timaceije, 23, 92. 

TUtmanm ohovata, Bunge, 26,183, 
190. 

ovaia, Eeichb., 26,189. 
siachydifolia, Turcz., 26,183, 
visama, Eeiehb., 26,190. 

Toddalea aonleata, Pm., 23,108. 

flonhunda, Wall., 23,108, 

Tofieldia brevistyla, Franck 36,141, 
divergens, Bureau, 36,141. 
iridacea, Franck, 36, 141. 
macilenta, Franck 36, 520. 
nuda, Maxim., 36, -141, 
aetohuenensis, Franck, 36, 141. 
yunnanensis, Franck, 36, 141, 
Tomex japonica, Thunb., 26, 382. 
Toma sinensis, M, Eoem., 23,114. 
Torenia asiatica, var. concolor , Hook, f.. 
26,187. 

Baillmi , Godefroy, 26,188. 
Benfchamiana, Ranee, 26, 187. 
v ccdomns, Morr., 26,187. 

_ eoneolor, Lindl., 26,187. 


Toribitia cordifotia, Tlnnco, 26, JB9, 
cordiiVilia, Jtoxh., 36, 187. 
diffusa, U. Dun, 36, 189. 
edmtuhu Benih., 26, 189. 
llava, Buck-1 him., 26, 188. 

R»rdli, Ihmlc.J'., 26; 188. 

* lahiiuidvs , Hook. & Am., 26, 188. 
long [flora, Morr., 26, 187. 
ohfcmga, I la nee, 26, 188, 

of donga, Hook. & Am,, 26,188. 
pamtlora, Buck-Ham., 26, 188. 
peduucularia, Be nth., 26, 188. 
f ahem, Booth., 26, 189. 

— var. grand (flora, Benth., 26, 
187. ' 

vagane, Jtaxk, 26, 189, 

Tori lie AiithriscuB, (had., 23, 337. 
japonica, 1)0., 23, 337. 
prtstrrmissa, 1 Inner, 23, 3.37. 
scatrra, DU., 23, 337. 

Torreya Fargmii, Kranch., 26, 540, 
grandis, fortune, 26, 5*10. 
nuoifera, Bieh. $ Zucc., 26,540, 
Torricellia angulata, Oliver, 36, 520, 
intermedia, Harms, 36,520. 
Torulinum oonfortum, Buck-Hum., 
36, 222, 

ferox, Kuntb, 36, 222. 

Tourneforlia argentea, Linn., 26, 

• 140. 

Arguzia, Eoem. & Sobult*, 26, 
147. 

— var. angust (folia, Branch., 26, 

147. ‘ 

# — var. latifolia, Branch., 26,147. 
ovata, Wall., 26, 140. 

Batnpsoni, Hance, 26,140. 
surmen^oaa, Lam,, 26, 140. 
sibirica, Linn., 26,147- 
viridiflora, Wall., 26, 140. 

Tovaria atropurpurea, Franck, 36, 

110 . 

Delavayi, Franck, 36,110. 
Bargesii, Franck., 36, 310. 
japonica, Baker, 36,110. 

Prattii, Branch., 36, Jll. 

— var. quadrifolia, Franck, 36, 

— var. robusta, Franck*, 36, 111, 
Rami, Baker, 36, 111. 

Souliei, Franck., 36, 111. 
stenoloba, Franck, 36, 111. 
tatsienensis, Fra%ck, 36, 111. 
tubifera, O. H. Wright * 36, 

111 . ^ „ 
yunnanensift, Franck, 36,112. 
Toxocarpus Wightianua, Hook. # 
Am., 26,101. 

Trachelospermum axiliare, Hooh.f., 
36,520. 
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Trackelospermum Bo wr in mi, Henisl., 
26, 99. 

dmricatum, Thimbu 36, 526. 
jnsminoides, 7vrw„ 26, 99. # 

Traohycarpus ^sxcclsus, //. Wcndl., 
36,108. 

Forlunei, if. Wendl., 36, 1(58 ;* 
mentioned, 3(57. 
khnsianus, H. Wcndl 36, 169. 
Trachvdium daucoides, Franck 36, 
526. 

Belavayi, Franck „ 36, 526. 
hispidum, Franck., 36, 526. 
novomjugum, 6'. />\ Clarke, 36, 
526. 

purpuraseens, Franck., 36, 520. 
Boyle i, Lindt., 36, 526. 
rubinervo, Franck., 36, 520. 
viridiilorum, Franck., 36, 526. 
Trackyidhi Act era, BO., 23, 22. 

aspera, BO., 23, 22. 

Tradoseantia axillaris, Roxk, 36, 
157. 

yaga, Blume, mentioned, 36, U>1. 
vaga, Lour. (sp. dub.), 36, 160. 
Tragia cmcnabina, Linn, f., 26,1*14. 
Ckaw(dm, Linn., 26, 416. 
involuerata, Linn., 26, 444. 

Tragus racemosus, Scop,, 36, 313. 

Ichelienm, Dobeaux, 36, 343. * 
Trapa hicortih, Linn., 23, 311. 
bispin osa, Roxb„ 23, 811. 
ckinensis, Lour., 23, 311. 
imtans, Linn., 23, 811. 

Trapella sinensis, OUxkr, 26, 236. *» 

Trema amboinenSis, Blume, 26,451. 
orientalis, Blume, 26, 451. 
timoronsia, Blume, 26, 452. 
virgata, Blume, 26,452. 
7'rentcpohlia hifoliafa, Boeck., 36, 
209. 

Trefcocarya pratensis, Maxim., 26, 
151. * 

sikkimensis, Oliver, 36, 526. 

'Premia midi flora, Bunco, 26, 441. 

Pr Indira si mi sis, Lour,, 26, 445. 
Triavthemn poh/andra, Blume, 23, 
323, 324. 

TribuTus mstoides, Linn., 23, 97. 

terrcslris, Linn., 23, 97. 
Trurrcnndra Fminnei, A, Cl my, 26, 
367. * 

guadrifolia, A. Gray, 26, 368. 
Triehdostytis &mplanaia, Keen, 36, 
231,246. 

globulosa, Kees, 36, 237, 
miliacea, Nees, 36,289. 
spp. nn„ 36, 240, 246. 
TriehusanthesA.ng.uina, Jim, 23,812. 
chinmm, Bor., 23, 813. 


Trichosanthes cucuirwirina, Linn., 
mentioned,.23, 313. 
eucnmeroidra, Maxim., j&3, 313. 
dicoelosperma,* G. B. Clarke > men¬ 
tioned, 23, 314. 

Kirilowii, MaSlm., 23, 313; men¬ 
tioned, 314. 

multiloba, Miq 23, 314. 
palmcda, O. B. Clarke, 23, 313. 
pahnata,, Hanee, 23, 313. ** 

Eosthornii, Harms, 36, 526. 
sp., 23, 314. 

Trieyrlis elegans. Wall., 36, 142. 
formoitma, Baker, 36, 141. 
lasioearpa, Maimm ., 36, 520. 
latifolia, Maxim , 36,141. 
macropoda, Miq., 36,142. 
pilo&a, Wall., 36,142. 
stolonifera, Matsum., 36, 526. 
Tridesmis hispid.a, Lour., 26, 435. 

i omen tom, Lour., 26, 434. 
Trientalis, Lapp., 26, 55. 

europtea, Linn., 26, 58. 

Triiolium glohomm, Lour., 23, 155. 
indicum , Lour., 23, 155. 

Lupin aster, Linn., 23, 155. 
Trigloehin xnaritimum. Linn., 36. 
192. 

palustre, Linn., 3192. 

Trigonella cceruka , Ser., 23,154. 
ruthenica, Linn., 23, 153; correc¬ 
tion, 489. 

Trigonotis brevipes, Maxim., 26. 

* 152. 

mollis, Hmsi. *, 26,153. 
pedunenlaris, Benfh., 26, 153. 

— var. vestita, Hemsl. * , 26, 154. 
petiolaris, Maxim., 26, 154; men¬ 
tioned, 152. 

Trilepis Ihn/Ua.na, Boeck., 36, 208. 
Trillium erectum, Linn., mentioned, 
36,144. 

Tscbonoskii, Maxim., 36,144. 
Triosfeum Fargosii, Franck,, 36, 526. 
himakyamim, Wall., 36, 526. 
lurautum, Wall., 23, 357. 
intermedium, Diels <f‘ Graehn ., 36, 
826 . 

E inrmtindum, Maxim,, 23, 357. 
^ofllhornii,’ Die,Is Graehn,, 36, 

526. ^ 

smuutum, Maxim., 23, 357- 
Triphasia Aurantiola, Lour., 23,109. 

tnfoliata , BO., 23,109. 

Triples fcegia glandulifera, Wall., 23, 
399. 

glandulosa , BO., 23, 399. 
grandillora, Gagnep., 36, 526. 
Tripogon cbinensis, Hath., 36, 404. 
— var. coreen^is, Hack, 36,405. , 
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/ripolkm*vidgarc, Noes, 23, *417. „ 

Tripterospemum tnnerve, Blume, 26, 
123. 

Triptorvgidm Bullockii, Hance, 23, 

r 125/ 

Wilfordii, Book?, 23, 125; in 
Japan, 489. 

Trisantkus coehinchinensis, Lour., 23, 
325. 

Tffeetum flavescens, Beam 36, 399. 

— var. macranthum, Hack., 36, 
400. 

Henry i, BendU *, 36, 400. * 

subspieatum, Beanv., 36, 400. 
Triticum eanimm , Schreb,, 36, 431. 
chinense , Trin., 36, 432, 
ciliare, Trin,, 36,432. 

Bseudo - agropyntm, Griseb., 36, 
432. 

repem, Linn*, 36,432, 
stcigmm, Less., 36, 433, 
Triumfetta mgulata , Lam., 23, 93. 
annua, Linn., 36, 520, 
pilosa, ifoM, 23, 93. 
rhomboides, Jacq., 23, 93. 
tomentosa, Boj., 36, 527. 
Trochosiigma arguia, Sieb. & Zucc., 
23/78. 

Trollius asiaticus* Linn., 23,17. 

— Linn. var. affinis, Hegel, 23, 
17. 

^ cHnenm, Bunge, 23,17. 

Ledebourii, Beichb ., 36, 527. 
palrnatns. Hook. /. $ Thom*., J6, 
527. 

patulns, Salisb., 36, 527. 
pumilie, H. Hon, 36,527. 
ranuneuloidgs, Hemal., 36, 527. 
Trophis scandens, Hook. f. & Arn., 26, 
454. 

Tropidia angulosa, Lindl,, 36, 39. 
curcuMgoides, Benth,, 36, 40. 
cureuligoides, Hindi, mentioned, 
36, 40* 

formosana, Bolfe, 36, 40. 
Govindooi, Blume, 36, 39* 
grandis, Hance, 36,32; mentioned, 
40. 

hongkongensis, Bolfe, 36, 40. 
s&mUibera, Blume, 36, 40. 
septerrmervis, BeicM. mentioned, 
'as, 40. 

Tsuga Brunoniana, Gan., 26, 556. 

— var. cliinensia, Branch „ 26. 
556. 

chinensia, Mast. *, 26, 556. 
Sieboldii, Carr., 26, 556. 
yunn&nensis, Mast . *, 26, 556. 

^ Tulipa edulis, Baker, 36,138. 

^ erythronioides, Baker, 36,138. 


Tulfpa gramin (folia, Baker, 36, 138. 

miithmjabtfw, Fiseh., 36,189. 
Tunga d tan dm, JRoxb., 36, 258* 
Tunica Morrmi, Walp„ 23, 63. 
♦Tudidanthus calyptratus, Hook. /. 4* 
Thoms., 36, 527. r 
Tupistra chinensia, Baker, 36,114. 
cMorantha, BailL, 36, 114. 
Dolavayi, Franck, 36, 114* 
Fargesii, BailL, 36, 114. 
lorifolia, Franck, 36,114. 
viridiflora, Franck , 36,114. 

Wattii, Book./., 36,114. 
Turcmninowia fastigiata, DO,, 23,410. 
Turpinia arguta, Seem., 23,143. 
nepalcnsis, Wall., 23,143. 
pomifera, HO., 23, 143. 

Turrjra pubescent, Hellm., 23, 113, 
Turritis glabra, Linn., 23, 42. 

hirsuta, Linn., 23, 42, 

Tussilago AmndHa , Linn,, 23, 472. 
Bellidiastrum, Linn., 23, 472, 
Barfara, Linn., 23, 447. 
japonica , Linn., 23, 454. 
lyrata, Willd., 23, 473. 

Petasttes, Thunb., 23, 446. 
Tylophora asthnaatica, Wight 4* Am., 
var., 26,113. 

exilis, Colebr,, mentioned, 26, 111. 
htepida, JDecne 26,118. 
japonica, Miq., mentioned, 26,113. 
liukiuensis, matmim., 36, 527. 
macrantha, Hance, 26,115. 
spp., 26, 113. 

Typha angnstata, Borg, 36,171. 
angustifolia, Linn., 36, 172. 

Iht ngeana, Presl, 36,173. 
japonica* Miq., 36, 173. 
tatifolia, Brctachn., 36, 173. 
latifolia, Linn., 36,172. 

Laxmamti, Branch., 36,172. 
Laxmanni, Lepeck, 36, 172. 
Laamanm , Ledeb., 3f>, 173. 
Martini, 21. IAveilU <f Vaniot, 36, 
527. 

Martini, Lord., var Bavidiana, 
Kronfeld\ 36, 172. 
minima, Funck, 36,172, 
minor, Sm„ 36, 173. * % 

orientals, Bred, 36,173. 
Shuttleworthii, Koch, var. orient a lis, 
Bohrb., 36,173. 

Typhacims, 36,171. r 
Typhonium divaricatum, Deem., 36, 
180; mentioned, %h 
giganteum, Bncfl., 36,181. 

— var, Qirami, Baroni, 36,181. 
javanicum, Miq., 36,181. 

van m, Schott mentioned, 
36;i81, 

* 
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TypUonium Boxburghii, Schott, naen- 
tioned, 36,181. 

Ulmaria •palmetto ,, Focke, 36, 527. 
Ulmus campeatris, £»., 36, 446* 
ca.staneit’oUafT Hemsl. * , 36, 446. 
chinenm, Loud., 36, 448. # 

chvienm , Pors., 26, 448, 

Davidiana, Planch ., 26, 447 ; men¬ 
tioned, 448. 

Keaki, Sieb., 26, 449. 
lancifolia, X?oa$., 36, 447. 
macrocai'pa, Hance, 26,447. 
montana, 26,,448. 

parvifolia, Jacq,, 26, 44S. ( 
pnmila, Linn 36, 527. * * 

,<y?. wov. altera, Maxim., 26, 451. 
virgata, Roxb., 26,448. 
XJmbwlliperjs, 23, 324. 

Umbilicus fimhriafm, Turn., 23, 281. 
leucanihm , Ledeb., 23, 281. 
malacophyllm, BO., 23, 282. 
mmmmmu.% Maxim., 23, 281. 
spinoms, DO., 23, 282. 
thyrsiflorm, DC., 23, 281. 

Unclnia microglochin , Spreng., 36, 
298. 

TJnona ehincnm, BO., 23, 27. 
discolor, Vahl, 23, 26. 

LcmHianet , Bunal, 23, 27. 
uncinate s, BO., 23, 26. 

Uralepis J’mca, Steud., 36, 411. 
Uraria comosa , BO., 23,177. 
crinita, Desv., 23, 177. 

— rar. maorostachya , Wall., 23, 

177. • 

barnosa, Wall, 23,177. 

— mr. sinensis, Hemsl *, 23, 

177. • 

lagopoides, DC., 23,178. 

Lagopus, DC 36, 527. 
piefca, Dm., 23,178; 36, 527. 
sinensis, Franck, 36, 527. 
tlrena chinmHs, Osbeck, 23, 87. 
diwrsi/olia , Walp., 23, 86. 
lobafca, Linn., 23, 86. 
^///wy/^LQur., 23, 86, 
proctimbens, Linn., 23, 86. 
mnica xtynthiifadc, Bill, 23, 86. 
sinfiata, Linn., 23, 87. 

Urmtdma chinmse, Bunge, 26,110. 
Urosiigma Bmjamina, Miq., 26, 458. 
infectorium, Miq., 26, 466. 
nervosum, Miq., 26,464. 
mtidwn, Miq., 26,467* 
pwmfolium, Miq., 26, 465. 
pmferum, Miq., 26,467. 
retimm , Miq., 26, 467. 
mperbum , Miq., 26, 469. 

TJrtica alienata, Linn., 26, 490. 


Urtica angidatd, Biume, 26,478. 

• migmtifolia, Fiseh.,*26, 472. ® 

angmtifolia, Buch.-Ham., 26, 485. 
arde?is, Dink, 26, 472. • 
cannabina, Linn., 26, 471. * 
caudata, Burm^f., 26, 487. * 

cordatifoli'a, Steud., 26, 471. 
dioica, Thunb., 26, 472. 

— subvar. hispida, Wedd., 26, 
472. ^ 

dioica, mr. angustifolia, Ledeb., 26, 
472. 

fissa, E. Pritz., 36, 527. 

“foliis oppositis,” Linn,, 26, 471. 
fnrfes&ns, Thunb., 26, 491. 
Hamiltotiicma, Wall., 26, 47S. 
heterophylla, Vahl, 26, 478. 
himitaycnm , Kunfcli & Bouehe, 26, 
472. 

hirta, Biume, 26, 489. 
interrupta , Linn., 26, 473. 
laitevirans, Maxim., 26, 472. 
maerophylla, Thunb., 26, 485. 
■mmrodachya, Wall, 26, 485. 
microphylla, Sw., 26,470. 
palmala, Forsk., 26, 475. 
parviflora, Roxb., 26, 472. 
penduliflora, Wedd., 26, 485. 
pilosiumda, Blunge, 26, 487. 
polystachya, Wall, 26, 488. 
pumila, Linn., 26, 478. 
scabra, Biume, 26, 495. 
scahrella , Roxb,, 26, 489. •+ 

scripta, Buch.-Ham., 26, 478. 

9p., 26, 473. 

sp. nov., Maxim., 26, 475. 
spicata , Thunb., 26, 488. 
squamigera. Wall, 26, 489. 
stipulom, Miq., 26,478. 
imanmrm, Roxb., 26, 480. 
Thunbergiana, Sieb, § Zucc., 26, 

472. 

umhrosa , Wall, 26, 479. 
uragem, Bteud., 26,487. 
urens, Linn., 26, 472; mentioned, 

473. 

utitis, IXorfc., 26,480. 
viminea , Wall, 26,491. 
virmMa, Wall, 26, 472. 
Urticacm, 26, 440. 

Utricularia bifida, Linn,, 26, 222. 
caerulea, Linn., 36,223. % 

diantha, A. BO., 26, 222. 
diantha, Roem. & Schult., 26, 
223. 

exoleta, R- Br., 26, 223. 

• extenaa, Hance, 26, 223. 
fmdmlata, Roxb., 26, 223. 
‘flexuosa, Vahl\ 26, 223. 

Harlandi, Oliver, 26, 223. 
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Htriculoruf intermedin, Htmiefi 6,223. 
orbiculata, Wall, 26, 224. 
raeemosa, Wall, 26, 224. 
nligi «<w, # Bentil., 36, 223. 

* Uvana 'hadiijlora, Hance, 23, 20, 
calami strain, Han#* 23. 25 
• microearpa, Champ,, 23, 23. 
odor at a,, Lam., 23, 27. 
platypetala, Ohamp,, 23, 26. 
parpurea, Blume, 23, 20. 
rhomntha, Hance, 23,26. 
mberom, Eoxb., 23, 27. 
synsepala, xlizg., 23, 26, *, 

nncata,, Lour., 23, 26. % 

""'' Hvularia amplest folia, Linn., 36, 

110 . 

chhmirn, Ker-G-awL, 36, 143; 

mentioned, 136. 
cirrhosa , Thunb,, 36,137. 
sessilis, Thunb., 36, 143. 
viridescem, Maxim., 36, 144. 
Wallichii, D. Lon, 36, 142. 

VacciniacejE, 26,14. 

Vaccinium bracleatum, Thwnh ., 26, 
14; mentioned, 15. 
chin erne. Champ, 26, 14. 
ciliatum, Thunb., 26, 15. 

Lelarayi, Franch., 36, 527. 
Lonianum, Franch 36, 527. 
Donianum , Miq., 26, 14. 

Lonianum, Wight , mentioned, 26, 
^ 15. 

Lunaliamim, mentioned, 26, 
16. 

fragile, Franch 36, 527, 
Griffithiunum, Wight, mentioned, 
26,15. 

Henryi, Heml. *, 26,15. 
hirtura, Thunb,, 36, 527. 
iteophyllum, Hance, 26,15. 
iaponicum, Miq,, 26, 16. 
hetum, Diels, 36, 527. 
Lesehenaultii, Wight, mentioned, 
26,14. 

malaccmse , Wight, 26,14. 
Mandarinorum, Diets f, 36, 527. 
moupinense, Franch, , 36, 527. 
neilgherrense, Wight, mentioned, 

26,14. 

Oldhami, Miq., 26,14. 15. 
pnSlcalyx, Franch 36, 527. 
rotundifolium, Wight, mentioned, 
26,14. 

setosum, C. H. Wright , 36, 527. 
urceolatum, Hemd. *, 26, 16. 
WrigHii, A. Gray, 26, 14. 
yunnanense, Franch., 36, 527. 
^Talariana chinensis, Linn., 26, 317. 
Mia, Bunge, 23, 399. 


* # 

Valeriana Faberi, Grachn., 36, 527. 
flaeekliH 0 iir% Maxim., 36, 627. 
llagollifem, Batalin, 36, 527. 
Hardvviekii, Wall, mentioned, 23, 

m 

Ilnrnmii, Grach., 36, 527. 

* helictes, Gmcfrn 36, 527. 
hiemalis, Graehn., 36, 527. 
officinalis, him., 23, 399. 
Eosthornii, Grach,, 36, 527. 
tangutica, Batalin, 36, 527. 
vlllosa, Thunb., 23, 398, 

Wallichii. DC., 23,399. 
Valeiuanacm, 23, 396. 

Valerianella Olitoria, Moench, men¬ 
tioned, 33,399. 

Vailarh Imvijlom, Blume, 26, 97. 

rniemie, G. Lon, 26, 101. 

Vail ism* ria alternifolia, Eoxb., 36, 2, 
oetundm , Eoxb., 36, 2. 
spiralis, Linn., 36, 2. 

Vahradia plumba/nimdes, Bunge, 26, 
36. 

Vanda hicaudata, Thw., 36, 34. 
concolor, Blume, 36, 35, 
densiHora, Lindl, mentioned, 36, 
36. 

furva, Lindl., mentioned, 36, 36. 
farm, Lindl., partim, 36, 35, 
hainanensis, Eolfe, 36, 86. 
parvillora, Lindl ., 36, 528. 
recur va, Hook., 36, 37. 
rodrata, Lodd., 36, 37. 

Koxburghii, II Br ., mentioned, 36, 
36. 

r — var. unicnlm\ Hook., 36, 85. 
ieretij'nlia, Lindl., 36, 38. 
viwlanea, r Lindl, mentioned, 36, 
36. 

Vandellia angnstifolia, Benth 26, 
189. 

arridtms, Hance, 26,191. 
ertiBfcacea, Benth., Z% 189; men¬ 
tioned, 190. 

©recta, Benth., 26,190. 
hirsuta, Bitch.-Ham., 26,190. 
liinosa, Walp., 26,190. 
mollis, Benth.,* 26,190, 
nnmmularifolia, (r. Don , C6,4*90. 
ohtongn, Be nib., 26,188, 
obovata, Bunge, 26,188, 
oho cat a, Walp., 26, 190. 
pedunculala, Benth% 26, 191. 
Fyxidaria, Maxim., 26,190. 
scabra, Benth,, 26, l£ft. 
stachydi folia, Walp., 26, 184. 
suberenuiata, Miq., 26,191. 
urtieifolia, Hance, 26,191. 

Vmieria chimnsis , Lour., 26,470, 
Vanilla sp., 36, 39. * ^ 
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Vaniotia, II. LfmilU, 36, 528.. 
r Marl ini, R. LeveilU , 36, 528. 
Varronm sinensis, Loilr., 26,143. 
Vatina ahinmsis , Linn., 23, 83. 

Roxburgh iana, Blum , 23, 85. 
Verrtilago cleans, Hemsl., 36, 528. 
leiocarpa, Benth., 23, 125. # 

madevaspatana, Benth., 23, 125. 
Veratrilla Bailloni, Franck 36, 
528. 

Veratrum album, IJnn., 36, 147. 

— *wr. viride, Baker, 36, 147. 
braeteatmn, Ratal m, 36,147. 
Miiackii, Repel, 36, 147. 
Maximowiczii, Baker, 36,147. 
nigrum, Linn., 36, 147. 

— vm\ japomcutu, Raker, 36, 
148. 


i . 

Vernqnia sylVafcica, Bum* 36, 528. 

Veronica agrestis, Linn., 26,107. # 
alpina, Lim 26,198. 

Anagailts, Linn., 26,5 98. 
ang u>st if olid, Fiseh., 26, 200. 
aroensis, Thunb., 26, 197. « ^ 

cana, ffbtt.,26, 198. 

Fargesii, Franck 36, 528. 
galactites, Hance, 26, 200. 
hederacea [Hemal, lapsu—seq.1 
hedercefolia, Linn., mentioned; 26, * 

291. * 

kedercefolia , Miq., 26, 197. 
javaniea, Blmne, 26,198, 
lax# Benth., 26,198. 
lungifolia, Linn., 26,199. 

— -var. subsessilis, Hook, f., 26 
199. 


parvijbmm , F ranch., 36, 147. 
w/vcte, Ait,., 36,147. 

Verbaseum Thapsus, Linn., 36, 528. 
Verbena ollicirmlis, Linn., 26, 252. 

non. ?, Hems!., 26, 252. 

Vl'IIfcH MNAClfl.K, 26, 231. 

Verhesina calendulaeea, Linn., 23, 
434. 

chincnm, Linn., 23, 432. 
pros/rata, Hook. & Arn., 23, 434. 
^sjiiea/a, Lour., 23, 434. 

Venibia man/ana. Lour., 26, 433. 
Vemonia nmpla, Vaniot, 36, 528. 
Andernoni, C. B. Clarke, 23, 400. 
Bockiana, Diels, 36, 528. 
braoleata, Wall., 23, 400. 
chinensis, Less., 23, 401. 
cinerea, Less., 23,401. t 

OHvorum, Ranee, 23, 401. 
cmigesta, Benth., 23, 429. 
cnm/zoldes, Walp,, 23,*420. 
Oumingiana, Benth., 23,400. 
crime mat aides, Walp., 23, 429. 
esculent a, Hemsl. *, 23,401. 
exilln, Miq., 23, 402. 

Fargesii, Franck, 36, 528. 
ilaceidiHsima, Maxim., 36, 528. 
FoHnvei, Seh.-Bip., 23, 420. 
(lomphrtnm, Walp., 23, 402. 

? ratioaa, Hance, 23, 402. 
fardwickii, Wall., 36, 528. 

Bfenryi, I)mm, 36, 528. 

Kingii, 0. B. Clarke, 23, 402. 
Kroneana, Miq., 23, 402. 

Martini, Vamot, 36, 528. 
mimesis, Franck, 36, 528, 
papillosa,#mwnA M 36, 528. 
saligna, 1)0., 23, 402, 
ftegiuni, Vaniot , 36, 528. 
solanifoiia, Benth., 23, 402. 
spelisicola, Vaniot, 36, 528. 
subarborea, Vjmiot, 36, 528. 


Maddeni, Edgew., 26, 198. 

Murorum, Maxim., 26,199. 
panicnlata, Linn., 26, 200. 
peregrina, Linn., 26, 199. 
pirolaiformis, Franck, 36, 528. 
eerpyllifolia, Linn., 26, 199. 
sihirica, Linn., 26, 200. 
spicata, Linn., 26, 199. 
spuria, Linn., 26, 200. 
sutchuenensis, Franck, 26, 528. 
szochnauica, Rqialin, 36, 528. 
Thunhergii, A. Cray, 26, 199. 
Yandellioides, Maxim., 26, 200. 
virginica, Linn., 26, 200. 

Viburnum arborescens, Hemsl, *, 33, 
349. 

• arcuatum, Komarov, 36^528. 

Awahuki, O. Koch, 23, 854. 
betulifolium, Batalin, 36, 528. 

Bockii, Ciraehn., 36, 528. m 

bracliybutryum, •Hemsl. *, 23, 

349. 

buddloifolia, C. H. Wright, 36, 
528. 

hurejeeticum, Regel h Herd,, 23, 

350. 

burr,janurn, Herd., 23, 350. 

Carlenii, llcmsl. * , 23, 850. 4 

ooanthoidos, C. H, Wright, 36, 
528. 

chine use, Hook, & Arn., 23, 3511 
26, 256. 

chineme, 2eyh., 23, 354. 
chinshanense, Qraehn 36, ^8. 
cordifolium , Hook. f. & Thoms., 23, 
352. 

comceum, Blmne, 23, 351, 


rofinifolimn, T). Don, 23, 356, 
coiiwfolimi, Hance, 23, 356. 
empidatum , Sieb. & 25ucc\, 23 
356. 

eylindricum , Biieb.-TTam., 26 351** 
LINN. «>v8k — BOTANY,VOfc. XXXYI. . 2 Y ** 
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Viburnum Jmo^/^,36, £>28. 

r damricum, Maxim., 23, 350. 
dav uric uni, Pc?//., 23- 351, 
donlatum, fllhunb., 23, 350. 

Dielsil, Graebn 36/528. 

^ dihplatnm, Maxim., 23, 351. 
clilatatum, 'Thunk, 23, 351, 
eromm, A. Gray, 23,351, 354. 
erosum, 'Thunk, 23, 351. 

*-^w. icbangense, Hand. * , 23, 
o52. 

erubescens, JW/., 36, 528. 
iallax, Graebn 36, 528. 

Porclise, Uance, 23, 352. 
iragvans, lSnnge, 23, 352, % 

furcatum, Illume, 23, 352. 
glomeratnm, Jlim., 23, 352. 
JLlanccanum, Maxim., 23, 353; 

mentioned, 349. 

Henryi, Hand. * , 23, 353. 
bmsuense, Batalin , 36, 528. 
Keteleeri, Carr., 23, 353. 
lantanoides, Mwhx., 23, 352. 
lantanoides, Miq., 23, 352. 

. lobophyllum, Graebn,, 36, 528. 
lutescens, Mime, 23, 353. 
mocrocephalum, Fortune, 23, 353. 
nervosum, J). Bon, mentioned, 23, 
352. # 

nervosum. Hook. & Arn., 23, 350. 
odoratissimum, Ker-Gawl., 23,354; 
mentioned, 350. 
oeliganthum, Batalin, 36, 528, 
Opulus^J/am, 23,354. 
pallidum) Branch., 36, 528. • 

phlebotrichum, Siek & Zucc., 23, 
354. 

plicatum, A. Gray, 23, 352. 
plimfum, Thumb., 23,356. 

Prattii, Graebn,, 36, 528. 
propinquum, Hand. * , 23, 355, 
pubinerve, JBiume, 23,354. 
rcotangU latum, Graebn ,, 36,528. 
rhytidopbylimn, Hem si. * , 23, 

356. 

Bob thorn ii, Graebn., 36, 528. 
Sanclankwa, Htmk,, 23, 355. 
Sargent i, Koehnc, 36, 529. 
schensianum, Maxim., 23, 355. 
sempervirens, C. Koch, 23, 355. 
nefcigerum, Hance , 23,356. 
sinepse, Miq., 23, 353. 
stellulafcum, Franck, 36, 529. 
mndaicnm, Miq., 23, 353. 
sympodiale, Graebn., 36, 529. 
Tinus, Linn., mentioned, 23, 355. 
tommtosmi, Hance, 23,363. 
tomentosum, Thunk, 23, 356. 
utile, Her ml. *, 23, 356. 

^ Veitehi, C. H. Wright, 36, 529. 


Viburjiium rauthmon, Beiilh., 23, *'1£0 
Wdleamim, Gmrki., 36, 629. 
Wrighlii, Mbj,, mentioned, 23, 
364. 

Vicuuimcpna, Fisch., 23.184, 
nngustifoliti, Hath, 23$ 184, 
clummsis, Branch., 36, .529, 

Crimea, Linn., 23, 184. 
gigantea, Bunge, 23, 181. 
lursuta, Koch, 23, 184. 
megalotropis, Lett eh ., 36,529, 
Pseudo-Orobus, Fisch. O’* Meg., 23, 
185. 

ramosiasima, Franck, 36, 529. 
BapmiciUus, Debeaux, 23, 184. 
saliva, Linn., 23, 185. 
ten era, It. (Irak, 36, 529. 
totrasporma, Moenvh, 23, 185. 
tridental a, Bunge, 23, 185, 
unijuga, A. Br., 23, 180, 
vernm., Maxim., 23, 184. 

Vigna < Juiiang , Miq., 23,193. 
lutea, A, Gray, 23, 193, 
sinensis, Htmk., 23, 193. 
vexillata, Bentk , 23, 14)3. 

Fi/jh diandra, Steud., 36, 387. 
eUmgata, Beaux,, 36, 388, 
indicu, Slouch, 36, 388. 

Vi/lama mjmphoides, Vent., 26, 142. 
Villebrunea frutescens, Blume, 26, 
491. 

pedunculata, Shirai, 36, 529. 
seabra, Wedd., 26, 491. 

Vinca rosea, Linn., 26, 95. 
Vineetoxicum acuminatum, Dome., 

• 26,194. 

ample#icau/e, Sieb. & Zucc., 26, 
104. 

atratim, Morr. & Beene., 26, 194. 
vhinmm, 8. Moore, 26, 108. 
japomeum, Morr. & Dee.no., 26, 
107, 

mwrophylhm , Sieb. A 33uei\, 26, 
1 ( 10 . • 
maiMmrienm, Hance, 26,107* 
mmgolicum, Maxim., 26, 107. 

— vur. Hmwuekianum, Hance, 26, 
107. 

sihiricum, Been©,, 26,108* 
subianceolatura, Maxim,, 26,100. 
versicolor, Beene., 26, 109. 

Viola acuminata, Letleb.. 23, 62. 
albida, Valibin, 36,#529. 

Averyi, Kellogg, 23, 53. 
biflora, Baker & S. M«ore, 23, 56. 
bidora, Linn., 23, 52. 

Bisseti, Maxim., mentioned, 23, 
64. 

bulbosa, Maxim,, 23, 52. 

Caineleo, Bomim,£6 f 529. 
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Viola canina, Linn 23, 52. • 
chinensis, G\ Bon, 23, 53. ' 

confma , Gbanrp., 2?3, 55. 
dactyloides, i* Schult 36, 

529. . 

deltoideafA/afeo, 36, 529. 

Bavidi, Franck 36, 529. ♦ 

Belavayi, Franck., 36, 529. 
dentariaefolia, Boissieu, 36, 529. 
diffusa, #2?/#., 23, 52. 
dissecta , Ledeb., 23, 54. 
distans, 36, 529. 
excisa, Hance, 23, 56. , 

Fargesii, Boissieu, 36, 529. 
flavida, cf* Franck 36, 529. 
glabrella, AW£., mentioned, 23, 56. 
Gmeliniana, Ikm. cf Schult ., 36, 
529. 


Grayi, Franck., 23, 55. 
grypoceras, A. Gray, 23, 55. 

Henryi, Boissieu , 36, 529. 
hirta, Linn., 23, 52. 
hirtipes, A Moore, 23, 53. 

Hookeri, 21 Thoms., 23, 53. 
inconspicua, Bhtme, mentioned, 23, 
55. 

japonica, Langsd., 23, 53. 

— var. pekinensis, Maxim., 23, 
53. 


kamtschaHca, Ging., 23, 55. 

— var,, pekinensis, Begel, 23, 53. 

Leveillei, Boissieu, 36, 529. 
micranfha, Turn., 23, 52. 
mongolica, Fran^i., 23, 52. 
moupinensis, Franch., 36, 529. 
odorata, Linn., 23, 53. * 

palustris, Franck. , 36, 529. 

Parkeri, Champ., 23,52. 

Patrinii, auet., 23, 5o. 

Patrinii, LG., 23, 53. 
phalacroearpa, Maxim., 36, 529. 
pinnata, Linn,, 23, 54. 

— var, chm'ophgllaides, Begel, 23, 
54. 

primulifolia. Lour., 23, 53. 
prionantha , Bunge, 23, 53. 
BadcMna, Beget, 23, 54. 

Bossii, Hemsl. * , 23, 54. 
2J>ostiiiornii, E. Pritz., 36, 529. 
Selkirkii, Pursh, 23, 55. 
serpens, Jfqll., 23, 55. 
striatella, Boissieu, 36, 529. 
sylmticci, ?ar. imberbis , A. Gray, 
23, 55. 

sylve^tri^ Kit., 23, 55. 
tenuis , Benth., 23, 52. 
tricolor, Linn., mentioned, 23, 55, 
iuberifera, Franch ., 36, 529. 
mibrosa , Fries, 23, 55. 
imiHora, 23, 56. 
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Viola ur 4 >|hylla, FfaucB., 36, 529 % 
vaginata, Maxim., 36, 529. 
van egata,*FX>'<?X., 23, 56. 
verecunda,. A. Gray*23, 56. 

Websteri, Hemsl.* , 23, 56. 
VioLARm.n, 26, 52. * 

Viseum album, Linn., 26, 407. 
articulatmi, Benth., 26, 408. 
articulatum, Burm. 26, 407. 
japonicum, Thunb., 26, 407^ . 

moniliforme, Blume, 26, 407. 
orientale, Willd.. 26, 408. m 

ovalifolium, Wall., 26, 408. 

Visignia paniculata, BC., 26, 92. 

roousta, BC., 26, 92. 

Vitex Agnus-castus, Linn ment ioned, 
26, 265. 

camiahifolia, Sieb. & Zucc., 26, 
258. 

heterophylla, Boxb., 26, 257. 
incisa, Lam., 26, 257. 

— var. heterophylla, Franch., 26, 
257. 

Lourdri, Hook. & Am., 26, 257. 
Negundo, Linn., 26, 258. 

— var. incisa, C. B. Clarke, 26, 

257, 258. 

ovata, Thunb., 26, 258. 

Sampsoni, Hmice, 26, 258. 
spicata. Lour,, 26, 258. 
trifolia, Linn., 26, 258. 

— var. tri folia la, Schau., 26, 

258. ** 

— var. unifoliaia , Seljni., 26,258. 

‘ urceolata, G. B. Clarftc, 26, 259. 
Vitis adslricta, Hance, 23,136. 

amir fa sis, Bupr,, 23, 136. ^ 

an gusli folia, Benth., 23,132. 
armnta, Diels Vilg, 36, 529. 
betuliiolia, Diets cj' (Hlg, 36, 529. 
hryonidfolia, Bunge, 23,136. 
cantoniensis, Ilook. & Arn., 23, 
132. 

cautoniensis. Seem., 23, 131. 

Chiasii, Carr., mentioned, 23, 
137. 

Coignetiaa, Pulliat, 36, 529. 
cordate, Wall., 23,135. 
cornieulata, Benth., 23, 132 \ men¬ 
tioned, 138. 

fei folia, Bunge, 23,134. 
flexuosa, Thunb., 23, 132. % 
formosana, Hemsl,, 36, 529. 
Hancockii, Hance, 23,132. 

Henry aria, Hemsl. * , 23,132. 
heterophylla, Thunb., 23, 133. 

— varr„ Begel, 23,133. 
himalayana, Brandis, 23, 133; 

mentioned, 138. 
inconstans, Miq., 23,133. 
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Yjtis indiea , 5Tooi> & Am.* 33,'334. 
japonica, Thnuh,, 23, 134' 

Labrusea, Linn., 23f 134; men¬ 
tioned, 1365. 
lanata, ’Boxb. 3 23,134. 

'lee(tidesi Maxim., 23^131,; 132. 
neurosa, Kurz, 23, 135. 
oriontalis, Boise., mentioned, 23, 
132. 

pavkyphylla, Hemal. * ,* 23,135. 
Pagnueeii, itow. CaiU., 36, 
^ 521). 

papillata, Hance, 23,135. 
parvifoUa, Roxh., 23, 132. „ 

pentngona, f (lily, 36, 229. 
j pcntaphylla, Miq., 23, 135. 
Piasezkii, Maxim., 23, 335. 
plaiiieaulis, Hook.f., 23, 135. 
Potanini, Maxim., 36, 530. 
repens, Wight f Am., 23, 135. 
Retordi, Cte/y. mentioned, 23, 
137. 

Romaneti, Carr., 23, 137; 36, 
63°. 

aoriamefolia, Maxim., 23, 130; 

mentioned, 137. 
binica, Miq., 23, 133. 
spp., 23, 137,138. 
sueeisa, Hance, 23, 132. 
tenuifalia , Wight & Arn., 23, 134. 
Thunbergii , Sieb. & Zu.ec., 23, 131. 
triclioclada, Diels if* Gilg, 36, 
~ 530. 

umbellate. Hcmsl . * , 23,137. ■ 
vimfera, juinn., 23, 130. 
Yoinieriana, Hurt., 36, 530, 
Volkwmeria i vermis, Lour,, 26, 201. 
Japan im, Tliunb., 26, 202, 

', Kampferi, Jacq„ 26, 202. 

pimfla, Lour., 26, 202. 
Vrydagzynoa nuda, Blum, 36, 42. 

Walilenbergia agrestis, A , 3)0., 26, 

brovipes, Ilemsl., 36, 530. 

—. dekiscena, A. DO., 26, 4. 

gracilis, A, DC 1 ., 26, 4, 

— var. misera, Hemsl. *, 26, 4, 
gramliflora, Schrad., 26, 5. 
homallantbina, A. DC., 26, 5. 
lavandulmfoUa, A, 1)0,, 26, 4. 
maryQiala, A. BO., 26, 4. 
qua'dri folia, A. BO,, 26, 4. 
meheri, A. BO., 26, 4. 

Waldsteinia sibirioa, Trait., 23, 239. 

trifolia, Roehel, 23, 239. 
Waltheria americana, Liun., 23, 91. 

indiea, Linn., 23, 91. 

Wat taka ka viridiflom, Hassk., 26, 
" ~ 115, 


Webern attemuiia, Honk. f„ 26, 
380. 

molliasima, lie nth., 23, 3S1. 
Wedelia billorn, DO., 23, 433. 
ciilolidulaeejt, Less., 23, 431, 
prostrata, llemsL, 23, 43*1. 
iirticoefolia, DC., 23, 434, 

Woigela alba, Oarr., 23, 309. 
amah His, Hurt., 33, 3(59. 

— striata, [Van Hout.teJ Flore <1 <*b 
S errrs, 23, 309. 

jlonda, BO,, 23, 308. 
holinte, [Van Huutte] Flora ties 
Serres, 23, 309. 
paneiflora, 1)0., 23, 3(58. 
rosea, Limll., 23, 308, 

Wendlandia g lab rata, DC., 23, 371. 
ltouryi, Oliver, 23, 372; 36, 530, 
pauieulnta, DC., 23, 372. 
uvariifolia, Uance, 23, 372. 
Wickstriemia^seq, 

Wikstroema alpina, var., Benth,, 26, 
328. 

alternifolia, Batalin, 26, 397. 
augustifolia, Ilemsl, * , 26, 390. 
canescons, Meisn 26, 397. 
Oliaanedaplme, Meisn., 26, 397; 

mentioned, 399. 
climousis, Meisn., 26, 397. 

Forsferi, Beene., 26, 398. 
gracilis, Ilemsl. * , 26, 397. 
mdica, C. A, Meg., 26, 398; men¬ 
tioned, 400. 

japoniua, Mei##., mentioned, 36, 
398. 

nnoides, Bern si. *, 26, 398. 
miemntlm, Ilemsl. *, 26,399. 
Monnula, Hanee, 26, 399. 
nutaua, Champ., 26,400. 
obovata, Ilemsl, * , 26, 400. 
patwijlom , Franeh. & Bnv., 26, 
397. 

ret uaa, A. Crag, 36,5^0, 
Bpanoghii, Deeue., mentioned, 26, 
400. 

stenautba, Ilemsl. # , 26, 400, 
stenophylla, K. Pritz., 36, 530* 
viryala, Meisn., 26, 397. 

— var., Ilemsl,, 26, 397. ** 
viridiflom, Meisn., 26, 398. 

Wistaria brachybotrys. kwh. <f Zure., 
23,161. 

chinensis, DC., 23, K»l, 
Coimqmna, Loud,, 23, 161. 
dubia, Walp., 23, 162* 
fivrihmda, DO., 23, 161. 

•multijnga, Yan Houtte, 23,161, 
sinensis, Sieb. & Zucc., 23,101. 
Wisteria, Nutt,, 23, 160=prssc. 

Wollastonia biflora, B@„ 23, 434, 

— 
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! Wollastonia prostrata, Hook. & Am., 
23,434. ’ 

Woodfordia floribunda, Balisb ., 23, 
304. | 

fruticopa , Kurz, 23, 304. 
uniflora, Rich., 23, 304. 

Wrightia pubescens, E. i?r., 26, 97. 

Xanthium ckinense, Mill., 23, 433. 
indicum, Keen., 23, 433. 
Strumarium, Linn., 23, 433. 
Xantboceras sorbifolia, Bunge, 

140. 

Xanthopappus, WiiiJcl., 36, 580. 

subacaulis, WinJet., 36, 530. 
Xanthoxylum =Zanthoxylum. 
Xeranthemum chinense , Lour., 23, 
459. 

Xylanche himalaica, Gr. Beck , 36, 530. 
Xylophylla ramiflora, Ait., 26, 420. 
Xylosma japonicnm , A. Gray, 23, 57. 
racemosum, Miq., 23, 57. 
senticosum, Hance , 23, 57. 
Xyhsteum Maackii , Kupr., 23, 364. 
Xyridace/e, 36, 150. 

Xyris bancana, 36, 150; men¬ 
tioned, 151. 

pauciflora, Willd 36, 151. 
schonioides, Bentli., 36,150. 
schoenoides, MzW., mentioned, 36, 
151. 


Ymngia rnibigm, DO., 23, 476. 
chinmm, Ltffraft23,485. 
chrysantha, Maxim., 23, 481. 

* deUlis, DC., 23, 480. 
dentata, DC., 23, 480. 
fastigiata , DC., 2>% 476. 
tfracuis, Miq., 23, 476. 

'hastat a, Thunb., 23, 481. 
humilis , DC., 23,476, 

Integra , A. Gray, 23, 475. 
japouica, DC., 23,475. 
lanceolate, DO., 23, 475. 
napi folia, DC., 23, 476. 

Poo^m, DC., 23, 476. 
runcinata, DO., 23, 476. 
serotina, Maxim., 23, 481. 
m sdhchifolia, Maxim., 23, 401. 
stricta, DC., 23, 476. 

Thunh&rgiama, DC., 23, 475. 

Ypsilandra thibetica, Branch., 36, 

40. 

Ytdmia conspicua, Spach, 23,23. 
japmiQa, Spach, 23, 24. 

Zannichellia palustris, Kunth, 3$, 

197. 

— subsp. pedicellaia. Hook, f., 36, 

- 
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ZaUni«l ellia ped!cell2ta, Bueh.~£[am., 
36,197. • 

pedunculate, Reiehb., 36,197. 
Zanonia cissoides, W&ll., 23, 321. 
Zanthoxylum, Linn,, the ho^t- of 
Jjpmn&us odoratm, 26f400. 
acanthopodium, DC., 36, 530. 
ailanthoides, Sieb. & Zucc 23, 
105. . 

alatum* Boxb., 23,105. ^ ^ 

Arnottianum, Maxim., 36, 530. 
Avicennas, DC,, 23, 105. ~ 

Bretschneideri, Maxim., 23, 105; 
^ mentioned, 104. 

Bungei, Hance, 23, 105. 

Bungei, Planch., 23, 105. 
Clava-HercuUs, Lour,, 23, 105. 
cuspiclatum, Champ., 23,106. 
Daniellii, Benin., 23, 104. 
dimorphophyllum, Hemsl., 36, 
530, 

dissitum, Hemsl. * , 23,106. 
echinoearpum, Hem si., 36, 530. 
emarginellum, Miq., mentioned, 
23, 108 ; 36, 530. 
fraxinoides, Hemsl., 36, 530. 
Lamarckiamm, Chain. & Schlecht., 
23, 104, 

lentiscifolvmn, Champ., 23,105. 
mantschurwim, Benn., 23,107. 
micranthum, Hemsl., 36, 530. 
multifoliolatum, Hemsl., 36,530. 
multijugum, Branch., 36, 5hu. 
nitidum , Bunge, 23*006. 
nitidum, DC., 23,1.06. ^ 

nitidum , Wall., 23,108. 
oxyphyllum, Edgm., 36, 530. 
Piasezkii, Maxim,, 36, 530. 
piperifttm, Benn., 23,105. l<tt * 
piperihm , DC., 23,107. 
ptanhpimm, Sieb, & Zucc., 23, 
105. 

pod orarpum, Hemsl. * , 23, 107. 
ptefeipfolium, Champ., 23,104, 
scbinifoliura, Bieh. # Zucc., 23,107. 
setosum, Hemsl. *, 23,107. 
simulans, Hance, 23, 106. 
sp„ 23/108. 

stenophyllurn, Hemsl,, 36, *530. 
trifoliatum, Linn., 23, 389. 
imdulati folium, Hemsl., 36, 580. 

Zea Mays, Linn., 36, 346F __ 

Zebueria Baueriana , C. B. Clarke, 'SoT 
318. 

mucronata , Miq., 23, 318, 
my shrensis, Am., 23, 318. 
umbellata, Thw., 23, 318. 

Zelkova acuminata, Planck, 26, 449, 
Daviclii, Bent ft , $• Hook. 26, 
449. ~ + 
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Zelkpva Keakifl* latfun,, 26, i '49. * 

Zenobi# cerasiilura, If. IJveiPe, 365 
530. 

Zerumbct specrnDm, Sehr&d., 36, 72, 
Zingiber, Lestib.,, 36, 70. 

Zeuxiiie ^margimia, Linc|A,, 36, A% 
formosana, Rof/e, 36, 42. 
pal lulu, Lindl,, 36, 42. 
sulcata, Limit., 36, 42. 

Trhpltpra, LincU., 36, 4*27 

Zingiber atrorubens, Gagm#., 36, 
530. 

, confine, Mig., 36, 70. 

K corallmum, Ifanee, 36, 70. ^ 

integrilabrum, Hance, 36, 70. * 
ofllomale, Rose., 36, 70. 
roseum, Rose., 36, 530. 
sp mdosoript. ?, 36, 71. 
striolatum, Diels , 36, 530. 
Zerumbet, Rose., 36, 70. 

Zizania aquatica, Linn., 36, 34? 

Zizyphus Jujuba, Lam., 23, 12(. ( 


Zizyphus* Lotus, Lam., 23, 126, 

'* nilhhi, Koxb., 23, 126 ,1 
simush, Lam., m. 
soporifym, Hoorn. k Schuli23,126. 
vulgaris, Lam., 23, 1^6; mtm- 
tiunud, 127. * 

‘Zoriiki myust,{folia, Sm., 23,171. 
cliphylin, Pers., 23, 171. 
elegans, Dors., 23, 171. 

Inhseem, Steud., 23,174, 

Zostera marina, Linn., 36, 197. 

Zap sia macro&tctchm, ’JWioh,, 36, 

7 344 \> v 

pungem, Munro.jW$44. 
pungens, Wt UfgjKR 344. 
sinica, Iia.ntiffWo, 844. 

Zygadenus jefomeus, Miq., 36, 147. 

sibirieus, A. Gray, 36, 148. * 

ZygopjiyIiLEjb, 23,97, 

’ Zygophyllum Loczii, Kanitz , 36, 
530. 

rnuoronatum, Maxim., 23, 97. 
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